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PREFATORY    NOTE. 


The  monographs  contained  in  the  folio w^ing  pages  are  the  results 
of  such  investigations  as  reached  a  suceessf  iil  conehision  during  tlie 
first  year  of  the  existence  of  the  laboratory-  The  first  of  theni  is 
essentially  a  thesis  accepted  by  the  university  for  the  degree  of  Ph.D 

In  the  computation  of  results  it  was  not  deemed  advisable  durinjj 
the  first  year  of  our  work  to  depart  from  the  usual  psychological 
method  of  taking  the  average  deviation  (or  mean  variation)  as  tho 
mean  of  the  absohite  differences  of  the  ohserved  values  fron^  ^,^^ 
arithmetical  average  of  the  observations.  MV  means  tlie  hhuxq  ^ 
in  most  other  psychological  publications,  i-  ^• 


where  ^v  v^,  ,  ,  .,  v^  are  the  differences    of  the  smgle  obse^vati^ 
from  their  average,  taken  without   re^^rd  to  sign,  and  /,  i«  ^^^^  ^       U 
ber  of  observations.     We  propose,  however,   m  the  future  to  f^^^ 
with  such  modifications  as  necessary    the  methods  of  th^.  1^, 

measurement  as  developed  by  Gaiist*.         ^  ''^      "^  "*    ***^Uhi^  ' 

of  a  secioiid.  ^*t, 


! 


INVESTIGATIONS  IN  REACTION-TIME  AND  ATTENTION 


BY 


Charles  B.  Bliss,  Ph.D. 


Intboduction. 

The  work  described  in  the  following  pa^es  occupied  the  greater 
part  of  my  time  during  the  academical  year  1892—93.  Am  I  wan 
the  first  to  carry  on  such  experiments  in  tlie  Yale  p^ycholoi^ 
cal  laboratory,  a  large  part  of  my  fall  term  ^^sls  spent  in  pr^^^aiii^ 
the  apparatus  and  in  developing  a  method  i?<rliich  should  «erv<f  il«r 
all  future  experiments.  The  result  is  a  metbod  for  meaniurit^ 
reaction-time  which  is  in  some  parts  entirely  new.  In  opemtiiffi 
it  is  simple  and  accurate,  having  been  built  up  step  by  step  m^^lt^ 
needs  required.  In  the  hope  that  the  whole  or  parts  ^\^*^  W.rf 
value  to  other  laboratories,  the  description    has       ee  «k 


plete  as  seemed  necessary.  .  ..    >^^^ 

In  the  experimental  part  of  the  work  I  »m  especia  y  -Tfffii^Ll  ^ 
the  following  persons  for  valuable  time    ijvni<5  -vvir        t*!^ 

the  reaction-room.     To  Messrs.  Thomas   J-   ^^^^xy '   art  "^^ 
ford  and  Joshua  A.  Gilbert  of  the  Graduate    Z^Xjr^^^^  ^^  ^ 
Mr.  Joseph  Roby,  a  member  of  the  senior  ^  ^^        laboratur^ 
During  the  second  term,  Abraham  Fisber,  ^^^  ^     7 

recorded  all  the  experiments,  thus  leaving"      _     t^ro8pectiv* 
reacting.     The  advantage  of  doing  my  o'^v'i^ 
was  an  important  one.  problem  \m 

Dr.  Scripture  not  only  suggested  the  fi^^      ^       exp«i»^ 


been   ready  to  assist  me  in  carrying    oti^         ♦lie  apuitti^     *^     *« 


arranging  the  apparatus.     In  fact,  parts    ^  ^     ^^ied  QMt^.^_'**'    %^^ 
vented  by  him.     One  line  of  research   w^'^  ^  ^  ^ 

tion  of  Professor  Ladd,  who  has  always    ^ 

niy  work.  eii^^« 

In  the  drawing  of  the  diagrams  valuab*^       ^     ^ 
from  Mr.  Walter  I.  Lowe,  a  member  of    *' 
1 


•^'^^^     ' 


2  InvejittiffiUioliS  in  reaciion-tifne  and  attention. 

Apparatus. 

Apparatus  for  measuring  reaetiou-time  must  funiish  some  means 
for  giving  the  reactor  a  stimulus  and  for  measuring  the  interval  of 
time  between  the  moment  in  which  the  stimulus  is  given,  and  that  in 
which  the  reaction  takes  place.  The  time-measurement  must  be 
acinirate  to  thousandths  of  a  second  and  the  }>er^on  experimented 
u[H>n  must,  so  far  as  }>ossible,  be  free  fn>m  all  influences  which  would 
distract  his  attention. 

This  last  requirement  was  met  by  pla^nng  the  reactor  in  a  sepm- 
I  rate  nH>aK  s<>  ct>nstructetl  as  to  be  free  from  light  and  sound.     In  the 

center  of  the  building  a  room  was  finishetl  off,  twelve  feet  long,  nine 

feet  wide  and  nine  feet  high.     Inside  of  this  room  a  smaller  one  was 

I  ctmstnicteti  with  a  dtH>r  and  ventilator  ci>rTesponding  to  those  of  the 

outer  nH>m.     Tliis  inner  room  was  sup}K»rted  on  thick  cushions  of 

felt   and   rubber,  the  only  connection  with  the  outer  room  being 

I  heavy  canvas  annind  the  diH>rs  and  the  ventilators  for  the  pnrpoee 

of  holding  liack  the  sawdust  with  which  the  space  between  the  two 
I  walls  was  filKnl.     The  di>«>r  was  likewise  made  double  with  beveled 

!  e^lges,  like  a  safe  diH>r,  s^>  that  it  shut   tightly  against  the  canvas 

ci^nnecting  the  two  riH>ms.  A  thick  mat,  made  of  hair  felt  and  cov- 
ereil  with  cloth,  was  hung  up  over  the  d^n^r  on  the  inside.  This 
acteil  like  a  heavy  curtain  to  chtx*k  any  Mounds  m-hioh  might  creep  in 
ar^nmd  the  d^H>r, 

Ouriug  the  e\jH»rinients  the  dt>*>r  of  the  dark  riv»m  was  not  shnt 
'  won*  than  tive  or  ten  minut^^  at  a  time.     For  ihai   period  the  ven- 

I  tilator  iVMild  W  kept  oK*^sl  without  pn^lucing  any  ba.1  effec't^     In 

i  the  caa^*  of  lougt^r  e\|H^riments  it  is  pT\*|v\<*^l  lo  ojvn  a  ventilator  in 

the  tltv^r  and  iva>s  a  oum^u  of  air  ihni^uch  the  nvm  bv  means  of  a 
blower.  The  ventilators  oan  then  Iv  ^vaoktsl  wiih  wv^>]  ..r  s^^nie  other 
material,  >jihioh  will  allow  the  ^vass*^^  of  air.  bui  t-5tviTia:iy  shut  out 
all  i^iMind,  *nu^  e\}vriments  dt^^riK^i  in  this  v**!**"^  tk^i-tv  a]]  taken  in 
fht^  mintor,  and  the  tem^vratuTy*  of  iht  nv^m  wi>  :ht  same  as  that  of 
i  the  rt^t  of  the  building.     Very  loud  >».s:nd>  ir:  a^^^a^vrui  Tv>i>in<  can 

still  W  btxanl  in  the  rt\*otitMVT\vMn,  Heavy  wa^r.^/s.  which  ocoa- 
sionalK  ^vass  along  the  stixv:,  j.-^r  the  wr.o't  V.i::vV.r;i:  Aii^i  with  ii  this 
Txvwi ;  the  shaking  oan  Iv  u*t  bui  i^,-:  h^jira.  Wv^r.  ibr  adjacent 
rvxMns  an^  krpt  »^uu^t.  the  T\^ao!io!VT\\r:-:  :>  :t\x  tVt::  >H«TiT>ti.  The 
^l^aotor  \>  thv.>  ^Nr.t.  tioa'A  nMno>«\i  :>\v.v.  a..  t\:<r:.i".  i:>- ;:r^uajc«rs  in 
sight  or  hi>Ari\vj:. 

Hur*^  ar^M^Av^  n1«l^,^Mv   ,v.  i;vt    t^^r  r,.<xs..^,r.;:   /.';<"^a>  of  lime  t<: 
tho«N*ndth>  ot  A  MNN^^.^.i.  ih*  4:rAi>>.v  r.uth..;  5^^  \  ::.,s:     f  iJ^.  chrono- 


scope.    TTie  Hipp  chrc^iK^^^K^pe  is  the  nuvi^i  |H>rftvl  |\whv  ^\f  mox^l^^mUi^x 
thus  far  coastmcted  for  reooftliujj  suoh  short  i^lorv^iU  of  liiwo  oi^  a 
diaL     An  immense  amount  of  tinio  and  lalH>r  h^A  Inn^n  ^k^vout  iu  )h^i^ 
fecting  this  chronoscope  and  in  inve«ti|i:atin|ir  i^*  ii%v«mo\\     \\\  \u 
most  perfect  form  there  is  always  a  vory  lar^it^^  ori»r  \\\  tho  rt'Muh»  h» 
they  are  read  off  from  the  dial.     This  orn>r  tlopoiuU  on  \\\\^  ivUlixo 
strength  of  the  electric  current  }>assing  thn>u^))   it  ami   timt  of  n 
spring  which  pulls  hack  the  armature  when  tlio  oirtMiil  in  hrttkoii.     A 
control-apparatus   must   he   used    which    oonsistH  of    a   hnnniior   no 
arranged  that  it  can  be  made  to  fall  oertuin  tllKtiitiooM.     Tht*  \\\\\is 
required  for  this  fall  is  carefully  moasuriMl  by  I  ho  ^mpliit^  nioihuil 
and  the  spring  of  the  chronoscopo  adjuMtcMl  until  tho  ohiMMiomMi|ni 
itself  measures  the  time  of  fail   with  the*  wiiiu*  vohhIu     <)llu»r  lliiiitM 
are  accurately   obtained   by  correcting  the  hmmiiwUmI  i'i4mii1(m.      Thu 
chronoscope  in  one  of  its  forms  is  then  ncvuraU^  only  for  (Imium  of 
about   that   length.      G.    K    MCllkh  c^hiiuiea'   thitt    MOniih'»lM*»'g*«< 
experiments  contain  a  large  error   even    though    he  hfi^l   loin^i'l^il 
hb   chronoscope   by   a   control-liammer.      That   iPurtU'nUr   Uumiiiur 
was  made  to   correct   the   chrono»*coj>e  for   InU^rvnU   of   100   ihoM 
sandths  of  a  second,  whereas  i/iauy  of  3lO«ii»ieH>*^ri^»  i/»|/«fJiW4/|«l^ 
gave  times  as  hi^h  as  half  a  seo^>ud*     Altho^igh  M^uMMiUr^i  m^i^m^ 
to  have  avoided  the  error  supposed,  vet  tU*^  4muu^^  i»  t^vl^Uni      A 
more   elaborate  control-hammer   h»^  U^  ^y^MAHt^M^^^    ♦//   Wmnti/ 
By  means  of  thL.  hammer  oorreot  iMtt^   '^   *^  ^^'^'^  *^''  '''  ^'^ 
thousandths  of  a  M^v^wd.    Th^  mm^  ywia^^^  ^4  ih^  hmm^wf  Ui 
200  experiments  wa*  I.0#  tl*ryni.«w^jU //f  *  •^>^>'^^''     '"^  '^^^'*  ^''*'** 
tion  of  chronoscope  and  hzmtwr  /y/m^/ir^'l   ^^    ^    ''  ''••♦ 

the  best  result  which  has  yet  l>een  obtained  fr^^n^  \^''j/,, '',rr«b/d'^  ' 
is  ten  times  as  great  as  the'mean  variation  of  tb''  ^'''M' '"  ""  ***'*  »i# 
its  simple  form.' 

a 

drum 

period 

vibrates.       Using  u,  lunv   whuth  viurnicn    t^»»-  ,         I      mu^^-.  "^  •  ♦ 

the  drum  is  revolved  with  such  rapidity  thi^^   ^"*'    **  /  «  i/«i      **    ^'^^ 
long  that  we  make  no  error  in  estimatiuK    ^^"       .  ^*^^-u 

so  reading  the  results  in  thousandths  of   »  Hf<'" 

»  G5ttingi8che  gelehrte  Anzeigen,  1891,  p.  398.  ^^ 

«  KClpe  and  Kirschmann,  Ein  neuer  Ajjparat   zum 
strumente,  Phil.  Stud.  1892  VII  145. 
3  WUNDT,  Physiol.  Psych.  3  ed.  II  282. 


Now,  given  tliie  tuning-fork  curve,  all   that  is  needed   ; 
metliod  of  registering  alongside  of  it  the  exact  instant*  at  wliich  t 
minmlos  and  tlie    reat'tion   occiii'.     Fig,    I  slniws  the  uwial  ' 


which  this  ie  done.  The  upper  curve  in  drawn  by  the  record 
point  of  a  tuning-fork  which  vibrates  one  hundred  times  a  eeoOBl 
The  other  two  lines  are  drawn  by  electro  ■magnetic  time-raarkoi 
The  cTirrt'iit  passing  through  one  passes  also  through  the  key  who( 
closing  produces  the  Ktiniulus.  The  current  through  the  other  pai 
through  a  key  in  the  re  action -room.  The  movement  of  each  key^f 
thus  recorded  hy  a  break  in  the  straight  line  drawn  by  its  tin 
marker.  Tliese  points  are  then  trannfeired  to  the  tuning-fork  c 
by  dropping  perpendiculars  front  the  points  to  the  curve, 
measure  of  tht-  time  which  has  elapsed  between  the  movcraent  I 
the  two  keys  can  then  be  counted  ofi  on  the  time-curve. 

The  objection  to  the  use  of  this  method  in  making  a  large  numbel 
of  experiments  is  that  it  takes  a  long  time  to  drop  the  perpendic- 
ulars and  that  gn-iit  variable  erroi-s  are  likely  at  the  two  points. 
These  errors  are  increased  by  the  fact  that  tlie  time-markers  must  be 
adjusted  so  that  they  shall  both  touch  the  ilrum  in  the  same  per- 
pendicular line.     Moreover,  the  latent  times  of  the  markers  may  not 

be  tfie  ^.l^IH■. 


An  iin|,n.>vt.-iiient  upon  tliis  nielho.l  bus  Ij.tu  ma.lu  by  doing  aw 
with  one  of  the  markers.  The  same  current  is  passed  through  both 
keys  and  through  one  time-marker.  Fig.  3  shows  a  measurement 
made  by  this  method.  Closing  the  stimulus-key  draws  the  lever  of 
■  the  marker  toward  its  magnet,  making  a  break  in  the  straight  Una. 
Opening  the  key  in  the  reaction-room  breaks  the  circuit  and  allow* 
the  lever  to  fly  back  again,  thus  making  a  second  break  in  the  same 
straight  line.  These  two  points  are  transferred  to  the  time-curve 
and  the  interval  is  counted  off  as  before.     The  result  Is  that  the 


^mm^ 
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Investigations  in  reaction-time  and  attention. 


Let  CDE  be  a  section  of  the  curve  which  would  be  traced  by  the 
marker.  From  C  to  D  the  motion  of  the  point  comes  from  the 
spring  that  causes  the  armature  to  fly  back.  From  D  to  E  the  mo- 
tive force  is  a  combination  of  the  spring  and  the  magnet.  Now  if 
the  stimulus-key,  which  starts  the  current  through  the  marker,  is 
opened  between  C  and  D,  no  effect  will  be  produced  until  the  point 
D  is  reached  for  no  current  is  passing  through  the  circuit.  There- 
fore the  chances  are  one  in  two  that  the  beginning  of  the  movement 
will  be  too  late  by  anywhere  from  0  to  5*^,  the  section  of  the  curve 
from  C  to  E  being  10^  with  a  tuning-fork  which  vibrates  100  times  a 
second. 


K 
Fig.  4. 

At  the  end  of  the  interval  the  case  is  not  quite  so  clear.  If  the 
reaction-key  breaks  the  circuit  between  C  and  D,  there  will  be  no 
effect  until  the  point  D  is  reached.  But,  unlike  the  beginning,  the 
effect  will  not  be  shown  at  D.  For,  when  the  marker  is  in  motion 
the  motive  force,  between  D  and  E  is  a  combination  of  the  spring 
and  the  magnet.  Near  D  the  spring  is  stretched.  The  tension  grad- 
ually decreases  passing  from  a  positive  to  a  negative  quantity  some- 
where below  the  middle  point,  while  the  force  of  the  magnet  grad- 
ually increases  the  nearer  the  armature  approaches  it.  Therefore  the 
effect  of  a  break  in  the  current  is  not  shown  until  the  magnetic 
component  of  the  motive  force  reaches  a  certain  strength  in  propor- 
tion to  that  of  the  spring  before  it  is  interrupted.  Suppose  that  this 
takes  place  when  three-fifths  of  the  distance  DP2  have  been  passed 
over,  then  the  chances  are  seven  to  ten  that  the  end  of  the  interval 
will  be  registered  anywhere  from  0  to  7^  too  late. 

In  a  large  number  of  experiments  these  errors  at  the  beginning 
and  end  would  partially  balance  each  other,  but  their  presence  would 
still  be  shown  by  the  large  mean  variation.  The  beginnings  would 
on  the  avera":e  be  1.25^  too  late  and  the  ends  too  late  bv  2.45^.  In 
a  small  number  of  experiments  the  results  are  not  accurate  beyond 
hundredths  of  a  second.  By  using  a  fork  which  vibrates  500  times 
a  second,  the  error  would  be  reduced  to  2^  and  by  using  a  fork 
vibrating  2000  times  a  second,  the  method  would  be  accurate  to 


8  InveatiffatioM  in  reaction-time  and  attention. 

The  question  now  ariees  whether  the  epark  occars  at  the  exact 
time  the  primary  circuit  of  the  spark-coil  is  broken.  In  a  large 
dynamo  the  spark  might  be  delayed  several  seconds,  but  in  a  small 
■  coil  Buch  as  is  used  for  this  purpose  there  is  no  delay  sufficient  to 
affect  the  result.  Fig.  7  is  one  of  a  series  of  experiments  made 
to  test  this  point.  The  time-curve  represents  hundredths  of  a  second. 
The  straight  line  was  drawn  by  a  pointer  attached  to  the  lever  of  a 
key,  the  least  motion  of  which  broke  the  primary  current  of  the 
spark-coil,  sending  a  spark  from  the  key  to  the  drum  through  the 
smoked  paper,     None  of  these  experiments  show  any  latent  time. 


Fig,  7. 

Even  if  there  were  a  latent  time  which  could  be  detected  by  read- 
ing to  ten-thousandths  of  a  second,  that  would  not  affect  the  relia- 
bility of  measurements  taken  by  this  means.  For  the  same  coil, 
under  the  same  conditions,  this  latent  time  would  remain  constant. 
The  spark  which  marks  the  end  of  the  interval  would  be  delayed 
just  as  much  as  the  spark  which  marks  the  beginning  ;  the  interval 
between  the  two  would  be  exactly  the  same  as  though  both  sparks 
were  in  their  proper  places. 

Presupposing  the  accuracy  of  the  tuning-fork,  this  method  is  ab- 
solutely accurate  to  thousandths  of  a  second.  In  counting  the 
records  one  falls  into  the  habit  of  counting  by  threes,  making  use  of 
the  psychological  fact  that  three  things  can  be  kept  in  consciousness 
at  the  same  time  aw  easily  as  one.  In  this  way  a  paper  containing 
twenty-two  records  of  simple  reaction-time  can  he  counted  in  four 
minutes.  This  is  a  much  shorter  time  than  is  required  to  i-ecord  the 
readings  of  the  Hipp  chronoscopc  ami  correct  them  for  the  variable 
error. 

The  only  justification  for  the  use  of  the  chronoscojie  lies  in  the 
supposition  that  it  saves  time.  The  method  here  described  is  much 
simpler  and  quicker,  in  addition  to  being  absolutely  aci-iiralc.  For 
simple  reaction-time  this  method  is  far  more  accurate  and  rjipid  than 
any  hitherto  describe.l.  IJut  for  lunger  times,  such  ««  asw«-iation- 
time  or  discrimination -time,  some  easier  method  nnist  br  devrsed  for 
counting  the  records.  It  is  sugi,'csted  that  luiotlicr  time-marker  he 
placed  on  the  drum  ;  this  marker  to  he  connected  with  n  [lendulum 
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or  clock  work  which  shall  nuirk  every  ihiril  or  fourth  wave  of  the 
tuning-fork  curve.  With  this  a«si>»t.aiice  it  will  be  pua^ible  to  i-ount 
long  records  quickly  and  accurately. 

Two  drums  were  usod  in  tlieae  ejcprrimente,  an  electric  drum  and 
a  Kr>nig  dnini. 

The  electric  drum  consults  of  a,  hrass  cyliniler  mounted  on  iron 
brackets  so  as  to  turn  on  its  axis.  It  is  rotated  by  a  small  electric 
motor  clamped  to  the  right  side  of  the  table.  Linen  thread  serves 
for  a  belt.  The  tuniiig-fovk,  or  the  marker  is  mounted  on  a  carriage 
which  moves  along  a  track  jiarallel  to  t)ie  drum  by  means  uf  an  uid- 
IcsB  screw  turned  by  a  crnnk  at  the  left  side  of  the  table.  One  tiini 
of  the  screw  moves  the  marker  on  the  drum  one-quarter  of  an  inch 
to  the  right  or  left.  By  regulnling  the  strength  of  the  current 
which  runs  the  motor  eumuderable  variation  can  be  produced  in  the 
apeod  of  the  drum,  while  a  switch  near  at  liand  allows  the  motor  to 
be  stopped  or  started  at  will. 

Two  kinds  of  curves  are  produced  by  this  drum.  In  fig.  8  the 
marker,  or  the  fork  itself,  is  kept  vibrating  on  the  drum  ail  the  time 


WTien  a  record  is  taken,  the  marker  is  quickly  moved  to  ihe  right 
pr  left  by  a  turn  of  the  screw.  The  reconl  in  made  during  ihU  side- 
wiee  movement  of  the  marker,  the  result  being  two  white  bandH  with 
the  record  on  a  curve  passing  obliquely  from  one  to  iJie  other.  The 
Srst  spark  comes  from  the  stimulus-key,  tile  second  from  that  iu  the 
reiictiou-room. 

At  first  it  is  somewhat  difficult  to  make  these  two  motions,  the  one 
with  the  right  hand,  the  other  with  the  left,  just  at  the  right  in- 
Mant,  but  a  short  practice  enables  one  to  do  it  witL  ease  and  accu- 
racy. The  wlmle  diHiciilty,  however,  is  removed  by  the  multiple 
key  to  be  dc-f<rTilied  Ix'low.     i;«ini;  that,  together  with  the  eleotro- 


e    curve    shown    in    lig.    0, 
ply  drawing  a  white  line  around 
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the  drum.  Opening  the  stimulus-key  starts  the  marker  vibrating 
and  an  instant  later  gives  the  stimulus  which  is  marked  by  a  spark 
on  the  curve.  As  soon  as  the  spark  from  the  reaction-key  has  been 
recorded,  the  multiple-key  is  released,  and  the  marker  ceases  to 
vibrate  before  the  drum  has  made  a  complete  revolution.  The 
marker  is  then  moved  to  the  right  or  the  left  by  a  turn  of  the  screw 
and  another  record  is  taken.  A  similar  record  on  an  ordinary  drum 
is  shown  in  fig.  10. 


Fig.  10, 

The  other  drum  is  constructed,  as  can  be  seen  in  fig.  13,  so  that 
every  turn  of  the  crank  moves  the  drum  itself  half  an  inch  to  the 
right  or  left.  In  this  case  the  standard  holding  the  marker  or  the  ? 
tuning-fork  remains  stationary.  One  hand  turns  the  drum  once  ' 
around  while  the  other  closes  the  stimulus-key.  The  reaction  always 
follows  before  the  revolution  is  completed.  For  simple  reaction- 
time  this  is  much  the  better  drum  of  the  two.  The  records  are 
always  the  same  distance  apart  and  can  be  made  to  begin  in  the  same 
horizontal  line  on  the  drum,  thus  making  the  counting  of  the  records 
much  easier  than  those  of  the  electrical  drum  which  are  scattered 
over  the  paper  and  are  liable  to  be  cut  in  two  when  that  is  removed 
from  the  drum.  For  other  purposes  the  electrical  drum  is  to  be  pre- 
ferred. 

It  is  evident  from  the  various  functions  ascribed  to  the  stimulus- 
key  that  something  more  than  the  ordinary  telegraph -key  is  implies 
In  every  case  it  is  assumed  that  it  produces  the  stimulus  and  recoi 
it  at  the  same  instant  on  the  drum  by  means  of  a  spark.     In  additu 
to  this  it  sometimes  starts  the  tuning-fork   curve  just  before 
stimulus  and  stops  it  just  after  the  reaction  has  taken  place, 
necessity  for  some  contrivance  by  which  such  things  might  be  d< 
was  felt  at  the  beginning  of  the  work  and  led  to  the  invention, 
Dr.  Scripture,  of  the  multiple-key. 

Figs.  11   and   12  show  drawings  of  this  key.     It  consists  of 

square  bars  of  brass  I  and  H  rotating  on  small  steel  axles  X  held 

place  by  check-screws  K  L  passing  through  the  upright  parts 
a  firm  brass  frame  which  is  screwed  to  the  wooden  base  J.     One 
of  each  bar  is  held  by  a  spring  M,  Y  ;    the  strength  of  M  is 
ulated  by  the  screw  A.     Besides  this  there  are  four  other  soi 
B,  D,  E,  F,  which   pass  through  the  upper  lever,  one  of    thei 
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ag  insulated  from  the  lever  bv  hard  rubber.  Tlie  screw  B  rests 
n  %  small  steel  plate  P,  insulated  by  a  hard  rul>ber  screw  from 
brass  stanchion  Q  and  connected  by  wire  on  the  underside 
Uie  base  with  binding-post  5.  None  of  the  ])inding-postK  are 
'WD  in  the  elevation  because  they  would  conceal  important  parts 
liw  key.  The  screws  B,  D,  F  are  connected  through  the  brass 
I,  steel  axles  and  upright  support  with  a  screw  that  passes 
wigh  the  base  and  thence  by  hisulatod  wire  with  binding-post  4. 
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screw  B  being  adjusted  so  that  tlic   u]>per  lever  is  Itvcl,  the 

F  regralates  the  amplitude  of  it^  moveinent.     l>y  means  ut'  thi^ 

it  makes  contact  with  the   hia»  staneliinii  V.     The   scirw  K 

is  inmilated  from  this  h'ver,  is  <omieeted  t<>  post  J  l»y  insiil.ittMl 

tninnin^  alonp^  the  lever,  dow  n   tlie  standard   tlirouirh    the   ba^r. 

:w  U  with  which  it   comes   in   eontaet    is  also  in^ulattMl  tr<inj 

and    connecte<l  in  a   similar  way   with    bi!idinir-|M»st    w,     \\y 

of  .«creu'  D  the  copper  sjuinLT  '"^^  t'-'i*'   '*^*  made  to  maki-  rout  act 

^irrew  T  ^'hich  is  insulattMl    from   its   lever  and   «Mmnoc(,.d  with 

t-yost  6. 

clover  lever   is  adjn-ir.l   to  a   level  position  by  s<.n.^^.  ().   j^  .^ 

Nifroin  its  steel  axh-  an.l  to.srcther  with   srreu   ()  is  tMMm'eeted 

idin^sr-post  7.     The  MF-eu-  Z,  ^ifh  which    it    nuikes  eontaet    is 

rf  with   biiidin.ir-pnM  4.     So  are  the  l^rass  stanrhj,,,,  (^  .„'„i  ^',/, 

'.pasft.ino'    tbron-i.   it,  as  yyeW  as  tho   uuMvuiy   ,.up  W      Th' 
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screw  E  is  so  regulated  that  jnst  before  F  makes  contact  with 
V  the  lever  I  breaks  contact  with  the  screw  Z  and  immediately  after 
makes  contact  again  in  the  same  circuit  either  through  the  screw  N 
or  the  mercury  cup  W. 

We  have  six  contacts  :  three  makes,  two  breaks,  and  one  break  fol- 
lowed by  a  make  in  the  same  current.  One  of  these  breaks,  if  used 
at  all,  must  always  come  first  and  one  of  the  makes,  if  used  at  all, 
must  always  come  last.  According  to  actual' count  this  gives  forty- 
four  different  ways  in  which  currents  can  be  passed  through  the  key. 
When  more  than  one  current  is  being  passed  through  the  upper 
lever  at  the  same  time,  care  must  be  taken  to  have  this  lever  con- 
nected with  the  same  pole  of  all  the  batteries. 

A  few  of  the  uses  to  which  this  key  may  be  put  will  be  mentioned 
here  together  with  the  contacts  used  in  each  case. 

1.  As  an  ordinary  key  where  the  contact  is  made  by  pressing  down 
the  key  ;  circuit  through  E-U  or  F-V. 

2.  As  an  ordinary  key  in  which  the  contact  is  broken  by  pressing 
down  the  key  ;  circuit  through  B-P  or  0-Z. 

3.  To  close  two  circuits  at  the  same  time  ;  E-U,  D-T. 

4.  To  close  to  circuits  at  the  same  time  and  one  an  instant  later  ; 
D-T,  E-U,  F-V. 

5.  To  close  one  circuit  and  break  another  at  the  same  time  ;  E-U, 
0-Z. 

6.  To  close  two  circuits  and  break  a  third  at  the  same  time  ;  E-U, 
D-T,  OZ. 

7.  To  break  one  circuit  just  before  closing  a  second  ;  B-P,  E-U. 

8.  To  break  a  circuit  and  an  instant  later  close  the  same  circuit 
again  ;  0-Z,  R-N,  or  I-W. 

In  the  second  method  of  recording  reaction-time  on  the  smoked 
drum,  according  to  the  arrangement  of  wires  in  fig.  13,  the  tuning- 
fork  current  is  short-circuited  at  P-B  while  the  key  remains  closed. 
When  this  contact  is  broken,  the  current  passes  around  through  the 
marker  on  the  drum.  A  moment  later  the  contact  E-U  closes  a 
telephone-circuit  which  passes  through  the  apparatus  in  the  reaction- 
room  and  so  produces  the  stimulus.  But  the  primary  current  of  the 
spark-coil  is  passing  through  0-Z.  At  the  same  instant  in  which 
the  contact  E-V  is  made,  this  contact  0-Z  is  broken  and  a  spark 
passes  through  the  smoked  paper.  This  primary  circuit  is  made 
again  at  W  in  time  to  be  broken  a  second  time  by  pressure  upon  the 
key  in  the  reaction-room.  As  soon  as  this  reaction  takes  place  the 
operator  releases  the  multiple-key,  the  tuning-fork  curve  is  short- 
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no  sound  from  the  loud  tuning-forks  can  penetrate  the  walls  of  the 
reaction-room.  The  recording-room  is  on  the  floor  below.  These 
figures  are  all  diagrammatic,  being  drawn  to  show  the  meaning  of 
wires  and  apparatus  rather  than  actual  positions  or  proper  propor- 
tions. 

Taking  the  diagram  from  left  to  right,  the  first  pair  of  wires 
belongs  to  an  electric  light  circuit.  The  lamp  1,  which  was  used  in 
these  experiments,  was  a  miniature  incandescent  lamp  of  6  c.  p.  By 
a  switch,  10,  the  light  could  be  turned  on  or  off. 

The  next  three  wires  connect  two  electric  bells,  2  and  12,  with  the 
Leclanch^  elements  B  and  C.  Closing  key  3  rings  the  bell  in  the 
recording-room.  The  gong  being  removed  from  bell  2  and  the 
contact  made  permanent,  closing  key  11  only  produces  a  click 
in  the  reaction-room.  Otherwise  the  sound  would  be  so  loud  as  to 
distract  the  person  reacting. 

The  next  pair  of  wires  forms  a  telephone-circuit  by  means  of 
which  the  experimenter  can  talk  freely  with  the  person  in  the  reac- 
tion-room. The  switch  13  breaks  this  circuit  during  a  series  of 
experiments  and  so  prevents  any  noise  reaching  the  reaction-room 
through  this  telephone.  This  telephone  connection  is  a  new  feature 
in  reaction-time  apparatus  and  its  advantage  cannot  be  overesti- 
mated. In  some  of  the  Grerman  laboratories  the  reactor  and  experi- 
menter are  in  the  same  room,  separated  only  by  a  cardboard  partition. 
The  reactor  is  thus  influenced  by  every  sound  in  the  building,  by  the 
changing  lights  and  shadows  and  by  the  noise  of  the  chronoscope. 
In  other  laboratories  the  reactor  is  placed  in  a  separate  room  in 
another  part  of  the  building.  When  the  operator  desires  to  speak  to 
the  reactor  he  must  leave  his  work  and  go  to  this  room,  often  break- 
ing up  the  whole  series  and  producing  more  or  less  distraction. 
With  this  arrangement  the  reactor  is  in  a  dark  room,  free  from  sound. 
By  a  turn  of  the  switch  he  can  hear  even  a  faint  whisper  from 
the  experimenter. 

Next  on  the  diagram  comes  a  one-inch  Ritchie  spark-coil ;  31  and 
30  are  the  poles  of  the  primary  circuit.  The  current  from  battery  E, 
consisting  of  two  to  four  Grove  cells,  passes  through  the  closed  key  6 
in  the  reaction-room  and  through  the  contact  21-22  in  the  multiple- 
key  (0-Z  of  fig.  11).  When  the  key  is  pressed  down  the  circuit 
is  broken  at  22  and  closed  immediately  after  at  23.  In  practice  it 
was  found  better  to  use  the  mercury  cup  W,  fig.  11,  for  this  second 
contact  as  the  contact  with  the  copper  spring  and  iron  screw  R,  is  a 
sliding  contact  liable  to  produce  additional  sparks  and  thus  to  con- 
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fuse  the  record.     The  mercniy  must  be  kept  covered  with  water  as 
alcohol  takes  fire  with  a  current  of  the  size  used. 

The  poles  of  the  secondary  coil  are  28  and  29.  One  was  connected 
with  the  brass  cylinder  of  the  drum  by  being  attached  to  the  iron 
frame  at  16,  the  other  with  the  point  which  marks  on  the  drum. 
When  the  electro-magnetic  time-marker  was  used,  a  light  aluminium 
point  was  substituted  for  the  ordinary  straw  or  quill  point.  Every 
time  either  key  is  pressed  a  spark  passes  from  the  marker  to  the  drum 
through  the  smoked  paper  scattering  the  smoke  and  making  the 
white  dots  shown  in  figs.  6-10. 

Numbers  19  and  20  are  two  ends  of  a  second  telephone  circuit.  H 
is  the  battery,  9  the  transmitter  and  7  the  receiving  telephone. 
Before  the  transmitter  there  stands  a  tuning-fork  8  run  by  the  bat- 
tery G.  When  the  multiple-key  is  pressed  down,  this  telephone 
circuit  is  closed  at  19-20  and  the  tuning-fork  is  heard  in  the  telephone 
in  the  reaction -room.  At  the  same  instant  a  spark  is  made  on  the 
drum  by  the  breaking  of  contact  21-22.  The  strength  of  this  sound 
was  regulated  by  passing  the  telephone-current  through  a  resistance- 
board,  not  shown  in  the  diagram.  For  purposes  of  simple  reaction 
it  was  not  necessary  to  use  tuning-fork  8.  The  short,  shaqi  click 
made  in  the  telephone  by  closing  the  circuit  at  19-20  was  sufiicient. 
By  changing  the  resistance  in  the  telephone-circuit  this  sound  could 
be  varied  from  one  too  weak  to  be  heard  to  one  too  loud  to  be 
endured.  It  was  found  necessary  to  run  the  wire«  of  this  circuit 
from  the  recording-room  to  the  reaction-room'  without  allowint^ 
them  to  come  near  any  other  wires  which  were  in  uae  at  the  same 
time.  Otherwise  sounds  were  produced  in  the  telephone  by  induc- 
tion from  the  currents  in  those  wires. 

During  the  latter  half  of  the  experiments  the  two  receiving  t^l* - 
phones,  5  and  7,  in  the  reaction-room  were  each  connected  with  both 
transmitters,  4  and  9.  By  this  arrangement  the  floonds  from  tii*.' 
recording-room  and  from  the  sound-room  were  heard  in  each  r*:\^- 
phone.  One  of  them  was  fixed  by  rods  and  clampfl  in  such  a  po*-!- 
tion,  that  the  right  ear  of  the  person  experimented  upon  u-.i^Mv.iV.y 
rested  against  it.  The  other  was  lield  to  the  left  ear  by  the  h:U  \.x:A, 
while  the  right  hand  was  free  to  iiiaiiipulate  the  reaction- kf-y. 

A  still  better  plan  would  be  to  use  a  head  telephone  wi*:.  .  r  :- 
ceiver  at  each  ear.  This  would  always  be  in  place,  leave  bot;,  .. ::.  ;* 
free  and  allow  the  person  reacting  to  take  the  moat  comfort  a '-•  •  -1- 
tion  and  to  move  about  instead  of  keeping  the  body  iu  '  •  •  :  -\-rd 
position.     However,  as  a  series  of  experimenta  ncrer  last*:  i     .  •  r  nvr 
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minutes,  the  disturbance  from  the  act  of  holding  one  of  the  tele- 
phones cannot  have  been  very  great. 

The  remaining  wires  shown  in  the  diagram  all  have  to  do  with  the 
time-curve.  The  tuning-fork  26  is  run  by  a  dip-battery  F.  This 
current  passes  through  the  contact  24-25  when  the  key  is  closed  as 
shown  in  this  figure.  When  the  key  is  opened,  this  contact  is  broken 
and  the  current  passes  around  through  the  electro-magnetic  time- 
marker  17  communicating  to  its  lever  the  vibration  of  the  tuning- 
fork. 

In  most  of  the  experiments  made  with  the  hand-drum  this  time- 
marker  was  not  used.  The  fork  itself  was  placed  on  the  standard 
and  allowed  to  vibrate  continuously  on  the  smoked  paper. 

In  addition  to  the  wires  shown  in  the  diagram  another  pair  was 
used  to  connect  an  electro-magnet  in  the  reaction-room  with  a  bat- 
tery and  switch  in  the  recording-room. 

All  of  these  wires  are  part  of  a  system  of  wires  running  through 
the  whole  building.  At  first  seven  wires  were  laid  from  each  room 
to  a  switch-board  in  a  central  position.  This  number  not  being 
sufficient  for  the  currents  required  between  the  reaction  and  record- 
ing-rooms seven  more  were  laid  to  each  of  these  rooms.  All  of 
these  wires  where  the  resistance  is  of  small  importance,  such  as  the 
telephone  and  bell  circuits,  are  number  16  B.  and  S.  office  wire.  For 
the  electric  light  and  the  primary  circuit  of  the  spark-coil,  where 
stronger  currents  are  required,  number  10  heavily  insulated  wire  was 
put  in.  These  were  run  directly  from  the  reaction -room  to  the 
recording-room  independent  of  the  switch-board. 

Experiments  in  reaction-time. 

In  all  the  experiments  the  stimulus  to  which  the  person  in  the 
dark  room  reacted  was  a  sound  produced  in  the  telephone. 

A  warning  click  was  given  on  the  bell  in  the  reaction-room  just 
before  each  experiment.  Experiment  has  shown  that  when  the  in- 
terval between  warning  and  stimulus  is  always  the  same  the  mind  is 
soon  able  to  estimate  the  interval  correctly  and  always  reacts  just  at 
that  time  whether  it  hears  the  stimulus  or  not.  Therefore  this  warn- 
ing cannot  be  produced  by  any  mechanism  connected  with  the  drum 
but  must  be  given  by  the  voluntary  act  of  the  experimenter.  The 
effect  of  this  warning  on  the  reaction-time  depends  on  the  interval 
between  the  warning  and  the  stimulus.  If  the  interval  is  too  short 
there  is  not  time  enough  to  concentrate  the  attention  and  the  warn- 
ing hinders  the  reaction  instead  of  helping  it.     If  the  time  is  too 
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long  the  effect  dies  away,  as  the  mind  is  not  able  to  keep  its  maxi- 
mum tension  for  more  than  one  or  two  seconds.  L.  Lange'  mentions 
about  2.second6  as  the  best  interval.  Whndt"  places  it  at  2j5  ;  Estel* 
says  2.25 ;  Mehner^  and  Glass*  agree  on  2^5.  Bertels*  found  that  it 
took  the  mind  2|_8econds  to  reach  the  maximum  degree  of  atten-l 
tion.  The  interval  used  in  these  experiments  was  2^  seconds,  as 
nearly  as  the  experimenter  could  estimate  it  by  counting. 

Much  also  depends  upon  the  interval  between  the  successive  exper- 
iments. If  it  is  too  long  the  series  covers  too  much  time.  Changes 
in  the  mental  and  bodily  condition  of  the  experimenter  come  in  to 
change  the  reaction-time.  If  the  interval  is  too  short  there  is  not 
time  to  recover  from  the  preceding  experiment.  About  fifteen 
seconds  was  the  interval  between  the  successive  experiments  in  the 
present  case.  As  reaction  requires  close  attention,  not  more  thani 
twenty-five  experiments  can  be  taken  at  one  sitting  without  showing  * 
marked  effects  of  fatigue.  In  the  larger  part  of  these  experiments 
the  number  was  limited  to  twenty -two  and  at  least  five  minutes  inter- 
vened between  successive  series.  Seldom  were  more  than  five  series 
taken  at  one  time. 

An  important  point  in  which  there  is  less  agreement  is  that  of  the 
rejection  from  the  records  of  unusually  long  or  short  times.  These 
have  usually  been  regarded  as  errors  and  ascribed  to  two  sources,  to 
a  faulty  action  of  the  electro-magnet  in  the  Hipp  chronoscope,  and 
to  inattention  on  the  part  of  the  reactor.  The  present  apparatus 
eliminates  the  former  error  but  the  latter  still  remains.  Inattention 
may  give  long  times  and  the  person  may  react  before  he  actually 
hears  the  stimulus.  By  keeping  a  careful  watch  most  of  these  cases 
will  be  noticed  on  the  spot  and  be  rejected  without  question  as  errors. 
But  still  the  tables  will  contain  an  occasional  long  or  short  record 
which  largely  affects  the  average  of  the  series.  What  shall  be  done 
with  these  cases  ?  Some  have  refused  to  omit  any,  claiming  that 
individual  differences  disappear  in  the  final  average.  Most  writers 
use  their  judgment  in  each  particular  case  and  reject  all  records  which 
they  think  unduly  affect  the  results.  It  is  always  hard  to  draw  the 
line  between  normal  attention  and  the  next  grade  below  it,  to  decide 


»  B^trdge  zur  Theorieder  sinnUchen  Aufmerksnmkeit,  Phil.  Stud.  1888  III  492. 

«  Physiol.  Psych.  8  ed.  II  361. 

*Neue  Versuche  Uber  den  Zeitsinn,  Phil.  Stud.  1885  II  37. 

*  Zur  Lehre  torn  Zeitsinn,  Phil.  Stud.  1886  II  560. 

»  KritUchea  und  Escperimentelles  uber  den  Zeitsinn,  Phil.  Stud.  1888  IV  454. 

•  Vertwihe  Uber  die  Ablenkung  der  Aufmerksamkeif,  luaug.  Diss.  Dorpat  1889. 
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which  are  correct  reaction-times  and  which  are  errors.  The  purpose 
of  the  experiments  may  have  an  influence  in  deciding  this  question. 
For  instance,  if  it  is  to  get  the  average  reaction-time  of  a  certain 
person  in  a  series  lasting  five  minutes,  then  more  marked  cases  of 
inattention  would  be  expected  and  let  pass  unchallenged  than  if  the 
purpose  was  to  detect  the  influence  of  a  slight  distraction  on  the 
reaction -time.  In  the  former  case  the  variation  in  attention  is  the 
quantity  to  be  measured.  In  the  latter  case  it  is  desired  to  eliminate 
all  variations  in  the  attention  save  that  due  to  the  one  cause  whose 
effect  is  being  investigated. 

In  the  present  instance  every  record  was  rejected  which  seemed  to 
the  reactor  to  be  a  mistake.  His  opinion  was  always  written  down 
before  he  left  the  reaction-room  and  before  he  knew  what  the  figures 
were.  After  that  the  criterion  for  rejecting  readings  was  that  laid 
down  by  Holm  an.*  "Take  the  mean  and  the  average  deviation  of 
the  observations,  omitting  the  doubtful  one.  Find  the  deviation  of 
that  one  from  the  mean.  Then  reject  the  observation  if  its  devia- 
tion is  greater  than  four  times  the  average  deviation."  This  is  an 
arbitrary  criterion  and  does  not  imply  that  all  records  rejected  by  it 
are  errors.  It  means  rather  that  in  the  small  number  of  records  they 
would  have  undue  influence  and  that  the  average  without  them  will 
be  nearer  the  truth  than  if  they  were  included. 

In  every  case  excepting  the  few  series  where  the  names  are  given 
in  the  table  the  writer  was  the  person  experimented  upon. 


Experiments   showing   the   influence  of  sensations  of  light 
upon  the  time  of  simple  reactions  to  sound. 

Tlie  first  problem  undertaken  was  the  investigation  of  the  in- 
fluence of  the  presence  in  consciousness  of  different  colored  lights 
upon  the  time  of  reaction  to  sound-stimuli.  It  was  suggested  by 
the  res\ilts  of  Fern's  ex[)eriments  with  the  dynamometer.^  He  found 
that  with  hysterical  patients  different  colored  lights  had  different 
dynamogenic  effects,  red  being  most  effective  and  violet  the  least. 
If  the  enertjfv  with  which  the  muscles  can  be  contracted  varies  with 
the  appearance  in  consciousness  of  different  colored  lights  it  seems 
probable  that  there  should  be  a  similar  effect  upon  the  rapidity  with 
which  they  can  be  moved. 


'  HoLMAN,  DiHcuftHion  of  the  Precision  of  Measurements,  New  York  1892,  p.  80. 
*  F&ii£,  Senwitit)ii  et  niouvement,  Paris  1887. 
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These  experiments  are  not  to  be  confused  with  those  conducted  by 
TiTCHENER  in  Wundt's  laboratory  where  different  colored  lights 
served  as  the  stimulus.*  The  effect  of  a  steady  influence  might  be 
detected  when  the  effect  of  a  momentary  influence  was  too  small  to 
be  measured.  We  certainly  have  a  different  tone  of  feeling  when 
looking  at  a  red  light  from  that  which  we  have  when  looking  at  a 
green  light. 

The  different  colored  lights  were  produced  by  colored  gelatine 
films  between  two  pieces  of  glass  placed  before  the  box  containing 
the  electric  light. 

Three  hundred  experiments  were  made  upon  this  point,  but  they 
must  be  regarded  as  preliminary  and  negative.  They  were  made 
upon  six  different  persons  all  of  whom  were  without  practice  in  re- 
acting, and,  as  they  were  taken  before  the  apparatus  was  completed, 
the  method  illustrated  in  fig.  3  was  used,  the  error  of  which  has 
already  been  pointed  out. 

The  results  show  no  difference  for  the  different  colors  within  the 
limits  of  error  and  none  between  those  taken  in  the  dark  and  those 
in  the  light.  However,  in  all  cases  they  show  the  effect  of  practice 
on  reaction-time.  Table  I  brings  this  out  in  the  case  of  two  persons, 
the  first  one  of  whom  reacted  several  thousand  times  in  the  interval 


TABLE  I. 


Name 

1 

1 

Date 

R 

MV 

1 

71 

C.B.B. 

iNov.  13. 

1 

183 

34 

90 

ii 

Mar.  31. 

1 

140 

13 

236 

J.A.G. 

Dec.  1.    1 

1 

250 

36 

59 

1 

n 

Jan.  30. 

161 

22 

28 

R,  reaction-time. 

MV,  mean  deviation. 

?i,  number  of  experiments. 


between  the  two  dates  given  while  the  second  reacte<l   only  a  few 
times  between  the  dates  for  which  his  reactions  are  coniparoil.    I"  the 


Zur  Chronomeirie  des  ErkennungsacteSj  Phil.  Stud.  1893  VII  140. 
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case  of  the  first  person  an  average  of  90  experiments  taken  on  Nov. 
13,  gave  a  reaction -time  of  183^  and  an  average  deviation  from  that 
average  of  34^.  On  March  31  an  average  of  236  experiments  gives 
a  reaction-time  of  140^  with  an  average  deviation  of  13.*^  Thus 
showing  not  only  a  great  falling  off  in  the  time  but  also  a  great  in- 
crease in  the  regularity  of  the  experiments. 

A  like  result  is  shown  in  the  record  of  the  second  person. 

From  these  figures  it  is  plain  that  we  are  not  to  expect  differences 
due  to  small  changes  in  the  conditions  of  the  experiments  to  show 
themselves  until  the  person  experimented  upoii  has  had  some  prac- 
tice. 

One  other  set  of  experiments  was  taken  before  the  apparatus  was 
accurate  to  thousandths  of  a  second.  These  were  all  made  upon  one 
man,  the  object  being  to  see  whether,  with  the  degree  of  accuracy 
then  obtained,  any  difference  could  be  detected  between  the  time  of 
reactions  taken  in  the  dark  and  those  taken  in  the  light.  The 
averages  of  the  separate  series  are  given  in  table  II.  The  final 
average  of  115  experiments  in  the  dark  gives  a  result  of  170*^  with  a 
mean  variation  of  23*^.     Tlie  74  experiments  taken  in  a  white  light 


TABLE  n. 


Disturbance 

R 
170 

■       177 

1 

175 
160 

MV 

23 

30 

25 

15 

n 
115 
74 
20 
20 

None 

White  light 

Red  light 
(ireen  light 

give  a  time  of  177'^  with  a  mean  variation  of  30*^.  The  20  experi- 
ments in  red  light  give  a  time  of  175*^  with  a  mean  variation  of  25*^ 
and  the  20  expt'rinients  in  green  light  give  a  time  of  160^  with  a 
mean  variation  of  15". 

After  the  ap))anitus  was  correct  to  thousandths  of  a  second,  another 
attempt  was  iiiadt*  to  detect  a  difference  between  the  time  of  reac- 
tions in  the  dark  and  those  in  the  light.  A  series  of  twenty  or  thirty 
experiments  was  taken  in  which  the  light  was  turned  on  in  the  mid- 
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die  of  the  series.  Table  III  gives  the  average  of  five  experiments 
before  the  light  was  turned  on  and  five  immediately  after.  The  ex- 
periments were  taken  upon  seven  different  persons  only  two  of  whom 
had  had  experience  in  reactmg  and  only  one  of  whom  had  had 
practice  that  year.  Considering  this  and  also  the  fact  that  only  five 
series  were  taken  upon  any  one  person,  too  much  confidence  must  not 
be  placed  in  the  results.  It  would  be  very  easy  to  say  that  they 
show  the  distracting  influence  of  the  light ;  for  in  the  case  of  each 
individual,  save  one  who  had  had  no  practice  and  upon  whom  only 
one  series  was  taken,  the  average  of  the  reactions  in  the  light  is 
longer  than  those  in  the  dark. 


TABLE  lU. 

Person 

D 

MV 

• 

n 

L 

MV 

'     71 

f 

L-D 

D.  W.  L. 

1 
148  , 

1 

15 

15 

150 

11 

!   15 

+  2 

C.  B.  B. 

147 

7 

25      151 

1 

9 

,   25 

+  4 

E.  W.  S. 

184  ' 

1 

28 

25     191 

i 

24 

25 

+  7 

J.  M.  M. 

159 

1 

12 

1 
5     191 

1 

24 

1    5 

+  32 

W.  I.  C. 

146 

16 

20 

156 

9 

t^O 

+  10 

K.  M.  W. 

119 

1 

80 

10   1   139 

16 

10 

1 

+  20 

J.  A.  G. 

181   i 

1 

158  < 

28 
18 

5 

171 

15 

14 

5 
105 

-10 

+  7 

Weighted 
mean 

1 

105 

160 

•  D,  reaction-time  in  darknesp. 

L,  reaction-time  in  liKht. 

The  final  average  of  the  iMO  cx])erinients  is  15:^^^  for  the  dark  with 
a  mean  variation  of  18^^  an<l  for  the  liijrht  IGo'^  witli  ;i  moan  variation 
of  14^.  But  later  and  more  reliabh*  ex|)erinK*nts  show  that  the  mere 
presence  in  the  field  of  vision  of  this  steady  lii^ht  would  not  produce 
that  effect.  A  glance  at  the  original  records  throws  some  light  on 
this  point.  In  eight  of  the  series  the  first  reaction  after  the  light 
was  turned  on  was  unusually  long.     In  the  nature  of  the  ease  these 
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records  could  not  be  rejected,  for  though  there  is  a  possibility  that 
they  may  be  due  to  inattention  yet  it  is  far  more  probable  that  they 
are  the  very  thing  we  are  looking  for.  When  the  light  is  turned  on 
it  Btartles  the  person  for  an  instant  and  so  increases  the  reaction -time. 
Table  IV  shows  this  fact  very  clearly.  It  contains  the  first,  second, 
third,  fourth  and  fifth  experiments  before  and  after  the  light  was 
TABLE  IV. 


Penon 

Dark                 ', 

Lisrh 

1" 

Namber  o£  ezper. 

5.\  4-     5.  i  ^.  '  i.      I.     s. 

s. 

i.'is.i 

D.  W.  L. 

181-  158    141    128  140    149  171 
189  150  182   158  150    158   145 

141 
142 

146   189'     8 

166^  158     6 

1 

C.  B.  B. 

E.  W.  S. 

175   170  173   147  302    178   187;  193 
165'  151    155    188    139    348    194    ItfT 

177'  238'    5 

1 

16«    179!     1 

J.  M.  M. 

W.  I.  C. 

185'  154    139    158    140     198    150    U-1 

163    133      4 

K.  M.  W. 

114   131    103    135    lOB     151    123    118 

136    167      3 

J.  A.  G. 

183    148    133   299    153             197   177 

176,  134'     1 

Weighted  mean 

154    m    143    l.)3    155     1«5    162    135 

160'  I6fl 

turned  on  in  each  series,  so  arranged  as  to  show  the  averages  for  the 
first,  deeoiid,  tlnrd,  fourth  and  fifth  experiments  in  the  ease  of  each 
individual  and  also  the  final  averajre  of  all  together.  In  the  final 
average  ami  in  the  eaue  of  most  of  the  individuals,  notably  in  the 
case  of  those  who  were  praetieed,  the  first  experiment  aft«r  the  light 
was  turned  on  was  longer  tlian  the  other  and  enough  so  to  affect  the 
averages  in  table  III. 

When  the  light  was  turned  on,  no  care  was  taken  to  have  it  come 
exactly  half  way  between  two  experiments.  Sometimes  it  would  be 
nearer  the  one  before,  sometimes  nearer  the  one  which  followed. 
This  may  explain  the  reason  why  some  of  the  si'ries  show  no  dis- 
traction.    The  light  was  turned  on  in  the  early  part  of  the  inter\-al 
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Ten  experiments  were  taken  in  the  dark  ;  then  the  operator  turned 
the  switch  and  the  person  experimented  upon  had  a  steadily  swing- 
ing light  in  his  field  of  vision.  In  addition  to  the  moving  light 
there  was  always  a  great  variety  of  moving  shadows  and  changing 
intensities  as  the  lamp  swung  past  the  wires,  standards  and  other 
parts  of  the  apparatus.  When  the  light  was  turned  on,  the  eye  in- 
variably followed  the  lamp  for  one  or  two  minutes,  after  which  the 
shadows  came  into  consciousness,  then  the  objects  which  produced 
the  shadows  and  finally  other  things  in  the  room. 

The  amplitude  of  the  motion  was  regulated  by  moving  the  electro- 
magnet. During  part  of  the  experiments  the  lamp  commenced  to 
swing  through  an  arc  of  two  meters,  which  gradually  diminished 
during  the  experiment  to  half  a  meter.  In  the  rest  of  the  experi- 
ments the  arc  was  half  a  meter  at  first  and  the  lamp  gradually 
approached  a  state  of  rest.  Had  the  results  warranted,  a  more  care- 
ful determination  of  this  amplitude  would  have  been  made.  In 
these  experiments  the  order  of  light  and  dark  was  changed  to  elimi- 
nate other  influences.  It  was  of  course  impossible  to  stop  the  lamp 
swinging  in  the  middle  of  a  series,  but  the  light  could  be  turned  out. 

The'mean  variations  are  fairly  low  and  regular.  Therefore  the 
results  may  be  regarded  as  quite  trustworthy.  In  twelve  out  of  the 
sixteen  series  the  reaction-time  while  looking  at  the  swinging  light  was 
from  2°  to  20^  longer  than  the  reaction -time  in  the  dark.  The  final 
averages  for  those  in  which  the  long  swing  was  used  were  :  in  the 
dark,  137*^  with  a  mean  variation  of  13^  ;  m  the  light,  142^  with  a 
mean  variation  of  11^.  For  those  with  the  short  swing  they  were  : 
dark,  142*^,  mean  variation  12^;  light,  14'?'^,  mean  variation  12*^.  No 
difference  can  be  detected  between  the  influence  of  the  long  and 
short  swings.  Combining  the  two  we  have  as  a  result  of  363  experi- 
ments a  mean  variation  of  12^  for  those  in  the  light,  the  same 
for  those  in  the  dark,  and  an  average  of  14*2^  for  the  reaction-time 
in  the  dark  and  147^  for  the  reaction-time  wlien  looking  at  a  swing- 
ing lamp. 

It  is  important  to  discover  if  possible  whether  this  disturbance  is 
uniform  throughout  the  ten  experiments  with  the  swinging  light,  or 
whether  it  is  confined  either,  as  in  the  earlier  experiments,  to  the  first 
reaction  after  the  light  was  turned  on  or  to  those  first  few  expen- 
ments  where  the  eye  follows  the  moving  light.  For  this  pur])ose  the 
averages  of  the  first,  second  and  third  experiments  and  so  on  of  all 
the  sixteen  series  were  calculated  and  found  to  bo,  before  the  light 
was  turned  on,   (1)   145^  (2)    143^   (3)    144^  (4)    145^  (5)  142^  (6) 
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139*^,  (7)  144^  (8)  144*^,  (9)  135^,  (10)  140*^;  after  the  light  was 
turned  on,  (1)  154^  (2)  149^  (3)  148*^,  (4)  142^  (5)  144*^,  (6)  15F, 
(7)  151^  (8)  139^  (9)  140^  (10)  143^  This  shows  conclusively  that 
the  chief  disturbance  is  found  in  the  three  reactions  after  the  light  is 
turned  on.  The  greatest  lengthening  is  in  the  first  reaction.  Part 
of  that  is  certainly  due  to  the  same  effect  which  was  noticed  in  table 
IV,  namely  to  the  distracting  effect  of  having  the  light  suddenly 
appear.  But  the  presence  of  a  similar  though  less  effect  in  the 
next  two  averages  shows  a  distinct  influence  from  the  moving  light 
after  the  first  surprise  is  over.  Therefore  we  infer  that  part  of  the 
lengthening  in  the  first  reaction  with  the  swinging  light  is  also  due 
to  the  moving  light. 

Later  on  in  the  series  there  is  one  average  which  is  nearly  equal 
to  the  first  one  with  the  light  but  an  examination  of  the  individual 
experiments  shows  that  this  is  due  to  the  accidental  presence  in  that 
average  of  four  unusually  long  times. 

From  these  experiments  we  conclude  that  ths  influence  of  light 
setisatioTis  upon  the  time  of  reaction  to  sound  is  comparativelg  small 
when  the  light  is  steady/,  but  becomes  very  marked  as  soon  as  the  light 
begins  to  move, 

A  practical  application  of  this  fact  suggests  itself  at  once.  There 
is  no  advantage  for  purposes  of  simple  reaction  in  having  the  room 
dark.  But  it  should  not  be  lighted  by  a  window,  else  moving 
shadows  and  changing  intensities  will  affect  the  reactor.  It  must  not 
be  lighted  by  a  lamp  or  gas  jet  for  they  would  each,  in  the  ease  of 
a  small  room  at  least,  raise  the  temperature  or,  in  case  the  room  were 
ventilated  by  a  current  of  air,  be  made  to  flicker  and  so  distract  the 
attention.  But  when  the  conditions  of  the  experiment  do  not  require 
a  dark  room  there  can  be  no  objection  to  the  presence  of  an  incandes- 
cent lamp.  On  the  contrary  the  person  experimented  upon  will  feel 
more  at  ease  in  a  lighted  than  in  a  dark  room  and  will  find  it  much 
easier  to  make  notes  of  any  important  points  which  occur  to  him 
during  the  experiments. 

Experiments  showing  the   lyFLUKxcK  of   j^kxsations  of  sound 

UPON    THE    TIME    OF    SIMPLE    REACTIONS    TO    SOUNI>. 

The  experiments  thus  far  described  have  had  to  do  with  the 
influence  of  sensations  of  light  on  the  time  of  reaction  to  sound.  A 
similar  set  of  experiments  was  conducted  for  the  purpose  of  inves- 
tigating the  effect  of  sensations  of  sound  on  the  time  of  reaction  to 
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sound.  In  the  first  place  the  sound  used  was  a  steady  tone  pro- 
duced by  an  electric  tuning-fork  vibrating  250  times  a  second. 
This  tuning-fork  was  placed  on  a  shelf  before  the  transmitter  in  the 
recording-room  and  run  by  a  dip  battery.  When  the  telephone 
circuit  was  closed  this  tone  was  sent  to  the  reaction-room  and,  when 
the  two  receiving  telephones  were  connected  together,  was  heard  in 
the  same  telephone  in  which  the  signal  to  react  was  heard.  The 
moveable  drum  shown  in  the  diagram  makes  no  noise  and,  when  the 
operator  is  careful  and  the  rest  of  the  building  is  quiet,  no  sounds 
reach  the  ear  of  the  reactor  through  this  telephone  save  those  of 
the  tuning-fork  and  the  signal  to  react.  The  tuning-fork  sound  is 
so  loud  that  none  of  the  fainter  sounds  in  the  building  or  on  the 
street  can  be  heard.  This  method  could  not  be  used  with  the  elec- 
tric drum  on  account  of  the  noise  of  the  motor,  except  by  placing 
the  transmitter  and  the  fork  in  another  room. 

The  method  of  experiment  was  similar  to  that  employed  in  inves- 
tigating the  influence  of  light-sensations.  Ten  experiments  were 
taken  in  silence,  then  the  telephone  circuit  was  closed  and  dur- 
ing the  remainder  of  the  series  the  person  heard  the  steady  tone  of 
the  tuning-fork  in  the  same  ear  in  which  he  heard  the  stimulus. 
In  successive  series  the  order  of  silence  and  sound  was  changed  to 
eliminate  the  influence  of  sequence.  After  eight  series  had  been 
taken  the  method  was  slightly  varied.  It  was  evident  that  as  in  the 
case  of  the  steady  light  the  disturbance  was  very  small.  It  was 
thought  that  possibly,  as  in  the  case  of  a  steady  light,  the  influence 
would  be  greatest  upon  the  first  reaction  after  the  sound  was  turned 
on.  Therefore  to  get  the  full  effect  of  this  influence,  instead  of 
taking  ten  experiments  in  silence  and  ten  more  with  the  tuning-fork 
sound  in  consciousness,  one  experiment  would  be  taken  in  silence, 
then  the  tuning-fork  sound  turned  on  for  the  second  reaction,  while 
the  third  would  be  in  silence  and  so  on  through  the  series.  In  each 
case,  however,  the  tuning-fork  was  turned  on  immediately  after  the 
reaction  in  silence,  thus  giving  about  ten  seconds  for  accommodation 
before  the  signal  to  react. 

By  changing  the  intensity  of  the  telephone-current  the  loudness 
of  the  tuning-fork  sound  was  varied  at  will.  For  tlie  purposes  of 
these  experiments  it  was  kept  as  nearly  as  possible  equal  to  that  of 
the  sound  which  served  as  the  signal  to  react. 

Table  V  gives  the  averages  of  all  these  series.  In  it  no  difference 
can  be  detected  between  the  time  of  reactions  in  silence  and  those 
in  which  the  tunine:-forJ^  was  heard.     Seven  of  the  individual  series 
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side  by  the  electro-magnet  until  the  circuit  of  the  magnet  was 
broken  in  the  recording-room.  Thus  the  metronome  could  be 
started  at  will  during  the  series.  But  in  the  small  reaction-room  the 
sound  was  almost  too  loud  to  be  endured.  It  was  found  more  satis- 
factory to  place  the  metronome  on  the  shelf  before  the  transmitter 
in  the  recording-room,  as  had  been  done  with  the  tuning-fork. 
Here  the  operator  could  stop  the  sound  as  well  as  start  it  and  could 
regulate  the  intensity  so  that  it  should  be  about  the  same  as  that  of 
the  stimulus.  There  was  an  advantage  also  in  having  the  two 
sounds  come  in  exactly  the  same  direction. 

The  order  was  the  same  as  before,  ten  experiments  in  silence, 
then  ten  with  the  sound  and  vice  versa.  In  different  series  the 
metronome  ticked  40,  80,  120,  160  and  200  times  a  minute.  Table 
VI  gives  the  averages  for  each  of  the  rates. 


TABLE  VI. 


Rate»uf  Metronome 

1 

0 

40 
156 

80 

120 

160 

179 

20 

27 

61 

200 

169 

25 

Reaction-time 
Mean  variation 

152 
13 

184 

186 

17 
6 

26 

20 
34 
93 

IncreaHe 

Number  of  experiments 

0 
147 

32 

17 

28 

54 

42 

In  the  first  experiments  where  the  metronome  was  in  the  reac- 
tion-room, there  was  a  great  innervation  and  strain  in  all  the  muscles 
of  the  body  called  forth  to  withstand  the  influence  of  the  metro- 
nome. This  was  not  noticed  while  the  metronome  was  ticking,  but 
the  moment  it  stopped  the  sudden  relaxation  was  very  evident. 

At  the  beginning  of  the  experiments  there  is  a  marked  change  due 
to  gettmg  acquainted  with  the  sound  but,  owing  to  the  sl^ort  dura- 
tion of  the  experiment,  that  influence  does  not  continue  after  the 
first  surprise  has  worn  away.  Judging  from  the  complete  inatten- 
tion to  a  clock  ticking  in  my  room  it  is  probable  that  after  listening 
to  a  metronome  tick  for  a  few  hours  it  would  no  loncjer  affect  the 
reaction-time.  The  stopping  of  the  metronome  might  then  have  a 
temporary  effect.     Indeed,  in  these  experiments  the  reactor  soon  be- 
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came  so  far  accustomed  to  the  sound  that  an  occasional  vibration  of 
the  metronome  spring,  just  loud  enough  to  be  heard,  seemed  more 
distracting  than  the  metronome  itself. 

From  these  experiments  we  conclude  that  the  injtuetice  of  a  sound- 
sensation  upon  the  time  of  reaction  to  sound-sensation  is  very  small 
as  long  as  that  sound  is  a  steady  tone  but  becomes  very  marked  when 
the  sound  is  intermittent. 

Experiments  showing  the  difference  in  the  time  of  reaction 
to  sounds  when  the  sound  is  heard  in  two  ears 

instead  of  one. 

It  has  already  been  suggested  that  the  best  way  to  produce  a 
sound-stimulus  for  purposes  of  reaction  is  to  use  a  head-telephone 
with  a  receiver  at  each  ear.  The  following  set  of  experiments  were 
taken  to  show  the  relation  between  the  time  of  reactions  when  the 
stimulus  is  heard  in  one  ear  and  the  time  of  those  in  which  the  same 
stimulus  is  heard  in  both  ears. 

The  arrangement  of  the  telephones  has  already  been  described. 
The  method  of  experiment  was  similar  to  that  of  the  experiments 
which  have  been  described  above.  The  person  reacted  ten  times 
with  a  telephone  at  only  one  ear,  then  without  interrupting  the  series 
he  placed  the  second  telephone  at  the  other  ear  and  continued  to  react 
ten  times  more.  To  eliminate  other  influences  the  order  was  some- 
times reversed  and  the  first  half  of  the  series  taken  with  the  sound 
in  both  ears. 

Table  VII  gives  the  average  of  twenty-one  series  taken  in  this 
way.  With  the  exception  of  three  cases,  where  the  person  had  no 
experience,  the  reaction  to  the  sound  in  both  ears  is  much  shorter 
than  that  of  the  reaction  to  the  same  sound  in  one  ear.  The  average 
of  the  thirteen  series  upon  the  writer,  who  was  the  only  one  having 
experience  in  reacting,  with  the  exception  of  Dr.  Scripture,  give  for 
one  ear  a  time  of  147*^  and  a  mean  variation  of  IQ*',  for  two  ears  a 
time  of  ISS^  with  a  mean  variation  of  19*^.  The  number  of  experi- 
ments with  one  ear  was  108,  with  two  ears  123.  The  average  of 
eight  series  taken  on  four  other  jjersons  gives  for  one  ear  a  time  of 
207^  with  a  mean  variation  of  SS^,  for  two  ears  a  time  of  188^^  with 
a  mean  variation  of  31''.  The  number  of  experiments  with  one  oar 
was  83,  with  two  ears  82. 

A  natural  explanation  of  the  difference  between  the  reaotioii-tiine 
when  the  signal  is  heard  in  one  ear  and  the  reaction -time  for  the 
same  signal  heard  in  two  ears  would  be  found  in  the  difference  m 
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the  intensity  of  the  sound  as  heard  in  the  two  ways.  In  order  to 
see  whether  this  explanation  was  satisfactory  or  not,  fifteen  series  of 
experiments  were  taken  in  which  the  stimulus  was  varied  in  inten- 
sity from  a  loud  to  a  weak  sound. 

This  change  of  intensity  was  secured  by  introducing  a  resistance- 
box  into  the  telephone  circuit.  The  battery  then  in  use  consisted  of 
twelve  gravity  elements.  With  the  normal  resistance  of  the  circuit 
they  gave  a  current  of  0.5  amperes.  With  an  additional  resistance 
of  100  ohms  the  current  was  reduced  to  0.08  amperes  and  the  click 
made  by  making  the  circuit  was  a  weak  sound  compared  with  that 
heard  in  the  telephone  when  the  normal  current  was  used.  Yet  it 
was  a  sound  which  could  be  distinctly  recognized.  A  switch  was 
so  arranged  that  by  a  turn  of  the  lever  the  resistance  box  could  be 
brought  into  the  telephone  circuit. 


TABLE  VII. 


1 

One  ear 

MV 

19 

71 

Two  ears 
133 

MV 

n 

C.  B.  B. 

147 

108 

19 

128 

E.  W.  S. 

269 

58 

17 

199 
175 

38 

20 

T.  J.  L. 

182 

35 

39 

26 

83 

W.  I.  C. 

192 
170 

29 

15 

,         201 

33 

89 

Weighted  mean 

27 

179 

1 

158 

24 

215 

The  average  for  132  experiments  with  the  loud  sound  was  143'^, 
with  a  mean  variation  of  13^.  The  average  of  1-26  with  the  weak 
sound  was  153^,  with  a  mean  variation  of  16^.  The  difference 
between  the  loud  and  weak  sound  was  lO'^.  That  between  one  and 
two  ears  was  6^. 

Attention  might  be  called  in  passing  to  the  fact  that  in  this  set  of 
experiments  four  series  were  taken  in  which  the  succession  of  loud 
and  weak  intensities  was  irregular.  The  experimenter  was  told  to 
make  it  as  irregular  as  possible.  The  average  of  these  four  series 
for  the  loud  sound  is  143^,  for  the  weak  sound  loS*^.  The  mean  vari- 
ation from  the  average  of  the  whole  set  is,  for  the  loud  lO*^,  for  the 


Investigations  in  reaction-time  and  attention.  8 1 

weak  17^.     The  number  of  reactions  to  the  loud  sound  was  64  to  the 
weak  sound  66. 

These  figures  are  in  marked  contrast  to  those  of  Wundt.  With 
him  18  successive  reactions  to  a  strong  sound  gave  a  time  of  116*^ 
with  a  mean  variation  of  10^.  A  set  of  9  reactions  to  a  weak  sound 
gave  a  time  of  127^  with  a  mean  variation  of  12^  When  the  suc- 
cession of  loud  and  weak  sounds  was  irregular  the  time  for  the  loud 
sound  was  189^,  mean  variation  38^,  number  of  experiments  9.  The 
time  for  the  weak  sound  was  298*^,  mean  variation  76^,  number  of 
experiments  15.  The  increase  due  to  irregularity  in  his  case  amounts 
to  114^,  in  our  case  to  12^. 

It  can  scarcely  be  that  there  was  a  greater  difference  between  the 
sounds  he  used  ;  the  difference  in  the  present  case  was  so  great  that 
the  loud  sound,  when  the  order  was  unknown,  was  greatly  dreaded 
and  always  produced  a  decided  shock. 

There  are  two  other  series  of  experiments  which  are  worthy  of 
note,  having  been  taken  without  warnings.  Their  average  for  forty 
experiments  is  139^,  mean  variation  26*^,  whereas  the  average  of  the 
thirteen  series  taken  on  the  same  person  under  the  same  conditions 
but  with  the  warning  was  140*^  with  a  mean  variation  of  19*^;  total 
number  of  experiments  231.  Wundt's  figures  on  the  same  point  are, 
with  warning  125^,  without  warning  25 9*^,  total  number  of  experi- 
ments, 61. 

We  have  shown  that  a  large  part  of  the  difference  between  the 
time  of  one  and  two  ear  reactions  is  due  to  the  difference  in  intensity. 
But  to  test  this  point  more  closely  another  set  of  experiments  was 
taken  in  which  this  factor  was  entirelv  eliminated,  ves,  more  than 
eliminated.  The  reaction-time  of  one  and  two  ears  was  compared  as 
in  the  last  set  but  at  the  same  time  the  intensities  of  the  currents 
were  varied  so  that  the  sound  heard  in  one  ear  was  judged  to  be 
much  louder  than  the  combined  result  of  a  weaker  sound  heard  in 
both  ears.  If  intensity  be  the  only  factor  in  producing  the  differ- 
ence between  one  and  two  ear  reactions  then  the  reaction  under  these 
conditions  ought  to  be  much  longer  for  one  ear  than  for  two.  In 
only  two  series  was  there  any  marked  difference  between  the  two. 
One  of  these  is  in  favor  of  the  loud  sound  in  one  ear  the  other  in 
favor  of  the  weak  sound  in  two  ears.  The  difference  between  the 
final  averages  of  the  ten  series  is  only  1^,  i)ractically  0. 

Therefore:  the  react ioii-time  to  soimtls  heard  in  tico  ears  seeNis  to 
be  shorter  than  for  the  same  sound  heard  in  one  ear  even,  after  due 
allowance  has  been  made  for  difference  in  intensity. 
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In  all  of  these  experiments  the  sound  in  two  ears  was  located  in 
the  upper  interior  part  of  the  head.  Turning  the  attention  toward 
the  sound  resulted  in  rolling  the  eyes  upward  ;  the  sound  seemed 
closer  at  hand  and  less  effort  was  required  for  reaction  than  when 
the  stimulus  was  heard  in  only  one  ear;  the  reaction  also  seemed 
more  automatic,  especially  when  the  attention  was  turned  to  other 
things. 

Conclusions  fkom  the  thbee  preceding  sections. 

The  general  results  of  these  experiments  in  reaction-time  can  be 
summed  up  as  follows: 

1.  The  experiments  did  not  indicate  any  difference  in  reaction- 
time  produced  by  changing  the  color  of  the  light  present  in  the 
field  of  vision. 

2.  No  difference  was  detected  between  the  times  of  reactions  in 
the  dark  and  those  made  while  looking  at  a  stationary  incandescent 
light  of  six  candle  power. 

3.  When  this  light  was  in  motion  the  reaction-time  was  lengthened. 

4.  No  difference  was  detected  between  the  times  of  reactions  in 
silence  and  those  made  while  listening  to  the  steady  sound  of  a 
tuning-fork  making  250  vibrations  per  second. 

6.  When  the  intermittent  sound  of  a  metronome  was  substituted 
for  that  of  the  fork,  the  reaction-time  was  lengthened. 

6.  The  reaction-time  to  a  sound  heard  in  both  cars  is  shorter  than 
when  the  sound  is  heard  only  in  one  ear,  even  after  making  allow- 
ance for  the  difference  in  intensity. 

Introspective  observations  on  reactions. 

During  the  larger  part  of  the  experiments  pencil  and  paper  were 
kept  in  the  reaction -room  and  imnuMliately  after  each  series  of 
experiments  the  person  reacting  noted  down  any  conditions  liable  to 
affect  the  time  of  his  reaction  and  any  observations  which  might 
throw  light  on  the  nature  of  reaction-time.  These  notes  were  after- 
wards transferred  to  the  record  blanks  just  below  the  records  to 
which  thev  referred  in  order  that  these  records  might  be  used  more 

intelligently. 

A  careful  study  of  the  notes  together  with  the  records  to  which 
they  refer  brings  out  many  interesting  points.  Not  all  of  them  can 
be  touched  upon  here  but  the  most  important  ones  will  be  found 
below  substantially  as  they  were  writti?n  down  from  <lay  to  day. 
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After  a  few  weeks  practice  reacting  becomes  so  much  a  matter  of 
habit,  that  trying  to  recall  what  has  taken  place  daring  a  series  is 
Uke  trying  to  remember  dreams.  The  more  striking  points  are 
easily  retained  but  the  larger  part  of  the  points  which  are  noticed 
during  the  series  are  gone  beyond  recall  unless  they  are  noted  down 
within  a  few  minutes.  A  little  practice  enables  one  to  record  all 
mistakes  in  reacting,  all  reactions  to  warnings,  all  reactions  regis- 
tered before  the  signal  is  heard  and  all  cases  where  the  reaction-time 
is  greatly  lengthened  by  a  physical  or  mental  disturbance. 

Notes  made  in  the  Reaction-Room  Immediately  after  Experiments. 
The  following  abbreviations  are  used  : 

W= Warning. 

R=Reaction. 

M=MuBcnlar. 

Att=Attention. 

*'  f ore ''^Reaction  before  the  signal. 

Met = Metronome. 

Om= Omitted. 

a= first,  b  second  half  of  a  series. 

The  figures  are  taken  from  the  original  records  for  comparison  with  the  notes. 
The  numbers  of  three  figures  are  reaction-times,  those  of  one  or  two  figures  are 
mean  variations.  Where  two  sets  of  fig^ures  are  given  the  first  pair  is  the  first 
half  and  the  second  pair  the  second  half  of  a  series.  When  the  note  refers  to  a 
particular  experiment  that  one  is  compared  with  the  rest  of  the  series  and  its 
figures  are  given  first.  In  order  to  make  the  meaning  of  the  notes  clearer  ex- 
planatory remarks  have  been  added ;  these  are  distinguished  by  italics. 

1.  R.  to  light. 

2.  Sounds  heard  outside. 

ft8.  Irregularity  due  to  novelty  of  M.  (134-6 — 138-17).  Shovnng  that  the  irregu- 
larity was  over-estimated. 

65.  Turn  Att.=  turn  eye. 

76.  6,  8-11.  React  with  jerk.  (183—135-8).  The  average  of  these  ftmr  is  2P 
shorter  than  that  of  the  rest  of  the  series, 

78.  React  with  full  arm  movement.    (138-18—137-28). 

79.  R.  to  W. 

82-4.  Tired,  nervous,  slow.     (134-26 — 118-20.)    Mistake  in  judgment. 

94.  W.  I.  C.     *'  No  difference."    (209-22—181-31.)     Showing  lack  of  practice. 

95.  Notice  regularity  with  two  ears.     The  figures  don't  show  it. 

96.  a.  1.     React  in  spite  of  resolve.     (222 — 197-26.)     A  purely  automatic  reac- 

tioUj  extra  long. 
96.  Trying  to  think  of  Schopenhauer.     (200-27—179-24.)    At  least  5(^  longer 

than  the  normal  reaction-time. 
99.  One  R.  before  wiU  impulse. 
98.  R.  to  W. — ^b,  1,  om.  in  relaxation  of  silence.    Sound  terrific.    (Silence  133-7 

— with  sound  133-10.)     No  effect  from  this  very  loud  tuning-fork  sound. 
8 
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100.  a,  Qsnal  way,  b,  tense  mnsoles.  (146-88 — 120-16.)  In  one  case  will  didn't 
overcome  preasore.  Att.  confused  in  learning  a  new  lesson.  In  spite  of 
confusion  the  recKtion  with  tense  muscles  are  ^6^  shorter  than  the  others  ! 

105.  Last  four,  extra  effort.    (168—161-10.) 

106,  7.  Dr.  Scripture  *'  Not  used  to  react  without  W.     Have  to  ^  wake  up '  when 

only  one  ear  is  used.''     Two-ear  reaction  is  more  automatic, 
108.  R.  to  small  sound  raises  finger  but  little.     Showing  the  reflex  element  in  all 

reactions. 
100.  a,  5.  R.  too  weak  to  raise  finger,  b,  8  ''fore."  7-10,  absorbed  in  plans. 
111.  a,  one  '*  fore."    All  sorts  of  distractions,  pain  in  toe,  wagon,   shadows, 

thought. 
118.  Last  one  quick.    Way  prepared  for  motor  impulse.     (127 — 156-15.)    Correct 

estimate. 

114.  9  **  fore."  Met.  very  loud,  scarcely  hear  W. 

115.  R.  to  W.     Last  8  good.     First  2  om. 

116.  Met.  gives  terrific  sound. 

119-21.  Elffort  to  touch  a  point  6  in.  away. 

126.  The  same.     Very  quiet ;  perfect  type,    b,  att.  more  to  muscles.     (138-18 — 

189-11.) 

128.  a,  one  ear,  b,  two  ears.     Two  slightly  longer.     (148-18 — 142-28.)    Error  in 

judgment, 

127.  One  om.  driven  out  by  another  idea.     R.  to  W.     Every  W.  heard  with  ten- 

dency to  R. 

129.  Sensory— M.  M.  quicker,  harder.     (129-10—127-9.)    Not  enough  quicker  to 

he  detected. 

130.  a.,  \.     Terrific  scraping; s insulation  worn  off  in  key.     b,  Att.  =r rolling 

eyes  up. 
184.  2-1   ear.      2  ear  quicker.      (127-7—140-15.)    Correct,      a,   9  Automatic. 
Mind  returning  from  wandering  surprised.     (124-7 — 188.) 

186.  Att.  all  over,  affects  nerve  force. 

187.  Loud — faint.     Tend  to  give  more  Att.  to  faint  sound  at  first. 

141.  Att.  wandered.     (157-17.)    ^0^  longer  than  normal. 

142.  (158-14— 182-9.)  J      Exercise  between  142  and  148.      Quick  pulse,   deep 

148.  (129-6—127-18.)  \     breathing.     Shortening  the  time  U°. 

144.  Careful  Att.  Sensory  (?).     Eye  turned  up.    a,  5,  long  (202).    b.  6,  long  (226). 

(153-18—170-7). 

145.  Faint  demands,  loud  compels  Att.     Att.  wandered.    (Faint  152-17 — loud 

182-4). 

149.  9,   **fore."  M.  Faint-loud.      Don't  notice  dif.  intensity.     M=hard  work. 

(150-15 — 156-31.)     Attempt  at  muscular  reaction  a  failure. 

150.  React  best  way.     Att.  good.     (168-19—171-8.)     Error  in  judgment. 

153.  Faint-Loud.     Irreg.     No  accommodation,  no  guessing.     (148-16—167-21.) 

154.  No  influence  from  knowledge  of  problem.     One  R.  too  faint  to  be  recorded. 
156.  Sound  varies  from  large  sound  to  small  short  sharp  pops = poor  contact  in 

multiple-key. 

158.  1  ear  loud — 2  ear  week,     b,  1  No  R.;  too  weak  for  one  ear. 

159.  b,  1,  loud  sound  in  two  ears.     Awful  start— Quick.     (128 — 141-7.)    A  case 

where  the  reflex  element  shortens  the  time. 
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160.  Last  half  thinking  of  something  else.    (184-159.) 

161.  Met.  magnet  didn't  work.    Started  it  myself. 
164.  Distr.  of  small  sonnds  more  than  Met. 

171.  Reverberation  of  Met.  spring  very  distr.    (160-12—196-21). 

172.  Head  most  aches.    Not  feeling  well.    W.  don't  nerve  me  np.    Sleepy.    (182- 

11—156-16). 

176.  One  '*fore." 

177.  Sleepy.    Not  energy  enough  to  tell  what  I  have  done.     It  was  pretty  good. 

(156-17—193-29.)    Error  in  judgment 

178.  Not  so  good.    Uncomfortable  position.     Thought  distr.  more  than  noise. 

(172-27—167-18.) 
182.  Clear  mind,  like  crystal,  a  sharp  frosty  morning,  or  the  clear  blue  sky. 

(149-16-155-19). 
186.  Thinking  of  key.     Does  it  distract  ?    (150-21—196-48).     Decidedly. 
184.  Noise  of  met.  board  provokes  me.     (151-8 — 205-9.)     Shoufing  that  irreg. 

sounds  are  mu^  more  distracting  tfian  the  metronome. 

195.  Twoom.;  one  slow.     No  light  at  first.    2-4,   one  ear.     Wagon:    Out  of 

patience  I    (186-8—158-15.) 

196.  Best  yet.    (154-12—129-8.)    a,  1-6,  uneasy,     b,  first  rate  ;    key  between 

fingers. 
198.  a.    Not  esp.  good.    (134-16—146-10.)    2-4,  Att.  off.   147,  188,  189.      As 
good  as  t96. 

204.  Some  one  up  stairs.     Warning  out  of  order.    (151-18—158-12.) 

201.  Distr.  small.    (180-7—189-10.) 

202.  Too  fast.     Fairly  good.      (127-10—134-17.)     Last  3  thinking  of    spark. 

125,  180,  128. 

205.  a,  6.     Wagon  heard  on  the  street.     (122—136-18.)    No  disturbance  shoum — 

b,  8.     Seashore  dropped  something.     (156—139-12.) 

208.  Seems  long.     Att.  Wanders.     (159-15—161-14.)    Decided  effect. 

209.  Littie  Att.    Not  tired.    No  abiUty  to  apply  myself.     (171-10—151-6.) 

206.  First  rate,  last  half  of  b,  distr.  by  wagon  because  I  ought  not  td  hear  It. 

(189-16—156-13.) 

207.  Not  so  good.     Too  excited,     b,  light  steadies  me.     (143-9—148-17.) 

208.  Hard  to  hold  att.  for  20  experiments.     (146-11—162-11.) 

209.  Impossible  to  do  good  work.     Think  of  everything.     (138-9—151-18.) 

210.  Old  position,  elbow  on  table.     First  class  example  of  inattention.    Bvftc- 

tion  natural  in  the  flow  of  ideas.     (141-13—140-8.) 

211.  First  rate;  b,  1,  **fore."    Innervate  finger  and  forearm.     (132-14—141-11.) 
218.  Very  good,      b,  end,  M.     (180.)     One  before  sensory.      (129.)    Perf*>ettv 

passive.     Not  innervation  enough  to  hold  the  key.     (129-8 — 141-20.) 

214.  Not  quite  as  good.     (121-12—135-15.) 

215.  Try  to  get  away  from  bodily  feelings = innervate  Cortex.     (128-7 — 147-li5. 

216.  The  same.    (126-12—145-9.) 

The  first  impression  on  reading  over  these  notes  is  one  of  tturi^i^* 
at  the  number  of  experiments  in  which  there  is  some  diHturUlMrt**  '•f 
the  attention  aside  from  that  of   the  stimulus  and    wamimi      I- 
amount  of  care  in  the  preparation  of  a  reaction-room  aud  ah  •A4iw««' 
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ing  external  influences  can  do  away  with  skin  sensations,  with  mus- 
cular  feelings,  with  changes  in  the  physical  and  mental  condition  or 
with  the  ceaseless  flow  of  thought. 

An  examination  of  the  notes  shows  that  these  disturbances  vary- 
greatly.  At  times  they  are  very  prominent ;  then  again  they  will 
be  scarcely  noticed.  Record  196  is  such  a  case.  The  note  says  of 
the  series  as  a  whole  "best  yet,"  of  the  first  half  "  uneasy"  of  the 
second  half  "  first  rate."  The  figures  are  :  dark  154^  with  mean 
variation  12^,  steady  light  129^  with  mean  variation  8^.  Records 
134-7  also  ought  to  have  more  weight  than  the  average  series. 
Their  note  says  "  best  part  of  the  day,  excellent  physical  condition, 
mind  clear  and  sharp."  The  figures  in  this  case  are  :  two  ears 
129^  M.  V.  9^  one  ear  139^  M.  V.  14^  Certainly  the  average  of  a 
dozen  series  all  of  which  had  a  similar  certificate  of  the  conditions 
under  which  they  were  taken  would  give  different  results  from  those 
,of  a  set  made  up  from  records  like  178.  The  note  on  this  record 
reads  "  Not  so  good ;  uncomfortable  position.  Thought  distraction 
very  great."  The  times  are  :  silence  167*^  M.V.  13^;  metronome 
172*^  M.V.  27^.  To  gain  the  most  trustworthy  results  a  large  number 
of  experiments  should  be  taken  and  only  those  used  which  are  free 
from  all  conscious  disturbance. 

Though  introspection  is  of  great  value  in  estimating  the  general 
conditions  of  an  experiment  and  showing  the  influences  which  affect 
the  results  yet  it  is  not  to  be  trusted  in  estimating  the  results  them- 
selves. Aside  from  the  fact  that  the  mind  is  unable  to  accurately 
estimate  small  divisions  of  time  under  the  most  favorable  conditions,' 
its  judgment  is  peculiarly  liable  to  be  affected  by  the  conditions  of 
the  reaction.  Its  report  is  what  it  thinks  ought  to  be  rather  than 
what  it  actually  sees.  For  instance,  in  series  82-84  the  reactor  was 
tired  and  nervous  and  therefore  judged  the  reaction-time  to  be 
longer  than  usual.  The  figures  are:  one  ear  134^  M.V.  26*^,  two  ears 
118^  M.V.  20^,  showing  that  the  nervous  excitement  more  than 
counterbalanced  the  physical  fatigue. 

In  series  160  after  having  reacted  in  the  muscular  way  in  the  pre- 
vious experiment,  the  person  rt»aoted  in  the  way  which  he  thought 
would  give  the  shortest  time.  Accordingly  he  judged  the  time  of 
that  series  to  be  less  than  that  of  the  j>n»ceding  one.  The  figures 
for  this  one  are:  loud  168*' M.  V.  19^  weak  KF  M.V.  8<^;  for  the 
preceding  one:  loud  ISO*'  M.V.  15",  weak  156"  M.V.  31",  being  just 
the  reverse  of  his  judgment. 

>  Martius,  Veber  die  MiM*ru/<l»v  /Mio/toH  nnd  tiir  Aujmei-ksamkeit,  Phil.  Stnd. 
1891  VII  167. 
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Wundt  says  that,  with  a  signal  loud  enough  to  be  clearly  heard, 
j  we  naturally  react  in  the  muscular  way.  He  explains  the  difference 
1  between  the  time  of  reactions  to  weak  sounds  and  those  to  loud 
sounds  as  due  to  a  passing  from  the  sensorial  to  the  muscular  way  of 
reacting.  In  all  of  our  experiments,  with  a  few  exceptions,  the 
signal  to  react  was  a  loud  sound.  This  would  seem  to  indicate  that 
our  reactions  were  muscular.  Furthermore,  the  two  criteria,  which 
Wundt  regards  as  sure  signs  of  muscular  reaction,  were  both  present. 
In  six  cases  at  least  a  reaction  was  registered  just  before  the  signal 
to  react  was  heard,  while  scarcely  a  series  passed  in  which  there  was 
not  one  or  more  reactions  to  a  warning. 

On  the  other  hand,  throughout  the  whole  course  of  experiments 
the  reactor  believed  that  he  was  reacting  in  the  sensorial  way.  The 
attention,  with  the  few  exceptions  about  to  be  mentioned,  was  invari- 
ably directed  to  the  ear  or  rather,  as  it  seemed  to  him,  to  the  sound 
to  be  heard.  The  eyes  turned  in  that  direction  and  there  was  a  dis- 
tinct feeling  of  accommodation  in  that  part  of  the  head,  due  to  a 
combined  muscular  and  nervous  excitation.  The  reactor  even  went 
so  far  as  to  attempt  reactions  after  the  muscular  way,  carefully  direct- 
ing the  attention  toward  the  hand  or  the  movement  to  be  made. 
In  one  case,  before  the  reaction  habit  had  been  formed,  the  reaction 
was  shortened  in  this  way  from  about  140*^  to  100^.  In  one  of  the 
later  series,  139,  an  effort  was  made  to  have  the  last  three  reactions 
muscular,  two  of  these  were  110^  and  112^  while  the  average  of  the 
other  half  of  the  series  was  142^  M.V.  8^.  These  would  seem  to  be 
true  cases  of  muscular  reaction,  if  there  be  such  a  thing.  But  in 
general  the  attempt  to  shorten  the  reaction-time  by  turning  the  at- 
tention toward  the  hand  or  the  movement  to  be  made  was  a  decided 
failure.  More  oft^n  the  time  was  lengthened.  It  seemed  very  diffi- 
cult to  overcome  the  habit  of  turning  the  attention  toward  the  ear. 

It  would  seem  that  those  experiments  in  which  the  attention  was 
directed  to  a  peculiar  movement  of  the  hand  or  arm,  to  touching  as 
quickly  as  possible  some  point  near  the  key  or  raising  the  hand  as 
quickly  as  possible  to  the  shoulder,  satisfied  the  definition  of  mus- 
cular reaction.  Yet  none  of  these  show  any  signs  of  a  decrease  in 
the  reaction-time. 

Finally,  in  none  of  the  reactions  save  those  in  which  there  was  an 
attempt  at  the  muscular  method,  did  the  person  experience  that 
peculiar  physical  fatigue  which  is  generally  ascribed  to  the  mus- 
cular mode  of  reacting.  The  fatigue  was  always  mental.  As  such 
it  was  very  marked  at  the  end  of  five  or  six  series.  From  this  point 
of  view  these  reactions  must  be  regarded  as  sensorial. 
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brain  reflex.  Therefore  the  difference  between  sensorial  and  mus- 
cular reactions  is  not  to  be  found  by  deciding  whether  or  not  they 
are  brain  reflexes. 

The  key-note  to  much  of  the  confusion  about  the  different  kinds 
of  reaction  lies  in  the  indefinite  use  of  the  word  attention  and  in  a 
lack  of  careful  introspective  analysis  of  what  actually  takes  place  in 
consciousness. 

The  word  attention  is  mo§t  conmionly  used  in  the  sense  of  idea- 
tional attention.  This  kind  of  attention  is  described  by  such  expres- 
sions as:  "Having  a  clear  idea  of  the  object  of  attention;"  "keep- 
ing the  object  in  the  foreground  of  consciousness  ;"  "  thinking 
about  an  object  calmly  and  quietly,  yet  clearly."  It  is  passive  as 
distinguished  from  the  two  following  varieties  of  attention.  There 
is  little  feeling  of  effort.  What  there  is,  is  largely  devoted  to  the 
inhibition  of  other  ideas.  Doubtless  there  is  a  slight  innervation 
and  muscular  contraction  but  they  are  not  prominent  in  conscious- 
ness. 

This  kind  of  attention  can  be  directed  to  any  part  of  the  body,  to 
any  motion  to  be  made  or  stimulus  to  be  perceived,  or  to  something 
entirely  disconnected  from  the  experiment.  For  instance,  in  one 
series,  96,  the  reactor  fixed  his  attention  on  a  lecture  which  he  had 
just  attended.  The  time  for  one  ear  was  200*^  M.V.  27^,  for  two  ears 
179^  M.V.  24*^.  This  exceptionally  long  time  was  not  due  entirely  to 
voluntary  diversion  of  the  attention  ;  the  series  was  also  taken 
without  a  warning  to  tell  when  the  signal  was  to  be  expected. 

As  a  rule  this  kind  of  attention  does  not  shorten  reaction -time. 
So  far  as  distinct  thought  forms  are  concerned,  the  nearer  a  blank 
the  mind  can  be  kept  the  more  satisfactory  seems  the  reaction. 

Often,  turning  the  attention  to  another  object  seems  to  facilitate 
the  movement,  just  as  in  writing  the  hand  moves  more  freely  when 
the  attention  is  directed  to  the  word  being  written  than  when  it  is 
directed  to  the  muscular  effort  involved.  It  seems  to  drain  off  the 
surplus  ideational  force  and  leave  the  field  clear  for  the  reaction. 

Using  the  word  in  this  sense  Martius  is  right  in  criticizing  Muns- 
TERBERG  wheu  he  speaks  of  the  idea  of  the  sound  as  fusing  with  the 
idea  of  a  movement  to  be  made.  There  is  no  fusing  together  of 
these  ideas.  Association  is  the  word  which  describes  their  relation 
to  one  another,  and  the  association  is  always  a  temporal  succession, 
so  far  as  the  ideas  themselves  are  concerned.  It  is  impossible  to 
keep  two  of  these  ideas  in  consciousness  for  any  length  of  time. 
When  the  effort  is  made,  it  results  in  a  rapid  passing  from  one  to  the 
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other.     First  one  comes  into  the  foreground  of  consciousness,  then 
the  other. 

A  second  sense  in  which  the  word  is  used  is  that  of  neural  atten- 
tion. Were  it  not  for  the  fact  that  the  word  usually  implies  an 
increase  in  the  muscular  tension  this  might  be  called  innervation. 
It  results  in  bringing  into  consciousness  the  neural  sensations.  Some- 
times it  seems  like  a  voluntary  control  of  the  nerve-force  similar  to 
the  involuntary  change  which  is  produced  by  a  severe  strain  when 
an  increase  in  nervous  excitement  for  the  time  being  counterbalances 
physical  fatigue.  Closely  combined  with  it  there  may  be  more  or 
less  of  the  feeling  of  outgoing  will  force  as  experienced  in  willing- 
games  where  one  person  wills  another  to  do  some  particular  thing. 

This  is  closely  connected  with  a  third  meaning  of  the  word  atten- 
tion, namely,  feeling-attention,  i.  e.  the  becoming  immediately  con- 
scious of  different  parts  of  the  body,  which  may  be  expressed  either 
as  bringing  those  parts  into  consciousness  or  as  extending  conscious- 
ness  into  them. 

Using  the  word  attention  in  either  of  these  meanings  it  is  pos- 
sible to  turn  the  attention  to  different  parts  of  the  body  at  the  same 
time  and  to  speak  of  ideas  melting  together.  But  the  ideas  here 
are  quite  different  from  those  which  we  found  in  the  first  division. 

In  one  case,  136,  this  attention  was  directed  to  all  parts  of  the 
body  at  the  same  time.  It  seemed  to  increase  the  nerve-force  and  to 
result  in  a  general  excitement  of  the  whole  system.  The  average 
time  of  this  series  was  148^  M.V.  17^,  that  of  the  series  just  before 
and  just  after,  under  the  same  conditions  was  129*^  M.V.  10^.  But 
a  single  experiment  is  hardly  sufficient  to  show  the  effect  of  this 
kind  of  attention.  No  experiments  were  taken  in  which  this  kind  of 
attention  was  directed  to  one  or  two  parts  of  the  body  during  a 
whole  series. 

A  fourth  sense  in  which  the  word  attention  is  used  is  that  of  mus- 
cular attention.  Involuntary  changes  in  the  condition  of  the  muscles 
take  place  in  response  to  various  psychical  changes  ;  for  example, 
they  become  tense  in  a  fit  of  answer.  To  a  large  extent  a  similar 
change  may  be  produced  by  voluntary  effort.  Something  similar  to 
this  is  usually  meant  by  the  expression  "innervate  the  muscles."  AN  e 
can  keep  the  muscles  of  the  hand  or  arm  relaxed  or  in  a  state  ot 
tension  independent  of  the  three  kinds  of  attention  already  men- 
tioned. Record  100  is  an  example  of  this  ;  the  first  half  was  taken 
in  the  usual  way  and  had  a  time  of  146*^  M.V.  33^,  the  second  half 
was  taken  with  tense  muscles  and  had  a  time  of   120'^  M.N  .  1^'^-     I'^ 
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one  of  the  experiments  in  this  series  the  motor  impulse  for  reaction 
was  not  strong  enough  to  overcome  the  pressure  on  the  key. 

A  fifth  way  in  which  attention  can  be  directed  is  best  expressed  as 
a  preparation  of  the  path  for  the  motor  impulse  from  the  brain. 
This  consists  of  a  moderate  innervation  of  the  whole  nerve  tract,  a 
small  muscular  tension  and  an  effort  to  get  a  clear  idea  of  the  sound 
and  the  movement  to  be  made,  resulting  in  a  rapid  passing  of  the 
thought  from  one  to  the  other.  The  last  experiment  of  series  113 
was  made  in  this  way ;  the  time  was  127^,  that  of  the  whole  half- 
series  156^  M.V.  16^ 

A  sixth  state  of  the  attention,  one  which  requires  as  much  effort 
of  a  certahi  kind  as  any,  is  that  of  inattention.  All  ideational  atten- 
tion, all  neural  attention  and  muscular  attention  are  withdrawn 
leaving  the  reaction  mechanism  as  far  as  possible  to  work  automat- 
ically. This  reduces  the  circulation,  the  nervous  and  muscular  ten- 
sion and  with  that  the  whole  energy  of  the  system.  The  tension  of 
the  muscles  becomes  so  weak  that  they  sometimes  fail  to  move  the 
very  light  spring  in  the  reaction-key.  By  this  means  many  persons 
an»  able  to  put  themselves  to  sleep  in  a  short  time.  Series  210 
was  tAken  in  this  condition;  the  time  was,  in  the  dark  141*^  M.V.  IS*' 
with  a  steady  light  in  the  field  of  vision  140^  M.V.  8^ 

None  of  these  six  descriptions  accurately  state  the  condition  of  the 
attention  in  the  majority  of  our  ex[>eriment8.  The  most  prominent 
feature*  was  alwayi^  an  ex(>ectant  attention,  a  strain  in  the  muscles  of 
the  ear  and  a  waiting  for  the  sound.  There  was  no  attempt  to  form 
an  idea  of  what  the  sound  was  to  be«  but  simply  an  effort  to  hear  it 
a«  quickly  as  }>088ible.  At  the  same  time  there  was  an  under-current 
of  neural  and  muscular  attention  direct eti  to  the  hand  and  arm.  If  it 
is  pri>|>er  to  use  the  terms  primary  and  secondary  consciousness,  the 
primary  was  engagv^i  with  the  sound,  the  secondary  with  the  motor 
ap|^ratus« 

Aside  fri>m  the^*  seven  phai»**s  of  attention  numerous  other  com- 
binations of  the  three  element^ii  are  }H>ssible.  The  dividing  line  be- 
tween the  ola5«HM5  i?i  not  a  shaq>  one.  AU  three  or  any  one  can  be 
given  es|MVial  pn^minencw  i\*rtainly  the  expressions  muscular  reac- 
tion and  sens^>rv  reiiolion  are  of  themselves  very  indefinite  and  give 
m>  aivwrato  dt^^^riptions  of  the  distribution  of  |vsyohic  energy. 

With  lhe!!<*  differt^nt  kinds  of  attention  in  mind  it  would  be  impos- 
sible to  agnv  >^  it  h  J.vMKs  when  he  sa\^*  in  s|H^Aking  of  Wcxdt^s 
and    KxnkrV  ex^H^rinH^nts^   ^*Tho  pn^^viration   to  ivaot  consists  of 
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inquire  into  the  matter.  Though  apparently  absorbed  in  other 
matters,  yet  there  is  a  kind  of  unconscious  attention  being  directed 
to  the  reaction. 

Again,  when  the  mind  is  apparently  wholly  engaged  in  the  matter 
of  reacting,  an  idea  will  suddenly  come  into  the  mind  from  some 
mysterious  quarter  with  force  enough  to  carry  away  for  the  moment 
all  the  attention,  unconscious  as  well  as  conscious.  In  series  127 
there  was  such  an  instance.  An  idea  suddenly  flashed  upon  the 
mind  just  as  the  signal  was  heard  and  the  motor  impulse  being 
started ;  the  whole  force  of  the  attention  was  diverted  and  the  only 
impulse  which  reached  the  hand  was  a  tremor  too  weak  to  raise  the 
finger. 

These  observations  and  others  suggested  by  the  summary  of  the 
notes  taken  during  the  course  of  the  experiments  show  that  there  is 
still  much  which  can  be  learned  about  the  mind  and  its  processes 
from  the  study  of  reaction-time.  They  suggest  a  large  number  of 
experiments  which  might  be  carried  out  along  the  different  lines  of 
attention.  Most  of  all  they  emphasize  the  great  value  of  introspec- 
tion. For  the  rougher  work  in  reaction-time  this  may  not  be  neces- 
sary. We  can  easily  detect  differences  in  reaction-time  due  to  the 
presence  of  very  distracting  influences,  to  the  effect  of  practice,  to 
changes  in  intensity  of  the  stimulus,  to  a  change  in  the  quality  of 
the  stimulus,  and  to  many  similar  changes.  But  as  soon  as  we 
inquire  into  the  nature  of  reaction,  and  try  to  make  quantitative 
estimates  of  these  changes  and  to  learn  more  about  the  nature  of 
the  mind's  activities,  then  introspection  is  necessary. 

Some  will  criticise  these  reaction-experiments  because  they  were 
all  made  upon  one  person,  and  therefore  can  give  no  idea  of  what 
would  be  the  result  in  another  case.  They  say  that  results  to  be  of 
value  must  be  made  upon  a  great  many  persons  ^nd  the  average 
computed  as  has  been  done  in  the  case  of  physical  measurements. 

In  reply  it  may  be  said  of  physical  measurements  that  while  statis- 
tical results  from  one  point  of  view  are  of  great  value  yet  all  the 
important  discoveries  in  physiology  have  been  made  upon  individuals. 
Statistics  would  never  have  discovered  the  circulation  of  the  blood 
or  the  constituent  parts  of  the  brain.  The  human  body  is  for  the 
most  part  the  same  the  world  over  and  a  discovery  in  anatomy  in 
one  body  holds  good  in  all  others.  The  same  thing  is  true  in  psy- 
chology. Nearly  all  the  results  thus  far  obtained  have  been  gained 
from  the  studv  of  indivi<iuals.  The  human  mind  like  the  human 
body  is  for  the  most  j)art  the  same  in  its  workings  everywhere  and 
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a  discovery  in  one  mind  will  hold  good  for  other  minds.  Though 
important  results  will  be  reached  along  statistical  lines  yet  the 
greatest  advance  in  the  future  as  in  the  past  will  in  all  probability 
be  made  by  discoveries  in  investigating  individuals. 

EXPBBIMENTS   SHOWING   THE    EFFECT  OP   CHANGES   IN   THE   STATE    OP 
ATTENTION   UPON   THE    MAXIMUM    RATE    OF   VOLUNTARY 

MOVEMENT. 

In  a  series  of  experiments  carried  oti  at  Clark  University,  Dress- 
LAR  found  that  the  time  required  to  make  300  taps  varies  with 
different  individuals  and  with  a  change  in  the  mental  and  physical 
condition  of  the  same  individual.  Increased  central  activity  favored 
an  increase  in  the  rate  of  voluntary  movement.*  Bryan  continuing 
the  investigations  upon  a  large  number  of  school  children  found  that 
the  rate  of  tapping  for  the  different  joints  of  the  hand  and  arm 
varied  with  children  of  different  ages  m  accordance  with  their 
physical  and  mental  development.*  Many  interesting  points  were 
brought  out  as  to  the  effect  of  fatigue  and  the  relative  development  of 
the  different  joints.  But  with  the  apparatus  which  they  used  it  was 
impossible  to  show  the  relation  between  the  individual  taps  of  the 
series.  The  most  that  could  be  done  in  that  line  was  to  detect  a 
slight  decrease  in  rapidity  due  to  fatigue  when  more  than  300  taps 
were  taken  at  a  time.  Otherwise  it  was  taken  for  granted  that  the 
rate  was  uniform  throughout  the  series. 

The  following  experiments  were  taken  with  the  purpose  of  inves- 
tigating this  question  of  the  uniformity  of  rate.  Our  reaction-time 
apparatus  offered  the  best  possible  means  for  measuring  the  interval 
between  each  successive  tap.  The  taps  were  made  upon  the  reaction- 
key  in  the  dark  room,  and  recorded  by  the  electric  sparks  on  the 
smoked  paper  of  the  drum.  About  300  taps  could  be  recorded  on 
one  paper  by  turning  the  drum  slowly.  An  electro-magnetic  time- 
marker  was  placed  beside  the  tuning-fork  and  connected  with  a  pen- 
dulum which  beat  seconds.  This  enabled  one  to  tell  at  a  glance  the 
number  of  taps  in  a  second  in  any  part  of  the  curve  while,  without 
it,  it  was  necessary,  in  order  to  find  the  number  of  taps  in  a  second, 
to  add  up  the  successive  intervals,  given  in  thousandths  of  a  second, 
antil  they  amounted  to  a  second,  and  so  on  throughout  the  series. 


*  Same  influences  which  affect  the  rapidity  of  voluntary  nwveinenta,  Am.  Jour. 
Psych.,  1891  IV  514. 

•  On  the  development  of  voluntary  motor  ability ^  Am.  Jour.  Psych.,  1893  V  1. 
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As  a  matter  of  fact  this  longer  process  was  gone  through  in  the  pre- 
paration of  the  curves  described  below  because  there  was  a  slight 
irregularity  in  the  successive  spaces  marked  off  by  the  pendulum, 
due  to  the  fact  that  the  mercury  contact  was  not  made  exactly  in 
the  middle  of  the  arc  of  oscillation. 

A  click  on  the  bell  was  the  signal  to  begin  tapping  and  the  instruc- 
tions were  to  tap  as  rapidly  as  possible  until  a  second  click  announced 
that  the  record  was  complete. 

TABLE  Vni. 
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10 


189 


184 


185 


180 


180 


188 


180 


188 


138 


138 
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15 
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6 
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MV 


12 
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11 


12 
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14 


144 


147 


147 


15 


16 


148 


17 


18 


19 


114 


20 


148 


143 


139 


MV 


11 


11 


14 


14 


UY' 
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8 
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6 
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15 


6 


I 


19 


16 


10 


5 


5 


No. ,  number  of  group. 
Ay  average  time. 

Table  VIII  gives  a  summary  of  the  figures  for  one  experiment. 
There  were  180  taps,  or  rather  interv^als  between  successive  taps, 
recorded  in  this  experiment.  They  were  collected  into  groups  of 
nine  for  the  purpose  of  showing  the  gradual  changes  in  the  rate 
during  the  series;  instead  of  finding  that  the  intervals  are  all  the 
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same,  we  found  a  continual  variation. 

were  only  four  oases  where  successive  in 

same.     The  intervals  were  collected  into 

pose  of  showing  the  gradual  changes  in    -tl^o 

only  the  averages  of  these  successive  groups 

The  deviation  of  the  individual  intervals 

The  first  deviation-column  represents  tlie 


"tHe     180  taps  the^ 

recorded  as  tti 

o£    nine  for  the  pi^  ;| 

irsfte   <liirin^  the  seri^^ 
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i         MV 
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s 

. 

W.  I.  C. 

9.8 

39.9 
44.1 
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<< 

1 

Feb.  28. 

147              9.5 

i 

1 

1 

1 

1 

i 

1 
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a  o 

T-2         1 
7.1 

1 

1 

1 
6.0 

48.5 

<( 

(< 
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9. 

44.1 

<(         i 

n 

147 

10. 

9. 
9.8 

11. 

n 

" 

188 

49.4 

44.2 

52.5 

35.3 

50.4 

hjretb%^ 

142 

C.  B.  B. 

Mar.  24. 

175 

Dresslar 

117 

ti 

Av.  of  20 
visitors 

167 

1 

A,  average  time.  ^r^xicl- 

T,  number  of  taps  per  ®®^^qo   i>^I^^' 

^   of   the   igQ 


S,  number  of  seconds  for 

interval  of  the  group  from  the  total    a^'^^ 
The  second  column  represents  its  devi»^^^^  .^ 

The  difference  bet^^^^ 


,  intrw 

ffom  the  avera  " 

the  two  i 


V 


own  group  of  nine.      The  difference  l)^^"^        ^   column  ono  x>         ^^ 

gradual  change  in  rate.     Looking  at  tli^  ^c^rV  ^^^^  ^^War  i  ^^^v^ 

that  the  irregularity  of  tapping  increa^*^  i  iiri^'*   shows  th-  ^H 

of  the  series  but  a  glance  at  the  secoxK*^  _     irkte^^  ^' 


steady  i^e,,         ^H;. 


not  the  case.      On  the  contrary  ther^  £^r^>*^P^  '^^U,  ov..- 


regularity  of  the  intervals  in  the  differ^' 


^>^ 
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rapid  increase  in  the  intervals  themselves,  the  deviation  of  the  later 
groups  from  the  total  average  is  greater  than  that  of  the  earlier 
ones. 

Six  of  these  experiments  or  sets  of  taps,  were  taken  and  they  all 
show  the  same  general  results.  The  average  for  the  successive 
groups  of  nine  taps  for  the  six  experiments  were  140*^,  137*^,  136*^, 
134<^,  139^,  144^  146^  147^  148^  150^  145^,  150^  150*^,  154*^,  164<^, 
154^,  153^,  152^  and  150^.  These  averages  show  an  increase  in  the 
rapidity  of  tapping  for  the  lirst  four  groups  of  nine.  After  that 
there  is  a  gradual  falling  off  for  five  groups  then  a  slight  recovery 
during  two  groups  followed  by  a  still  greater  slowing  up  for  four 
groups  and  then  another  slight  recovery.  The  average  of  the  first 
set  of  groups  is  140^,  that  of  the  nineteenth,  which  is  the  last  to 
contain  records  from  all  the  six  experiments,  is  150^. 

Fig.  14. 

Table  IX  contains  the  final  averages  of  the  six  experiments. 
Besides  the  average  interval  between  successive  taps,  and  the  average 
deviation  from  it,  the  number  of  taps  per  second  has  been  computed, 
and  also  the  time  required  to  make  300  taps.  This  was  done  for  the 
purpose  of  comparing  the  results  with  those  obtained  by  Dresslab 
and  Bryan.  The  time  required  for  300  taps  is  naturally  somewhat 
less  than  it  would  have  been  if  that  number  of  taps  had  actually 
been  made ;  for  the  experiments  show  that  the  last  taps  of  a  series 
are  much  slower  than  the  first  ow^ing  to  fatigue. 

However,  we  are  not  so  much  concerned  w  ith  the  number  of  taps 
in  a  series  as  with  the  regularity  of  the  intervals  between  the  suc- 
cessive taps.  This  can  be  studied  much  more  satisfactorily  by  means 
of  graphic  representation  than  by  tables.  Accordingly  the  records 
of  two  series  have  been  plotted.  The  resulting  curves  are  given 
in  fig.  14. 

The  curves  represent  the  intervals  between  the  successive  taps  of 
each  series.  The  abscissas  show  the  place  of  each  tap  in  the  series 
while  the  ordinates  represent  the  length  of  the  interval  between  two 
adjacent  taps,  each  vertical  division  on  the  paper  representing  10^ 
and  the  horizontal  line  being  taken  to  represent  150^  Thus  the 
high  parts  of  the  curve  correspond  to  slow  and  the  low  parts  to 
rapid  rates  of  tapping.     The  short  vertical  lines  mark  off  the  seconds. 
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A  glance  at  these  curves  shows  how  the  interval  between  the  taps 
is  constantly  varying.  Only  in  a  very  few  instances  does  it  remain 
the  same  for  two  successive  intervals.  For  two,  three  or  even  four 
successive  taps  there  will  be  a  gradual  increase  in  the  rate  until 
the  mind  is  satisfied  with  its  work  or  until  it  is  unable  to  keep  up 
this  high  strain  of  attention,  when  the  rate  again  falls  off.  This 
effect  can  be  seen  in  the  second  and  third  seconds  of  the  first  curve. 
Again  as  in  the  fourth  and  fifth  seconds  of  this  same  series  the 
process  of  change  is  more  rapid.  The  rate  alternately  rises  and 
falls  with  each  successive  tap.  In  the  sixth  second  the  rate  falls  off 
for  three  intervals,  gains  in  the  next  what  was  lost  in  the  last  two, 
and  again  loses  the  same  in  the  two  following.  Most  of  these 
changes  pass  unnoticed  by  the  person  while  he  is  tapping.  He 
is,  however,  at  times  conscious  of  a  falling  off  in  the  concentration 
of  attention  and  tries  to  correct  it  by  a  special  effort. 

The  second  curve,  con^esponding  to  the  record  of  C.  B.  B.  in  table 
IX,  is  almost  entirely  above  the  150^  line,  showing  a  slower  rate  of 
tapping  than  the  other  experiments.  The  explanation  of  this  is  the 
fact  that  the  experimenter  had  learned  of  the  great  irregularity  of 
the  intervals  and  in  this  case  aimed  to  tap  as  regularly  as  possible 
rather  than  as  fast  as  possible.  The  result  shows  a  slower  rate  but 
also  the  same  irregularity,  the  same  increase  and  falling  off  in  the 
rate,  now  rapid,  now  gradual. 

In  all  of  these  records  aside  from  the  usual  variation  in  rate  there 
are  a  few  unusually  long  or  short  intervals.  In  the  nature  of  the 
case  there  are  more  long  ones  than  short  ones.  In  one  case  there 
seems  to  have  been  a  momentary  break  in  the  series,  due  very  likely 
to  a  condition  sometimes  experienced  by  other  persons  in  similar 
experiments.  All  of  a  sudden  in  the  midst  of  a  series  of  taps  the 
arm  seems  to  be  momentarily  paralyzed. 

Over  and  above  this  variation  in  the  rate  from  one  tap  to  another 
there  are  larger  gradual  changes  from  second  to  second.  During 
the  first  second  there  is  always  a  general  increase  in  the  rate.  After 
the  middle  of  each  curve  there  is  a  gradual  slowing  up.  Dresslar 
detected  signs  of  fatigue  after  300  taps.  My  experiments  show  a 
decrease  in  the  rate  soon  after  100  taps. 

But  aside  from  these  two  changes  in  the  rate,  an  alternate  increase 
and  decrease  of  the  successive  intervals  and  a  gradual  slowing  up  to- 
ward the  end,  there  is  a  third  change  brought  out  by  these  curves, 
which  is  of  great  interest.  If  we  turn  the  curves  around  and  look  at 
them  from  the  end  so  that  the  line  of  vision  makes  a  small  angle  with 
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the  plane  of  the  paper  we  notice  a  gradual  rise  and  fall  of  the  curve 
every  two  or  three  seconds.  This  is  doubtless  due  to  the  gradual 
rise  and  fall  of  the  attention  and  corresponds  to  the  alternate  appear- 
ance and  disappearance  in  consciousness  of  a  sound  just  loud  enough 
to  be  heard,  as  for  example  the  ticking  of  a  watch  held  at  just  the 
right  distance,  and  with  the  alternate  appearance  and  disappearance 
of  faint  rings  on  a  rapidly  rotating  disk.*  The  chief  point  of  differ- 
once  is  that  in  those  cases  the  phenomenon  is  a  matter  of  con- 
sciousness whereas  in  this  case  the  person  is  entirely  unconscious 
of  the  rise  and  fall  in  the  rate.  This  fact  shows  that  the  rise  and 
fall  are  not  confined  to  ideational  attention  but  are  also  character- 
istic of  the  subconscious  muscular  attention.  These  results  agree 
with  those  recently  obtained  in  the  field  of  sight  and  hearing*  in  not 
showing  any  regular  period  of  rise  and  fall.  In  general  it  occurs 
every  three  or  four  seconds. 

In  the  second,  third,  fourth  and  fifth  experiments  an  effort  was 
made  to  distract  the  attention  of  the  person  tapping.  The  warning 
and  signal  used  in  reaction-experiments  were  sounded  several  times 
and  tlie  tuning-fork  sound  described  in  one  of  the  experiments  in 
reaction-time  was  turned  on  while  the  ear  was  at  the  telephone. 
In  some  cases  there  may  have  been  slight  changes  in  the  rate  of 
tapping  owing  to  their  influence,  but  that  was  by  no  means  clear. 
In  fact  such  weak  sounds  would  hardly  be  expected  to  produce 
much  disturbance  in  such  heavv  work. 

In  the  sixth  stories  the  di$tractiv>ns  were  greater  and  show  them- 
wlve*  plainly  in  the  seiH>nd  curve.  They  were  produced  by  an  assis- 
tant in  the  reaction-nH>m.  A  second  electro-magnetic  marker  was 
places!  on  the  drum  and  ci^nntvteii  with  another  key  in  the  reaction- 
nH>m  ;  bv  nutans  of  this  kev  the  a^itsistant  could  rearister  bv  the  side 
of  the  time  curve  the  Wginning  and  the  end  of  each  disturbance. 

The  nature  and  plaiv  of  the  disturbamvs  are  noteii  just  above  the 
curve;  their  duration  is  indicattsi  by  the  length  of  the  short  lines 
abi^ve  the  ourvt^  In  every  oas^*  it  will  be  s>een  that  the  distarbance 
pr^niuctHi  uiark^Hl  ohangx^  in  the  rate.  The  bk^wing  of  a  loud 
whistle  was  follow^sl  by  a  gn^nt  im^gularity.  The  mental  addition 
of  il4  and  :?:«  jit  tirst  made  the  nite  very  n^gular,  morv  so  than  at 
any  other  |H^iut    in   all   the  s^^ne^i.     This   w^is  during   the  period 
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between  hearing  the  problem  and  beginning  to  solve  it.  At  first 
the  person  was  reluctant  to  undertake  the  problenu  He  felt  that  all 
his  energies  should  be  directed  to  the  tapping  l>ixt  finally  realizing 
that  the  problem  must  be  solved  he  went  at  it.  Tlie  first  attempt 
at  solution  produced  marked  irregularly  and  restl  T^ork  Tvas  accom- 
panied by  a  steady  falling  off  in  the  rate.  As  soon  a.8  the  answer 
was  reached  the  attention  returned  to  the  tappio^  and  the  rate 
rapidly  recovered. 

A  clicking  with  the  tongue,  such  as  is  used.  t;o  make  a  horse  go 
faster,  owing  to  this  association  seemed  accompanied.  l>y  irresistible 
impulse  on  the  part  of  the  person  tapping  to  aceelerate  his  move- 
ments. There  was  a  slight  falling  off  in  tlie  rate  at  the  first  sur- 
prise and  then  a  gradual  increase  for  four  taps.  But  to  the  great 
surprise  of  the  person  who  did  the  tapping,  tlie  rate  did  not  exceed 
that  which  had  been  maintained  since  the  last  disturbance.  The 
mental  multiplication  of  14  by  6  produced  great  irregularity  as  well 
as  a  general  decrease  of  the  rate.  The  sigHt  o£  a  lighted  match 
however,  produced  great  regularity  and  a  steady  increase  in  the 
rate. 

This    sudden  increase  in   the  regularity     o£      tapping  without   a 
marked  change  in  the  rate,  when  the  attention  is  attracted  by  some 
other  object,  is  similar  to  the  fact  noticed  in  some  of  the  experiments 
in  reaction-time,  namely,  that  more  regular    results  ^  were  sometimes 
obtained  when  the  mind  was  partially    al3Sorl>ed    in  other   things. 
The  more  superficial,  ideational  attention    is    directed  to  them  whil^ 
the   unconscious  muscular  attention   whicli    is    large  y  a  matter    qj 
habit  runs  along  more  smoothly  and  automatically-     As  the  mind   i^ 
absorbed  in  the  secondary  problem,   the    more    substantial  subcot^^ 
scions  attention  gradually  withdraws  f  ronn    the    muscular  effort   an^ 
reinforces  the  mental  effort. 

On  the  other  hand,  as  was  also  shown  in  ^^^  ^^^olud"  ^^^^^^^Ut 
some  sudden  surprise,  in  this  case  a   clicl^*"^  ^    a  lii>Y^^ 

1.     ^  J  .1      :i  ^  ^orell  as  the  more  «i^^  ^^^^rt 

match,  at  once  draws  away  the  deeper  as  ^w^'^  ^    *^P^rfi^- 

attention.     But  as  soon  as  the  surprise    is    ^^  ^^   no   str^^  ^ 

intellectual  effort  required  to  watch  the  li^*^^  ^^^    wb'^^^^^^^^^i  ^^ 
attention  returns  unhindered  to  its   h»l>it«al     -^     y        lie   the    v_^^** 


^> 


jKie  laeationai  attention  remams  capV'*^* —        iianffes    *  ^^^at* 

There  can  be  no  question  that  these    1^®*  .^        %,    ^^   the    r^^^^^- 


fickle  ideational  attention  remains  captivate^      7         Hcm'  sotis^- .*^*< 

^""^^  ion      Th^r.  ^'^'^   ^-'^t*' 
tapping  are  due  to  disturbances  of  the  atten  •  I'e  e^^,^    al^  ^   ^f 

no  question  that  the  second  change  nienti<^       rl  le   to    i  ^^a.#^ 

Blowing  up  after  the   first   ten   seconds^     ^®        ^  ^^^guo.       .^^^^J 
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fatigue  may  be  psychical,  muscular  or  neural.  Judging  from  the 
results  obtained  by  Lombabd  in  his  investigation  of  the  amount  of 
work  which  can  be  done  by  a  person  under  different  conditions,*  it 
is  probable  that  the  fatigue  is  in  the  nerve  centres. 

In  the  case  of  the  change  first  described,  namely  the  variation 
from  tap  to  tap,  the  cause  is  not  so  evident.  The  fact  that  a  partial 
withdrawal  of  the  attention  stops  it  and  makes  the  intervals  regular 
indicates  a  psychical  cause.  Under  the  additional  strain  of  con- 
scious voluntary  attention  the  nerve  mechanism  acts  more  irregu- 
larly. Irregularity  seems  to  be  a  characteristic  of  the  higher  forms 
of  psychic  life.  The  usual  explanation  is  that  there  are  two  sets  of 
nerve  centres  involved,  the  higher  more  unstable  brain-centres  and 
the  lower  more  automatic  ones  of  the  smaller  brain  and  spinal  cord. 
A  disturbance  of  the  attention  is  supposed  to  cut  ofE  the  higher 
centres  from  the  circuit  engaged  in  the  muscular  action.  Tet  both 
in  the  tapping  and  the  reacting  it  was  seen  that  further  central 
activity  was  accompanied  by  further  decline  in  the  muscular  rate. 
Therefore  it  seems  proper  to  speak  of  a  subconscious  attention  in 
this  connection. 

The  explanation  of  the  third  change  in  tjie  rate,  namely  the 
gradual  rise  and  fall,  is  still  more  uncertain.  Many  persons  will 
object  to  the  use  of  the  word  attention  in  this  connection.  They 
would  claim  that  it  is  a  purely  muscular  phenomenon  and  regard  it 
as  supporting  Munsterberg's  explanation  of  the  appearance  and  dis- 
appearance of  faint  visual  images.  The  disappearance,  he  thinks,  is 
due  to  fatigue  of  the  muscles  of  the  eye.  As  soon  as  the  image  dis- 
appears they  relax  and  begin  to  recover ;  when  they  have  regained 
their  strength  the  object  comes  into  consciousness  again.' 

It  seems  certain  that  this  rise  and  fall  in  the  rate  must  be  closely 
connected  with  the  appearance  and  disappearance  in  consciousness 
of  faint  sensations  but  it  seems  equally  certain  that  they  are  not  due 
to  muscular  fatigue.  In  the  first  place,  it  must  be  remembered  that 
this  rapid  tapping  is  not  a  mere  muscular  operation;  we  have  seen 
that  the  rate  changes  with  changing  psychic  states.  In  the  second 
place,  there  is  no  chance  for  the  muscles  to  recover  while  the 
tapping  continues.  In  the  case  of  the  eye  there  is  a  possibility  that 
the  muscles  relax  when  the  image  disappears.  Not  so  here.  In  the 
third  place,  the  real  fatigue  shows  itself  in  the  general  slowing  up 
of  the  rate. 


*  Some  of  the  influences  which  affect  the  power  of  voluntary  muscular  oontrtie' 
tions,  Jour.  Physiol.  1892  XHI  Pts.  1  and  2. 

•  MOnsterbeeo,  Beitrdge  zur  experinientellen  Psychologic  1889  11  69. 
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Conclusions  fbom  the  intbospective  observations. 

1.  Reaction-time  is  constantly  affected  by  irregular  disturbances  a 
large  part  of  which  may  be  detected  by  introspection. 

2.  Introspection  is  not  to  be  trusted  in  estimating  results. 

3.  Exercise  shortens  reaction-time. 

4.  Reactions  to  the  wrong  signal,  reactions  before  the  signal  is 
heard  and  the  reflex  nature  of  reactions  are  not  sufficient  criteria  to 
distinguish  muscular  from  sensorial  reactions. 

5.  There  are  at  least  six  distinct  kinds  of  voluntary  attention; 
ideational  attention,  neural  attention,  feeling  attention,  muscular 
attention,  preparatory  attention  and  inattention. 

6.  The  involuntary  attention  is  constantly  changing. 

Experiments  showing  the  influence  of  disturbances  of  the 
attention  upon  the  voluntary  control  of  muscles. 

There  have  been  various  devices  invented  to  show  the  effect  upon 
the  body  of  various  psychical  disturbances.  Some  of  the  effects 
which  have  been  pointed  out  are  a  rise  in  the  temperature  of  the 
brain,  a  change  in  the  circulation,  a  contraction  of  involuntary  mus- 
cles, increased  activity  in  the  various  glands,  and  a  change  in  the 
force  with  which  the  muscles  can  be  contracted.  Lombard  found 
that  the  knee-jerk  showed  marked  changes  in  the  case  of  mental 
disturbances.  We  have  seen  that  the  reaction-time  and  rate  of 
tapping  are  influenced  in  a  similar  way.  Jastrow'  describes  a  piece 
of  apparatus  which  he  calls  the  automatograph,  constructed  for  the 
purpose  of  registering  involuntary  movements  of  the  hand.  The 
hand  is  placed  on  a  freely  moving  table  to  which  there  is  attached 
a  marker  that  records  every  movement  upon  a  smoked  paper.  It 
was  found  that  when  the  apparatus  is  screened  from  the  eyes  of  the 
person  experimented  upon  that  the  hand  involuntarily  follows  in  the 
direction  toward  which  the  attention  is  turned. 

During  the  course  of  my  experiments  Dr.  Soripture  Bnenesxtfl 
that  the  accuracy  with  which  a  person  could  tteftdily  point  to  a 
given  spot  would  be  a  mcanure  of  the  amount  of  attention  he  roul'l 
direct  toward  the  work.  In  accordance  with  that  migf^Uf»ri  tlit- 
apparatus  shown  in  iig.  15  was  arranged  to  measoietliifl  accuracy.  It 
differed  fundamentally  from  Jastrow's  automatognph.     In  hi^ 


"■•'i 


*  Jastrow,  Studies  from  the  University  of  Wiacotuk^  Am.  Joar.  Fay.:,    ish: 
IV  898;  1892  V  228. 
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ON  MONOCULAR  ACCOMMODATION-TIME 
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C.  £.  Seashore. 

Though  the  limits  of  accommodation  and  related  problems  have 
received  due  attention  from  Helmholtz  and  others,  the  time  of 
changing  the  focus  of  the  eye  has  hitherto  been  scarce  investigated. 
VoLKMANN*  seems  to  have  been  the  first  to  experiment  upon  the 
subject.  By  applying  Scheiner's  experiment  he  found  that  he  could 
change  the  accommodation  of  his  practiced  left  eye  2D  times  from 
11  in.  to  6  in.  and  back  in  half  a  minute.  Vierordt'  devoted  a 
special  treatise  to  the  subject  in  1857  and  Aeby*  later  examined  the 
duration  of  the  act  of  accommodation  within  the  limits  of  3 16""". 
The  latest  and  only  important  investigation  on  the  subject  that  has 
come  to  the  writer's  notice  is  a  series  of  experiments  by  Barrett.* 
It  will  be  referred  to  and  compared  with  the  present  study  from 
which  it  differs  both  as  to  method  and  results.  The  success  of  these 
experiments  in  Yale  Psychological  Laboratory  is  due  to  the  efficient 
advice  of  Dr.  E.  W.  Scripture,  under  whose  supervision  they  have 
been  conducted. 

The  problem  I  have  undertaken  is,  to  determine  the  time  required 
to  change  the  accommodation  of  the  eye  in  either  direction  between 
two  given  points.  As  the  object  was  the  establishment  of  funda- 
mental laws  and  not  the  collection  of  statistical  material,  this  research 
is  limited  to  observations  on  the  right  eye  of  persons  with  a  normal 
eyesight  accommodating  for  points  in  the  direct  line  of  vision  under 
the  most  favorable  circumstances.  The  psychological  method  of 
differential  reaction-time  has  been  used  because  it  is  apparently 
impossible  to  determine  the  accommodation-time  by  any  direct  phys- 
iological methods. 


»  Seheii,  Wagner's  Handwttrterbuch  d.  Physiol.  1850  III  1.  Abth.  809. 
2  V^ersyche  lifter  die    Zeitverh&Unisse  cles  Acconimodationsvorganges  im  Auge^ 
Arch.  f.  physiol.  Heilkunde,  n.  F.,  1857  I  17. 

•  Die  AccommodatioiisgeRehwiiidigkeit  d.  me^ischlichen  Auges,  Zt.  f.  rat.  Med., 
in.  Reihe,  1861  XI  300. 

*  The  x-elocity  of  acconimodation^  Joum.  of  Physiol.  1885  VI  46. 
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Appabatus. 

The  variables  are  :  (1)  the  distance  of  the  nearer  point,  (2)  the 
distance  of  the  further  point,  (3)  the  direction  of  accommodation, 
i.  e.  whether  the  focus  is  to  be  changed  from  near  to  far  or  vice 
versa. 

The  solution  of  the  problem  required  (1)  an  apparatus  that  holds 
the  nearer  point  in  view  and  suddenly  exposes  a  point  further  off, 
(2)  one  that  holds  the  further-  point  in  view  and  suddenly  exposes 
the  nearer  point,  (3)  an  arrangement  to  mark  the  instant  the  second 
point  comes  in  view,  (4)  a  reaction-key,  (5)  an  apparatus  for  record- 
ing the  time. 

In  the  first  experiments  I  used  a  revolving  disc  having  holes  near 
the  edge  through   which   the  further  point  could  be  seen.      The 
nearer  point  was  indicated  by  objects  on  the  disc  at  points  altemat  - 
ing  with  the  holes.     The  disc  was  arranged  i^-ith  weights,  pulleys, 
springs  and  levers  so  that  in  its  revolving  it  could  be  stoppe^l  U) 
expose  the  nearer  and  the  further  point  alternately.    The  jierKjn 
experimented  upon  was  required  to  look  through  a  tube  extending 
from  the  eye  nearly  to  the  disc.     One  electric  wire  was  connected 
with  an  isolated  copper  bnish  which  made  contact  with  the  diw  at 
the  moment  the  second  point  could  be  seen.     The  brash  wa«*  at  all 
other  points  isolated  from  the  metal  plate  by  a  cardboanl  covering. 
The  other  wire  was  connected  with  the  disc  and  went  throujzh  a 
closed-circuit  reaction-key.     Both  wires  were  then  mn  to  the  ohrono- 
graph-room  where  they  completed  the  circuit  through  an  electro- 
magnetic time-marker.     Two  markers  were  used  on  the  dniru.     One 
registered  the   vibrations  of   the   tuning-fork  ;    the  other,    ninijiiiif 
parallel  to  it,  indicated  the  make  and  break  of  the  current  ivfju  th«r 
experiment  room.     To  compare  the  two  lines  of  the  re^.-or-i  j^rj^er.- 
diculars  were  dropped  from  one  line  to   the  other  at  the  p'ir-*-   t,* 
make  and  break  of  the  current. 

After  the  first  and  second  sets  of  experiment*  I  u-e*!  i:.  •:...- 
apparatus  which  scrvtMl  the  purpose  better.  With  that  I  i.-  _^ 
a  simpler  and  more  accurate  method  of  recording.  T:..-  -•^* 
apparatus  consisted  of  a  Laverne  pneumatic  cMXtrngnr^r^**^:  -  -^ 

electrical  connections  were  added.  There  "wete  two  ir; -,  j  ^,-., 
of  the  slide  and  the  electric  connections  :  (1)  todn4.  •:..  -  _  ^^^ 
expose  the  nearer  point,  (2)  to  raise  the  slide  sad  ex: 
]>oint.  In  the  first  arrangement  one  end  of  ih*  elft""- 
connected  with  the  metallic  body  of  the  shntttt:  T;. 
was  fastened  to  a  binding-post  which  WBM 


1 

I 
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spring  which  made  contact  with  a  projecting  spring-ann  on  the  alidi 
at  the  moment  the  farther  point  was  cut  off  from  view  and  th< 
nearer  point  exposed,  and  (2)  with  a  metal  plate  on  whioh  the  pra 
jecting  arm  rested  and  made  permanent  contact  when  the  alide  oami 
down.  Both  the  contact-point  and  the  metal  plate  were  isolatec 
from  the  metallic  body  of  the  shatter.     In  the  second  arrangement 

,|  the  slide  was  made  to  fly  up  and  stop  against  a  special  catch.    WIict 

j'  the  slide  flew  up  its  projecting  arm  struck  the  special  contact  spring 

at  the  moment  the  nearer  point  was  removed  from  view  and  the 
further  point  \^as  exposed.  The  special  catch  against  which  the 
slide  finally  rested  at  the  top,  and  with  which  it  made  permanent 

>  contact  was  connected  with  the  same  binding  post  as  the  metal  plate 

in  the  other  arrangement.  The  current  went  through  a  closed' 
circuit  reaction-key  by  means  of  which  it  could  be  interrupted 
The  current  was  made  for  an  instant  when  the  slide  arm  stniol 
the  special  contact  spring,  permanently  made  by  the  slide  arm  rest 

j  ing  on  the  metal  plate  or  the  special  catch,  and  again  interrupted  b} 

the  reaction-key.  The  time  required  was  that  indicated  between 
the  first  closing  of  the  current  and  the  breaking  by  the  reaction-key 
Heavy  wires  led  from  the  shutter  and  the  key  to  the  chronograph 
room  where  the  circuit  was  completed. 

In  taking  all  except  the  first  two  sets  of  records  I  used  the  spark- 
coil  method  invented  in  this  laboratory.  For  a  full  description  oi 
apparatus  and  method  see  the  article  by  Bliss  on  p.  7-10.  I  did  not, 
however,  use  the  multiple-key  described  there  but  led  the  current 
directly  to  the  research-room.  A  100  v.  d.  tuning-fork  was  used  but 
the  drum  was  turned  with  such  rapidity  that  the  waves  were  sufll- 
ciently  long  to  be  easily  estimated  in  tenths  without  error,  thus 

i  giving  me  a  direct  record  in  thousandths  of  a  second. 

The  nearer  point  was  represented  by  a  small  capital  o  with  a 
height  of  0.  ?"•'''  and  the  further  point  by  a  large  capital  O  with  a 
height  of  25™"',  except  at  the  pomt  represented  as  at  infinite  dis 

I  tance  when  a  larger  object   had  to  be  used.      This  object  was  s 

section  in  the  crown  of  a  distant  chimney.  The  letter  at  the  neai 
point  was  on  the  slide.  The  other  letter  was  on  a  card  in  a  movable 
support. 

j  The  course  of  the  investigation  was  somewhat  in  the  following 

manner.  First,  the  nearer  point  was  kept  constant  at  20^,  and  the 
further  points  made  respectively  50^"\  1'",  a*",  4™,  8",  12",  and  infi- 
nite distance.  A  point  over  100'"  away  was  considered  the  same  ae 
a  point  infinitely  distant.     Then  the  further  point  was  kept  constant 


Monoctdar  {zceammodatian-time,  59 

at  infinite  distance  and  the  nearer  point  was  made  successively,  20^, 
50*™,  1»,  and  2*°.  On  these  ten  distances  observations  were  made  in 
acconmiodating  the  eye  (1)  from  near  to  far  and  (2)  from  far  to 
near.  Both  points  lay  in  the  line  of  direct  vision.  In  this  line  was 
a  tube  extending  from  the  front  of  the  cornea  in  the  eye  of  the 
subject  to  within  a  short  distance  of  the  nearer  object.  The  tubes 
were  adjusted  at  a  sufficient  distance  from  the  slide  to  allow  light  to 
fall  upon  the  nearer  object.  There  was  a  special  tube  for  each  near 
distance.  The  20*^"  and  50"°  tubes  had  a  bore  of  2*^°*.  The  1"  and 
2"  tubes  had  a  bore  of  4®". 

Pbbson  expsbimentkd  on. 

These  results  aim  to  be  the  records  of  a  typical  case.  I  selected 
a  subject  who  could  well  represent  the  average  and  gave  him  the 
most  favorable  circumstances,  L  e.  a  comfortable  position,  good  light, 
medium  temperature  and  avoidance  of  anything  that  would  distract 
attention.  The  results  thus  have  uniformity  and  comparative  value 
because  they  are  taken  on  the  same  person  and,  as  nearly  as  possible, 
under  similar  circumstances.  The  subject  was  an  exceptionally  criti- 
cal and  reliable  observer — a  fact  of  considerable  importance  where 
we  have  to  trust  to  his  judgment  and  faithfulness  for  the  attainment 
of  our  results. 

This  series  of  observations  was  made  on  Mr.  August  Nelson,  aged 
29,  a  graduate  student  of  philosophy.  His  eye  is  emmetropic  with 
near-point  15^*"  and  far-point  oo  ;  volitional  ability,  as  exercised  in 
concentrating  attention,  excellent.  Reacting  over  4000  times  to  the 
same  stimulus  he  acquired  considerable  practice.  Practice  may  have 
shortened  his  reaction-time  slightly  in  the  later  experiments,  but  the 
variation  was  not  great  as  he  had  made  nearly  a  thousand  reactions 
before  I  took  the  records  upon  which  this  article  is  based.  Of  other 
subjects  reacting  to  the  same  stimulus,  some  take  a  longer  and 
others  a  shorter  time  than  N.;  his  records  can  be  considered  as 
representative  of  the  average  man. 

Pkecautions  and  variations. 

Reaction  to  a  visual  stimulus  is  a  very  complex  act.  It  involves 
sensation,  judgment,  determination  and  other  factors.  In  order  to 
make  the  act  as  simple  as  possible  precautions  were  taken  to  avoid 
intricacies  and  to  facilitate  perception.  Thus,  to  avoid  long  and 
irregular  time  for  discrimination  and  decision,  the  })lain  letter  O  was 
selected  as  the  object  for  which  to  accommodate.  The  subject  knew 
just  what  to  expect  and  where  to  look  for  it. 
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The  criticism  was  made  during  the  investigation  that  it  took  time 
for  the  second  object  to  "  clear  up."  It  was  "  blurred  "  at  first  and 
"gradually"  became  clear.  That  is  just  the  point  here  investi- 
gated, viz:  the  time  required  to  change  the  focus  of  the  eye  so  as 
to  make  a  clear  image.  The  subject  was  instructed  to  use  his  best 
judgment  and  react  when  the  object  became  clear  to  him. 

Much  of  the  mean  variation  in  time  on  any  one  distance  we  may 
ascribe  to  the  fluctuation  of  attention.  Its  effect  upon  reaction-time 
is  to  be  considered  as  established.  In  this  case  I  think  attention  waa 
the  great  factor  in  determining  the  fluctuations  around  the  mean 
time  of  "  clearing  up." 

As  a  constant  source  of  error  I  would  mention  the  time  that  it 
took  the  slide  to  move  a  distance  corresponding  to  the  size  of  the 
letter  at  the  nearer  point.  This  time  was  less  than  2^,  Hence  the 
uncertainty  as  to  the  time  when  one  letter  went  out  of  view  and  the 
other  was  exposed  cannot  exceed  ±  I*'. 

Considering  all  the  other  objective  sources  of  error,  such  as  direc- 
tion and  strength  of  light,  jarring  of  the  apparatus  and  disturbances 
in  the  room,  I  would  estimate  that  all  the  variations  due  to  these  do 
not  exceed  ±5*^.  The  total  limit  of  error  was  thus  within  ±6*^. 
No  uncorrected  sources  of  error  could  be  detected*  In  the  earlier 
experiments  where  the  unit  of  measurement  was  .01  sec.  the  latent 
time  of  the  Deprez  time-marker  was  quite  negligible;  in  the  later 
experiments  with  a  unit  of  1*^,  the  latent  time  of  the  electric  spark 
was  far  beyond  negligibility,  as  was  proved  by  experiments  described 
in  the  article  referred  to  above. 

Method  of  experimenting. 

The  person  experimented  on  was  seated  erect  with  the  right  eye 
before  the  tube.  The  left  eve  was  closed  but  free  to  move.  The 
reactions  were  made  with  the  second  finger  of  the  right  hand.  The 
instructions  were:  "Look  sharply  at  the  first  O  until  the  second  O  is 
exposed;  when  you  see  the  second  O  clearly,  react." 

The  time  of  the  operation  indicated  on  the  drum  included  the 
time  of  changing  the  condition  of  the  accommodation  plus  the  time 
of  reacting  to' a  given  stimulus.  To  get  the  simple  reaction-time  I 
proceeded  as  above  except  that  the  subject  was  required  to  focus  for 
the  second  object  only,  or  on  the  place  where  it  was  supposed  to  be, 
and,  without  any  change  of  accommodation  to  react  every  time  he 
saw  the  same  object  again.  To  get  the  acconmiodation-time,  i.  e. 
the  time  of  changing  the  adiustment  of  the  eye  between  two  focal 
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points,  I  subtriusted  the  simple  reaction-time.  The  records  of  the 
reactions  were  taken  in  sets  of  ten  to  twenty  in  each ;  hence,  under 
similar  circumstances.  The  first  object  was  exposed  about  two 
seconds  before  the  change  and  there  was  an  interval  of  about  ten 
seconds  between  each  successive  observation. 

I  added  all  the  records  on  each  distance  in  a  set  and  took  the 
average.  The  tables  give  these  final  averages  with  the  mean  varia- 
tion and  number  of  experiments  corresponding  to  each. 

Results. 

In  the  following  tables  I  use  these  abbreviations:  N^  nearer  point; 

-^  further  point ;    oo,  practically  infinite  distance;  F >  iV,  from 

far  to  near;  N ^>  F^  from  near  to  far;  n,  number  of  experiments 

of  which  the  average  is  taken ;  ^,  accommodation-time  ;  /?,  reaction- 
time  ;  AR^  accommodation-time  plus  reaction-time;  MV,  mean  vari- 
ation. 


(Curve  I)  iV 


TABLE  I. 
->  F.  N=20^^.     Unit  of  measurement,  .01  sec. 


F 

I 

AB 

27.2 

1 

1    28.4 

'    84.8 

1 

MV 

n 

R 
26.5 
26.5 
82.2 
82.8 
85.5 
31.9 

31.5 

i 

MV 

! 

n 

18 

16 

A 

50»» 

7.4 
8.1 
4.4 

89 

8.8 

0.7 

1 

40    1 

4.4 

1.9 

2m 

4» 
8» 

87 
81    ' 

8.7 

18 

2.6 

1 

86.1 

1 

2.6 
7.6 

4.0 
6.8 
5.7 
4.5 

19 

,    8.8 
5.4 

40.9 

1 

1    41.4 

1     40.9 

1 

87 

40    t 
40 

20 

12« 

00 

11.2 
5.9 

20 

95 
9.4 

20 

The  figures  in  tables  I  and  II  express  hundredths  of  a  second,  the 
last  figure  being  simply  the  decimal  obtained  in  averaging  a  column. 
All  the  other  records  are  in  thousandths  of  a  second.  For  the  sake 
of  comparison  and  uniformity  the  first  two  curves  are  also  marked 
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in  thousandths  of  a  second  but  it  must  be  remembered  that  they  afe 
based  upon  the  figures  in  the  first  two  tables. 
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Fig.  20.    Cnrve  I. 


This  table  shows  that  when  ^  is  constant,  the  time  of  changing 
the  accommodation  of  the  eye  from  N  to  F  increases  with  the  dis- 

TABLE  II. 
(Curve  n)  N >  F.  F=co .     Unit  of  measnrement,  .01  Bee. 


N 

AR 

MV 

n 

40     , 
40 
85 
40 

R 

1 
MV 

4.5 
5.6 
8.5 

n 
20 

A 

20^'° 
50*^" 

40.9 
40.0 
32.5 
39.8 

5.9 
7.5 

4.7 

7.8 

81.5 

'    9.4 

9 

34.7 

20 

5.8 

2m 

27.2 

18 

20    : 

1 

1 
5.8 

85.5 

5.4 

4.8 

* 

tance  of  F  up  to  12".  Beyond  12™  the  time  of  monocular  accom- 
modation does  not  vary  because  the  rays  are  practically  parallel  for 
all  such  distances.  It  will  be  observed  that  in  proportion  to  the 
distance  of  F  the  greatest  change  in  time  is  when  JF  is  near  JVJ  and 
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that  the  ratio  dmiiniBhes  to  infinity  as  the  diB^ance  between  the  two 
points  b  increased. 
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Fig.  21.     Curve     II- 
When  F  is  constant  the  time  increases  inversely  with  the  distance 
of  iVr  from  the  eye  up  to  2»  or  more.      Tl^e  greatest  change  in  tinxe 

TABLE  ni.  ^ 

(Corve  ni)  F >  N,  i^^=20c-.     Unit  of  me^x^rement,  ^=.001  ^^ 
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is  when  N  is  near  the  eye.  The  law  of  relative  variation  is  the 
same  as  in  table  I,  i.  e.  within  certain  limits  the  accommodation- 
time  varies  with  the  distance  between  N  and  F^  though  this  varia- 
tion is  not  in  proportion  to  the  distance. 
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Fig.  22.    Curve  III. 


OMD 


The  same  general  law  is  brought  out  here  as  in  table  I;  but  in 
this  case  {F        >  N^  the  time  is  shorter  and  the  mean  variation  is 

TABLE  IV. 
(Cnrve  IV)  F         >  N.  F^oo.    Unit  of  measorement^  <y=.001  aeo. 


N 

AR 

MV 
29 
51 

n 
36 
33 
40 

.  R 

! 

MV 

1 

1 
n 

1 
A 

20«m 

50*=° 

2o0 
267 

206 

• 

19 
16 
17 
15 

20 

1 

44 

203 

19 

1 

20  , 
16 

1 

04 

1- 
2" 

214 

19 

178 
162 

86 

2a5 

18 

40 

48 

less  than  in  the  other  (N       ->  F).     From  a  comparison  of  AH  and 
i?  in  this  table  it  becomes  evident  that  the  deviation  in  the  case 
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of  the  last  figure  is  wholly  due  to  an  exceptionally  long  reaction- 
time. 
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Fig.  28.     Curve  IV. 
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This  is  complementary  to  table  III,  and   corroborates  the  same 
principles  for  the  case  where  the  nearer  point  is  constant. 

TABLE  V. 
(Curve  V)  AR  taken  F  -     >  iST  and  N >  F  alternately.   i\r=20«».     Unit  of 


measurement,  a: 

=.001  sec. 

F 

a 
F — >  N 

MV 

h 
-  >  F 

MV 

"  i 

6-a 

im 

174 

18    40 

188 

18 

28 

36  ^ 

1 

1 
9 

1 

2m 

1 
184 

1 

1     '  '" 
37  ,•  89 

1 

220 
229 
297 
898 

18 

86 

18 

4m 

211   , 
269 

35 
44 
65 

38  , 

22 

_ 

71 

1 

1  105 

102 

1 

38 

-  i 

35  1 

1 

8™ 

88  [ 
84  1, 

28 

12" 

1 
885 

29 

63 

00 

248 

65 

40  , 
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40 
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The  purpose  of  this  set  of  experiments  is  to  adduce  further  proof 
for  the  facts  brought  out  in  tables  I  and  III,  and  to  show  how  the 


time  is  influenced  by  the  direction  of  accommodation.     This  table 
is  a  comparison  of  AJi  taken  in  series  of  20  in  each  direction  alter- 


TABLE  VI. 

(Curve  VI)  AR  taken  F >  N  and  N  —     >  F  alternately.    F  =  oo.     Unit  of 

measurement,  9=. 001  sec. 


N 

1 
a 
F      >  N 

MV 

n 

t 
b 
N — >  F 

1 

MV 

1 
n 

6-a 

20«» 

243 

1 

193 

208 

65 

40 

,  263 
229 
222 

102 

40 

85 

1 

30 

J 

1 

26 

20 

50* «" 

19 

1 

30 

26 

86 

1» 
2™ 

1 

28 

1 

27 

29 

14 

187 

25 

32 

244 

1 

48 

57 

nately.     It  conforms  to  the  principles  laid  down  in  tables  I  and  HI, 
and  also  shows  that  the  difference  between  AR  taken  F >  JVand 
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If >  F  varies  with  the  distance  of  J^  up  to  12"  when  N  is  con- 


stant. 
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Fig.  26.    Curve  VI. 

When  F  is  constant,   the  difference  between    the  AR    taken 
F >  N  and  the  AR  taken  N ^>  F  varies  inversely  with  the 
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Fig.  26.     CnrveVII. 
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distance  of  N  up  to  2'"  or  more.     This  is   complementary  to  table 
V,  and  confirms  the  same  principles. 
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Curve  Y  shows  the  difference  in  time  depending  on  the  direction 
of  accommodation.  This  difference  is  farther  proved  and  illustrated 
by  other  data  in  curve  VII,  which  is  a  comparison  of  the  simple 
accommodation-time  as  given  in  tables  and  curves  I  and  III.  In 
the  same  manner  curve  VIII,  complementary  to  curve  VII,  is  a  com- 
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Fig.  27.     Curve  Vm. 
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parison  of  curves  II  and  IV,  and  proves  with  A  the  same  principle 
as  curve  VI  proves  with  AJi. 

Aside  from  the  time  itself  and  minor  conclusions  which  may  be 
drawn  from  these  figures,  three  important  principles  have  been  estab- 
lished. 

(1)  Within  certain  limits  the  accommodation-time  varies  with  the 
distance  between  the  points  for  which  the  eye  is  to  be  accommodated. 

(2)  It  takes  longer  to  change  the  accommodation  from  near  to 
far  than  from  far  to  near,  and  this  difference  in  time  varies  directly 
with  the  length  of  the  accommodation-time. 

(3)  For  equal  distances  in  the  same  range  the  accommodation -time 
is  greatest  for  points  near  the  eye  and  decreases  with  the  distance  of 
the  points  from  the  eye. 

From  the  second  fact  arises  the  important  question :  what  is  it  in 
the  mechanism  of  the  eye  which  will  account  for  this  difference  in 
time  depending  on  the  direction  of  accommodation  ?    It  may  be  due 


to  the  difference  in  time  Tequired  f  jjt  relauftioL'  totid  ^j^MAri^'i'j^jt  '/ 
the  muscles  c<»ntT(»liiiiir  the  lent.  «/r  to  tue  diff***ju«>r  ii  «3»iij^«  '/ 
movement  and  sureiie*  of  adiiMtnHfm  ii:  •ruauifiiix  ^**^  iv^tt  */  i^^^ 
lens  to  f oens  f mt  jKiinfr  at  diffflrar  diffUUi*:*^  irym.  'a^  *-;  •-  1"^  ♦ 
satisfactory  ai&«-m--t!r  -ti»  than  uiM»«u<n  m^  3iiu«i.  li***-*^*;*  *■>■-«'  v, 
further  investisscioii  oii  tiK  uJiTwoi-jcr  cr  *i-^.-^miiiis#a«Uvi 


•1  •'  JD  '*j3ii*:« >r    Trrra    Tacrr j -  r  ■  -  is i.*  *  ..*  * 


>;— ^    r*       W        ^i**"        ,<<'   • 


Barrett's  as-icumrTu*  tMiiibif^i*'    r   -  iBr*3*r^.-»x.  •--*t»j^.»-jui<  jn^'r  -mp-.-^^ 
supplied  with  -rJii'Trrj*    rojn*fnini#     "-   uksw    r    *A*#r:    u*'    '/ii»'   •*-«' 
recorded  on  a   iniu-     T>-  -ffi.i*mi«*f?Di^    -at?--- 1  .-•    ■tf\Mje^^    v^    -*-• 
obviated  manv  rrr*'**   -r     rpn.-iiw    w  i^***^      i-^    i**-   **••»•*<-»    -*--^ 
sarily  involve«i  tir^i;-  -**nrvi^    »r    *rrr.f     ••  u»*t      a«.'    *»?:-    4-  ^•'>-"' 
the  apparatus  ii  "Uf-  T.up-  .ai)onri»r*- 

(1)  Instead     if  i^injr  It^n.oi*^.  .u*   iijirrr-rt     *-•      *-i*-  ^»'   --*    i-^-*    - 
to  look  directlj  ipon  the  ohjwc  c«»  !)•*  fci*t*r*«.-*u**»';A»*-r»'   .-r 

(2)  His  ap|jaratii.*i  m^fo^urwi  a4?ciirari»if     •  ^^    ^^'      **     *'    ' -"" 
present  apparatus  measurer*  with  aoriinu'v   ir»t,x* 
his  apparatus  not  only  criritained  •*^^nie  j2T'*Ar  ^^^ 
inaccurate  records,  can  \w  M«en  from  the  fr^^-V'i^'^    s-v^'«. 
short  too  be  measured." 

(3)  The  greatest  error  is,  perhaps,  <lue  t**  >--•    '**' "     '  ■      -' 
the  simple  accommodation-time.     The  i»re^-^    n**-*  ■■  '    '      ^  - - 
the  reaction-time  (without  any  movement  'A    a"-''-'-'-*    - 

same  stimulus,  for  each  distance  and  under  'rxa^rti;.  ti*.  -^ 

stances  is  the  only  trustworthy  plan.      Bakkk' '  i^rinu^i,    .....     , 
0.4  sec.  in  all  cases. 

Additional  records  on  six  other   pers^>'^»^*     **  *        y^' 
introduced  into  the  tables  in  order  not  to  dinttir  ^  t^:  -t.. 
parison,  agree  with  Barrett's  conclusion-  ti**^   ***^ 
vanes  according  to  different  circumstanc^»"'       ..^^l-- 
are   (1)  age,  (i>)  practice,  (3)  individual    eli»«" 
of  dav. 

ft 

In  regard  to  fatigue,  liowever,  my  result*  ^*^^ 
supposition.     Experiments  of  some  30O  ^ 
tinuous  set  do  not  support   that  tlieorV- 
may  become  very  painful,  but  as  \ong  « 
clearly  it  causes  a  fluctuation  in    time 
erate  than  to  retard  the  velocity  of  accoi 
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The  most  surprising  deviation  from  previous  results  and  theories 
is  the  conclusion  drawn  from  my  tables  as  to  the  relation  of  velocity 
in  accommodation  between  near  to  far  and  far  to  near.  Yisbobdt, 
Abby  and  Babbett  all  agree  that  the  accommodation-time  is  greater 
than  the  relaxation-time,  i.  e.  that  it  takes  longer  to  accommodate 
from  far  to  near  than  from  near  to  far.  This  statement  i»  contra- 
dicted by  every  table  and  diagram  given  above. 


ON  THE  RELATION  OF  THE  REACTION-TIME  TO  VARI- 
ATIONS  IN  INTENSITY  AND  PITCH 

BY 

Morris  D.  Slattery,  M.D. 

Method  of  experimenting. 

The  plan  followed  was  to  place  the  person  experimented  on  in  an 
isolated  room  to  which  all  stimuli  were  sent  through  wires  from  a 
distant  room,  and  from  which  other  sets  of  wires  conducted  the  cur- 
rents making  electric  registration  in  still  another  room. 

The  first  requirement  was  thus  a  room  free  from  disturbing  lights 
and  sounds  ;  this  was  met  by  the  construction  of  the  isolated  roouL 
The  isolated  room  is  a  small  room  built  inside  of  another  room  ;  four 
springs  of  rubber  and  felt  are  the  only  points  in  which  it  comes  io 
contact  with  the  outer  walls.  The  space  between  the  walls  is  filled 
with  sawdust  as  in  an  ice  box.  The  room  is  thus  proof  agaiimt 
sound  and  light,  and  affords  an  opportunity  of  making  more  accursU; 
experiments  on  the  mental  condition  than  yet  attempted.  This  wwt 
the  final  construction  of  the  room,  adopted  after  numerous  exptfi' 
ments.  As  such  a  room  may  prove  valuable  in  physiological  mA 
medical  work  where  freedom  from'  disturbing  sights  and  0Otiiidt»i» 
desired,  it  may  be  well  to  point  out  some  of  the  diflicuitiait  ipfe 
overcome  and  erors  to  be  avoided.  The  first  requirement  i«  » 
surface  impervious  to  sound.  Owing  to  the  great  expense  lovi 
such  materials  as  asbestos,  heavy  tough  hair-felt,  lead,  et?.^ 
be  used ;  soft  wood  with  outside  packing  of  sawdust 
chosen.  The  next  requirement  is  that  the  sound  wavei 
building  should  not  be  transmitted  to  the  frame  work  of  ^k 
room,  i.  e.  it  must  not  be  connected  to  the  outer  room.  IW; 
approach  to  the  satisfaction  of  this  requirement  was  madr  ir^ 
porting  the  inner  room  on  pieces  of  soft  rubber  and 
other  connection  with  the  walls  of  the  outer  room, 
waves  in  the  building  are  thus  almost  hindered  from 
inner  room.  The  vital  importance  of  these  precautioofi 
by  simply  laying  a  pencil  across  from  the  wall  of  the 
of  the  inner  room  ;  the  various  sounds  are  at  once 
are  heard  in  the  inner  room  almost  as  loudlv  as  if 
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precautions  had  been  taken.  The  third  requirement  is  the  means  of 
ventilation  without  sound  conduction.  After  several  trials  a  peculiar 
ventilator  has  been  invented  in  which  the  air  is  made  to^pass  back 
and  forth  through  a  tortuous  passage,  the  walls  and  partitions  in 
which  are  made  of  hair-felt.  Sound  waves  can  pass  through  bent 
tubes  only  by  reflection  from  the  walls  and  refraction  around  the 
angles ;  in  the  ventilator  all  reflection  is  killed  by  the  non-elastic 
felt  and  the  amount  of  sound  transmitted  by  refraction  through  «uch 
a  tortuous  passage  is  so  small  that  a  person  shouting  into  it  at  one 
end  can  barelv  be  heard  at  the  other. 

The  records  were  made  by  the  graphic  method,  the  usual  chrono- 
scope  method  being  rejected  as  /cumbersome  and  inaccurate.  The 
counting  of  the  fork-vibrations  by  the  graphic  method  takes  a  some* 
what  longer  time  than  the  reading  of  the  chronoscope  records  but 
in  measurements  of  simple  reaction-time  this  extra  work  is  more 
than  compensated  by  the  saving  on  the  laborious  adjustment  of  the 
chronoscope  and  the  necessary  re-reckoning  of  the  results.  The  new 
method  of  making  graphic  records,  which  was  invented  in  the  labora- 
tory and  used  in  the  later  experiments,  not  only  greatly  increased 
the  accuracv  of  the  records  but  made  the  work  much  less  than  that 
of  taking  chronoscope  records.  The  apparatus  used  for  recording 
was  the  same  as  that  described  by  Bliss  on  pages  10-16. 

In  my  investigations  the  multiple-key  was  connected  with  the 
isolated  room  and  the  apparatus  in  the  following  ways.  The  circuit 
from  the  tuning-fork  through  the  time-marker  was  connected  at  one 
side  to  P  and  at  the  otjier  to  H,  so  that  when  P  and  B  were  in  con- 
tact they  short-circuited  the  current.  This,  of  course,  stopped  all 
action  of  the  marker  while  the  contact  was  made,  but  as  soon  as  the 
knob  Ct  was  pressed  the  marker  started.  The  circuit  to  the  other 
marker  was  passed  through  the  lever  I  to  O  and  the  platinum  pointy 
and  out  through  Z  and  W,  then  to  the  reaction-room  and  through 
the  reaction-key.  As  soon  as  the  point  of  E  touched  U  the  lever  I 
would  break  its  contact  at  Z  and  immediately  make  it  again  at  W, 
thus  makinir  a  nick  in  the  line  of  the  second  marker.  As  the  stim- 
ulus  circuit  is  eh)sed  at  the  moment  E  touches  IT  this  nick  gives  the 
moment  of  the  stimulus.  Since  the  current  is  immediatelv  closed  at 
AV  the  marker  is  ready  to  make  another  nick  as  soon  as  the  person 
n^acting  j>resscs  his  key.  The  time-marker  connected  with  the  fork 
was  set  vibrating  as  soon  as  tlie  knol)  G  was  touched,  so  that  the 
curve  was  ah*eadv  beinij:  drawn  before  tlie  record  beean.  When  the 
spark-coil  is  used  tlie  primary  circuit  is  run  over  the  same  line  as  the 
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circuit  used  for  the  second  marker  ;  the  secondary  circuit  has  its  poles 
in  the  drum  and  in  the  lever  of  the  marker  connected  with  the  fork. 
Any  movement  at  Z  or  of  the  reactor's  key,  produces  a  spark.  Three 
different  arrangements  had  to  be  adopted  for  the  three  variations  of 
the  stimuh  to  be  used.  These  will  be  described  in  the  appropriate 
sections. 

EXPEBIMEXTS   WITH   DIFPEBENT   INTENSITIES    OP   TONE. 

In  all  the  experiments  on  tones  they  were  produced  by  electric 
forks  in  a  distant  room.  Hie  sound  thus  produced  was  sent  from 
the  primary  circuit  of  a  telephone  transmitter,  which  was  placed 
near  the  fork,  through  wires  to  the  multiple-key.  The  secondary 
circuit  of  the  transmitter  was  connected  directly  with  the  reacting 
telephone  in  isolated  room.  In  investigating  the  relation  to  intensity 
of  tones  a  fork  of  250  complete  vibrations  per  second  was  placed  in 
the  distant  room.  For  producing  variations  in  the  intensity,  a  resis- 
tance-box was  placed  in  the  primary  circuit  of  the  transmitter  ;  by 
this  means  a  resistance  of  100  ohms  could  be  introduced,  giving  a 
weak  tone,  or  50  ohms,  giving  a  medium  tone  or  zero,  giving  a  loud 
tone. 

The  first  person  experimented  on  was  E.  W.  Scripture.  With 
everything  in  readiness  for  the  experiments  the  person  entered  the 
isolated  room,  closed  and  fastened  the  door,  and,  holding  the  reacting 
telephone  close  to  his  ear,  waited  for  the  stimuli  to  which  he  would 
react  by  pressing  on  the  knob  of  the  reacting-key.  Thirty  experi- 
ments were  made  in  series  of  5  to  10  with  each  grade  of  intensity, 
the  order  being  varied  to  eliminate  induences  of  practice  and  fatigue. 
After  each  series  an  intermission  of  at  least  5  minutes  was  given. 
Preceding  the  sending  of  each  stimulus  a  warning  was  sent  to  the 
reactor  to  call  his  attention  to  the  expected  sound. 

After  the  first  evening's  experiment,  the  person  experimented  on 
made  the  following  statement.  "Left  arm  resting,  with  telephone 
in  hand  close  to  ear.  Loudest  sound,  quite  loud.  Reacting  hand 
at  rest  except  index-finger  which  is  held  upon  key-knob.  Afu*r 
the  warning,  attention  was  directed  entirely  to  expected  sound. 
Eyes  were  closed  and  while  waiting  for  sound  were  turned  stronglv 
toward  the  left.     General  condition  sliglitly  fatigued." 

The  next  person  experimented  on  was  D.  O'Keefe,  the  experiiiw*«iU 
being  performed  in  the  name  manner  as  the*  j)ro('eding  onew.     Hi* 
statement  after  the  experiments  was,  "  Left  arm   resting  witli   U**i. 
phone  in  hand  close  to  ear.     Loudest  tone  (juite  loud,    tU**   4%>jAr. 
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est  tone  being  just  perceptible.  Reacting  hand  at  rest  except 
middle  finger  which  was  held  upon  key-knob.  After  receiving  the 
warning,  attention  was  turned  entirely  to  expected  sound.  Eyes 
open  and  turned  toward  the  left.  General  condition  good."  Before 
making  the  statement  he  asked,  "  if  there  was  any  trouble  with  the 
apparatus  as  the  tone  changed  in  intensity  at  different  intervals." 
He  was  not  aware  of  the  fact  that  the  intensity  was  to  be  varied. 
The  results  of  the  experiment  are  summed  up  in  table  L 


TABLE  I. 
Unit  of  measarement=l<^.=:  .001  second. 


HtX. 


■^^    vVx. 


LaX^'-^^ 


S' 

282 

249 

1 
MV  1 

n 
14 

S" 

287 

212 

MV 

n 

S'" 

MV 

n 

E.  W.  S. 
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17 
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73 

15 

D.  0.  K. 

34 

218 

■ 

68 

10 

The  first  column  gives  the  person  experimented  on,  the  second  the 
reaction-time  to  the  strongest  tone,  the  third  the  mean  variations 
from  the  average,  the  fourth  the  number  of  experiments,  the  fifth, 
sixth  and  seventh  give  the  data  for  the  medium  tone,  the  eighth, 
ninth  and  tenth  those  for  the  weakest  tone. 

It  will  be  seen  from  the  results  that  for  the  loudest  sound,  in  the 
case  of  E.  W.  S.,  we  have  a  reaction-time  of  282*^ ;  for  the  medium 
intensity  the  reaction-time  was  287^,  for  the  tone  of  weak  intensity 
the  reaction-time  was  299*^.  The  absolute  differences  for  different 
intensities  were  small  and  were  much  less  than  the  amount  of  the 
mean  variation.  We  can  therefore  conclude  that  they  are  practically 
equal  and  that  within  the  limits  of  intensity  used  in  these  experiments 
the  reaction-time  does  not  vary  with  the  intensity  to  any  degree  that 
can  be  detected. 

In  the  exj)eriment8  on  D.  O.  K.  it  will  be  seen  that  the  differences 
in  the  reaction-time  are  reversed  but  are  also  small ;  with  sound  of 
greatest  intensity  the  reaction-time  was  249*^,  with  the  sound  of 
medium  intensity  the  reaction-time  was  212^,  with  sound  of  weak 
intensitv  it  was  218''.  From  these  results  the  same  conclusion  is  to 
be  drawn  as  from  the  previous  ones. 

Similar  experiments  had  been  previously  begun  in  March,  1892,  by 
Dr.  Scripture  at  Clark  University  on  F.  B.  Dresslar,  but  were  not 
carried  to  completion.     The  sound  was  produced  by  a  secondary  coil 
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connected  with  a  telephone  and  placed  over  a  primary  coil  through 
which  passed  a  current  interrupted  by  the  vibrations  of  a  250  tuning- 
fork.  The  angle  which  the  axes  of  the  two  coils  made  with  each 
other  regulated  the  intensity  of  the  sound,  which  was  in  all  cases 
weak.  Five  steps  with  coils  at  angles  of  110°,  125°,  140°  and  155° 
were  taken.  The  records  of  March  22  were  handed  to  me  by  Dr. 
Scripture  to  be  used,  if  I  saw  fit,  in  comparison  with  my  experi- 
ments.    Thev  were  counted  and  the  results  will  be  found  in  table  II. 

TABLE  II. 
Unit  of  m6astLremeDt=l<^=  .001  second. 
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The  columns  refer  to  the  same  subjects  as  in  the  previous  table, 
but  four  grades  of  intensity  were  used.  The  strongest  sound  is 
placed  first.  The  reactor,  Mr.  Dresslar,  said  in  a  note  at  the  end  of 
the  experiments,  "  that  he  perceived  no  difference  in  the  intensity  of 
the  various  sounds,  i.  e.  to  his  consciousness  the  different  sounds 
appeared  to  him  to  be  of  equal  intensity."  While  actually  there 
was  a  difference  in  the  intensity  of  the  tone,  it  must  have  been  very 
slight.  A  comparison  of  the  reaction -times  of  the  four  steps  taken 
shows  such  a  slight  difference  that  the  only  conclusion  to  be  drawn 
from  the  experiments  is  the  same  as  in  the  previous  case. 

That  other  observers  have  obtained  very  long  react ion-tirne«  for 
very  weak  noises  might  be  explained  by  the  fact  that  when  th* 
warning  signal  is  used  shortly  before  the  stimulus  is  to  \h:  produced 
there  is  a  natural  tendency  to  revive  an  image  of  the  HOund  in  the 
mind.  In  the  case  of  loud  sounds  the  image  would  give  rise  to  no 
confusion,  but  in  the  case  of  very  weak  sounds  the  observer  niigki 
well  be  in  doubt  as  to  whether  a  sound  apparently  heard  was  sucL  n 
memory  or  was  actually  produced  by  a  stimulus.  Some  experiiueuu 
on  the  border  line  betweeo  sensation  and  hallucination  indicate  muvsL 
an  explanation. 

In  the  table  of  results  obtained  from  experinuMits  perfortD^  <»% 
WuNDT,*  from  which  he  concludes  that  the  react ion-tiimf  itiw^ttH^, 
constantly  with  an  increase  in  intensity  of  the  stimulus  it  wiL  w» 
seen  that  his  figures  do  not  bear  out  the  statement.  la  ]tt»  <f*vj*.-  . 
ments  the   sound   was   produced   by  a  ball    falling  fnm  dif**- 
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heights  ;  as  the  height  increased,  the  noise  became  louder.  His 
figures  for  successively  louder  sounds  are  212^  146*^,  132*^,  186^,  161*^, 
176*^,  159^,  94^.  It  is  at  once  apparent  that  with  the  exception  of 
the  weakest  sounds,  the  results  are  in  direct  contradiction  to  the 
statement.  It  is  but  fair  to  add  that  these  results  are  omitted  from 
the  later  editions  of  the  Physiologische  Psychologie. 

The  experiments  of  Martius*  on  tones  and  noises  gave  negative 
results,  i.  e.,  the  reaction-times  of  the  various  experiments  were 
nearly  equal  or  showed  slight  and  inconstant  relations  to  each 
other.  lie  drew  the  following  conclusions  :  "  There  is  no  constant 
decrease  in  the  reaction-time  with  an  increase  in  the  strength  of  the 
stimulus.  Differences  in  the  times  occur  only  when  very  great  dif- 
ferences in  the  strength  of  the  stimuli  exist,  as  for  instance  between 
a  very  weak  and  a  very  loud  sound.  The  lengthening  of  the  time 
with  very  weak  stimuli  can  be  accounted  for  by  difficulty  of  percep- 
tion." 

My  experiments  on  tones  lead  to  these  conclusions  : 

First — The  law  that  the  reaction -time  decreases  with  increasing  in- 
tensity of  stimulus  does  not  hold  good  for  the  sense  of  hearing, 
i.  e.  the  reaction-time  to  tones  is  nearly  the  same  for  all  moderate 
intensities. 

Second — The  longer  time  registered  for  very  weak  tones  or  noises 
by  some  observers  is  probably  not  due  to  any  conscious  change,  but 
IS  caused  by  hesitation  as  to  the  actual  hearing  of  the  stimulus.  * 

Experiments  with  tones  of  different  pitch. 

In  using  tones  of  different  pitch  the  arrangement  was  nearly  the 
same  as  in  the  j>revious  case.  Three  forks  were  all  kept  ready  so 
that  in  the  few  minutes  of  rest  between  the  sets  of  experiments  a 
change  couM  be  made  from  one  to  the  other.  The  resistance  was 
kept  in  the  circuit  and  by  preliminary  trials  the  amount  of  resistance 
to  be  used  f<>r  each  tone  was  doteriuine<l,  so  that  all  the  tones  seemed 
to  be  of  the  siinie  intensity.  This  was  quite  necessary  as  it  is  impos- 
sible to  adjust  an  elei'trie  fork  so  as  to  give  the  same  intensity  on 
different  occasions.  Similar  precautions  as  to  practice,  fatigue,  etc., 
were  taken  as  in  the  previous  case.  The  reactor  s(.»ate<l  in  the  isolated 
room  heard  the  tones  through  the  reacting  telephone  as  before.  The 
pitch  of  the  tones  was   changed    by  changing  the  forks.     Since  the 

'  Marti  us,  I'eWr  den   ICinJivss  <fvr  Intensittit  thr  lieiz*-  avf  (fie  Eeactianszeit 
der  Khinye,  Phil.  Stud.   1H91  VII  409. 
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tones  were  adjasted  so  as  to  be  of  the  same  apparent  intensity  it 
would  naturally  be  expected  from  the  experiments  of  the  preceding 
section  that  the  reaction-times  would  be  the  same.  The  actual 
results  are  given  in  the  following  table  : 

TABLE  in. 
Unit  of  m6a8iirem6nt=l^=  .001  second. 
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P',  P"  and  P"  denote  the  tones  100,  250  and  600  respectively.  It 
is  at  once  seen  that  the  reaction-time  decreases  with  the  rise  in  pitch, 
a  result  which  agrees  with  that  of  Mabtius.  The  natural  inclination 
is  to  explain  this  difference  in  the  reaction-times  by  the  supposition 
that  10  to  15  vibrations  are  required  before  the  tone  is  perceived. 
If  this  supposition  be  true  we  should  obtain  the  same  reaction  for  all 
the  tones  by  deducting  the  perception -time  of  each  from  its  reaction- 
time.  Suppose  we  take  ten  vibrations  as  representing  the  inertia  of 
the  sense  organ  ;  this  would  give  us  the  perception-times,  100^,  40^ 
and  20^  for  the  three  tones  100,  250  and  500  respectively.  Subtract- 
ing these  perception-times  from  the  total  reaction- times  given  in  the 
table,  240*^,  179*^  and  163<^,  we  get  the  remainders  140<^,  139^  and  143^ 
These  remainders  fall  within  the  limits  of  variation  and  are  to  be 
regarded  as  the  same.  My  results  are  thus  in  harmony  with  the 
supposition  mentioned.  Mabtius  obtained  results  M'hich  agree  with 
mine  in  the  fact  that  the  reaction-time  decreases  with  a  rise  in  pitch, 
but  this  decrease  could  in  no  way  be  brought  mto  harmony  with  the 
supposition  that  a  constant  number  of  vibrations  was  used  up  in  the 
latent  time. 

The  conclusions  to  which  my  experiments  lead  are  as  follows  : 
v/ First — The  reaction-time  to  tones  decreases  as  the  pitch  rises. 
^Second — The  view  held  by  Exner,  vox  Kries  and  Auerbach  and 
rejected  by  Mabtius, — namely,  that  about  10  vibrations  are  neces- 
sary to  the  perception  of  a  tone,  no  matter  what  its  pitch, — is  suffi- 
cient to  explain  the  differences  in  the  reaction-times  for  different 
tones. 

Experiments  with  electrical  stimuli  of  different  intensities. 

In  using  electric  stimuli  the  current  of  the  primary  circuit  after 
passing  through  the  inner  coil  was  sent  through  one  of  the  prongs 
of  a  fork,  kept  vibrating  electrically,  by  which  it  was  interrupted  at 
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each  vibration.  From  the  fork  it  was  sent  through  a  rheochord  com- 
posed of  seven  lengths  of  wire.  Hence  it  passed  to  binding  posts  2 
of  the  multiple-key  mentioned  above.  The  other  pole  of  the  battery 
was  connected  to  binding  post  3.  When  the  key  is  pressed,  the 
circuit  is  completed.  The  secondary  coil  was  connected  with  two 
electrodes  in  the  reaction -room.  One  electrode  was  of  zinc  covered 
with  cloth,  the  other  of  sponge  ;  both  were  moistened  with  a  solu- 
tion of  common  salt.  The  other  arrangements  were  the  same  as  in 
the  previous  cases.  In  these  experiments  the  spark-coil  was  used 
and  the  same  precautions  as  observed  in  former  experiments  were 
adopted. 

As  soon  as  the  multiple-key  is  pressed  the  current  passes  through 
the  primary  circuit,  being  all  the  time  interrupted  100  times  per 
second  by  the  electric  fork.  This  causes  a  current  to  pass  through 
the  secondary  circuit  and  the  person  in  the  isolated  room  receives 
100  shocks  per  second.  As  soon  as  he  perceives  the  shocks  he  is  to  , 
react  in  the  usual  way.  The  time  is  measured  between  the  moment 
of  closing  the  primary  circuit  and  that  of  reacting.  The  intensity 
of  the  stimulus  can  be  regulated  either  by  moving  the  secondary  coil 
nearer  to  or  further  from  the  primary  or  by  weakening  the  primary 
current.  The  former  method  was  not  suited  to  the  single  experi- 
ments but  was  used  to  regulate  the  shock  permanently  to  any  desired 
intensity.  Then  the  different  intensities  were  produced  by  adjust- 
ment of  the  amount  of  wire  introduced  on  the  resistance-board. 

During  the  experiments  six  steps  of  different  intensity  were  taken. 
The  greatest  intensity  ivas  obtained  by  shoving  the  secondary  coil 
sufficiently  near  to  the  primary  coil  until  a  shock  was  produced 
which  was  not  strong  enough  to  startle  the  reactor  and  thereby  inter- 
fere with  the  reaction-time.  When  a  variation  in  the  intensity  of 
the  stimulus  was  desired,  the  cl^mp  was  transferred  to  another  wire 
on  the  resistance-board,  causing  an  increase  of  resistance  of  two 
feet  of  the  wire  with  each  step.  When  the  clamp  was  on  wire  No. 
6,  a  resistance  of  12  feet  of  fine  German  silver  wire  was  thus  inserted 
and  a  very  weak  shock  was  produced. 

The  experiments  were  performed  in  the  same  manner  as  the  pre- 
ceding ones.  A  warning  was  given  previous  to  each  stimulus.  The 
reactions  were  repeated  at  intervals  of  15  seconds,  until  a  record  of 
30  reactions  was  taken,  after  which  a  rest  of  five  minutes  was  given 
to  the  reactor.     The  person  exj>erimented  on  was  E.  W.  Scripture. 

The  results  are  setMi  in  table  IV. 
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EXPERIMENTS  ON  THE    MUSICAL  SENSITIVENESS   OF 

SCHOOL  CHILDREN 


BY 


J.    A.    GlLBEBT. 

Bodily  measurements  of  children  have  been  repeatedly  made;  their 
laws  of  bodily  growth  have  been  empirically  determined;  most  im- 
portant deductions  for  the  equipment  and  management  of  schools 
have  been  made  from  them.  The  senses  and  intellect  of  school 
children  have  received  less  attention;  most  of  the  work  has  been 
confined  to  investigating  the  sharpness  of  vision,  the  acuteness  of 
hearing  (deafness)  and  the  memory  powers.  The  musical  sensitive- 
ness has  never,  I  believe,  been  tested. 

By  musical  sensitiveness  is  meant  the  least  noticeable  difference  in 
the  pitch  of  a  tone.  Those  who  can  detect  a  small  difference  in 
pitch  between  two  successive  tones  are  more  sensitive  than  those 
who  can  detect  only  larger  differences. 

Apparatus  and  methods. 

Since  the  object  of  the  present  investigation  was  not  to  determine 
the  least  perceptible  difference  in  relation  to  tones  of  various  pitches 
but  was  to  compare  children  with  one  another,  a  single  tone  was 
used  throughout  the  experiments,  namely,  the  tone  a =435  of  inter- 
national pitch.  The  method  was  that^of  minimum  gradation.  Elach 
experiment  was  composed  of  two  tones  and  a  judgment  as  to  their 
likeness.  The  tone  a  was  first  sounded,  then  a  tone  -^  of  a  tone 
higher;  the  child  an8were<l  "same"  or  "different;"  a  was  again 
sounded,  then  a  tone  ^j  higher;  and  so  on,  the  second  tone  being 
raisetl  g'j  each  time,  until  the  child  had  several  times  declared  the 
tones  to  be  different.  Tliereupon  the  second  tone  was  started  at  the 
same  pitch  as  the  first  and  in  like  manner  successively  lowered.  The 
number  of  thirty-seconds  of  difference  that  were  just  perceived  was 
noted  in  the  two  cases;  the  average  gave  the  result  for  a  single 
experiment.     Ten  experiments  were  made  on  each  child.     The  child 
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The  accuracy  of  the  results  depended  on  the  accuracy  of  the 
instrument  and  the  accuracy  of  the  method.  The  possible  errors  of 
the  instrument  were  as  follows  :  error  of  tuning,  error  of  gradua- 
tion, and  two  errors  of  change  in  pitch. 

The  readings  of  the  instrument  must  be  accurate  to  1  unit  of  the 
scale  (^  of  a  tone).  The  largest  allowable  error  in  the  instrument 
is  thus  i  a  unit  of  the  scale. 

As  the  tuning  was  performed  by  observing  the  freedom  from  beats, 
the  error  from  this  source  could  not  be  above  a  tenth  of  a  beat  per 
second.  The  half-tone  a  to  fnf  corresponds  to  nearly  26  vibrations 
per  second  ;  half  a  space  of  the  scale  would  indicate  about  f  of  a 
vibration.     The  error  is  thus  less  than  J  of  a  space. 

The  intermediate  graduation  was  done  by  eye,  and  was  unques- 
tionably accurate  within  J  of  a  space. 

The  first  error  of  change  in  pitch  is  the  error  that  might  be  intro- 
duced by  back-lash  in  the  joint  between  the  leverd.  To  avoid  this 
the  lever  was  always  started  beyond  ii  and  moved  up  to  it  in  the 
direction  in  each  experiment.  With  this  precaution  the  error  is  same 
practically  zero. 

The  change  of  pitch  due  to  changing  intensity  of  the  blast  was 
mainly  eliminated  by  practice  in  blowing  the  pipe.  The  residual 
could  not  be  determined,  but  it  was  probably  negligible  in  compari- 
son with  the  others. 

All  the  residuals  are  much  less  than  the  required  amount.  Their 
sum  was  unquestionably  within  the  limit  set,  and  the  requirements 
of  precision  in  the  instrument  can  be  said  to  have  been  satisfied. 

The  sources  of  variation  due  to  mental  influences  were  as  follows  : 
influence  of  the  judgment  of  pitch  by  changes  in  intensity,  influence 
of  suggestion. 

Judgments  of  pitch  are  generally  made  quite  without  regard  to 
intensity.  Measurements  of  the  influence  of  changes  of  intensity 
on  the  judgments  of  pitch  have  never  been  made  ;  but  as  great  care 
was  taken  in  blowing  the  apparatus  and  as  the  adult  experimenter 
could  regulate  the  sound  with  an  ear  so  much  finer  than  that  of  the 
children,  the  variation  was  probably  negligible.  Otherwise  it  enters 
as  one  of  the  factors  into  the  mean  variation  given  in  the  table. 

All  chances  of  suggestion  had  to  be  avoided.  Children  are  in- 
clined to  follow,  almost  unconsciously,  the  slightest  indication  in 
making  their  decisions.  Those  of  the  ages  nine  and  upwards  were 
dealt  with  in  groups,  each  making  upon  a  paper  an  equality-sign 
when  the  two  tones  seemed  the  same  to  him  and  a  cross  when  they 
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was  left  entirely  ignorant  of  the  method  of  performing  the  experi- 
menty  so  as  to  avoid  suggestion  of  any  kind. 

The  instrument  used  in  making  the  experiments  was  composed  of 
an  adjustable  pitchpipe  with  an  index-arm  moving  over  a  large  scale. 


Fig.  28. 


The  instrument,  which  may  for  brevity  be  called  the  toiie4mt*r?j» 
shown  in  figure  28.     The  fan-shaped  plate  A  is  supported  by  •  hmnMt- 
beneath  it.     The  pipe  B,  fastened  to  A,  contains  a  vibrslii^  0014 
whose  length  is  regulated  by  a  tightly  sliding  clamp,  th«  fMB^j/lt$6$g 
rod  of  which  is  shown  at  C.     This  clamp  is  moved  by  a  ji^i^r  0ttUm 
long  arm  D,  with  the  handle  E,  extends  out  over  the  |dM«.    f€  'm 
readily  seen  that,  for  each  different  position  of  the  point  <rf  itfiriM^ 
arm,  the  vibrating  reed  will  have  a  different  len^tli   VsA  ik^^^mtf 
produced  will  be  different  in  pitch.     It  is  alHO  evident  dtfH  j|»  mM\ 
difference  in  pitch  corresponds  to  a  large  movement  of  i^p$m0  '• 
the  long  arm. 

The  points  on  the  index  for  each  tone  and   half-t^HUr 
mined  by  direct  comparison  with  a  carefully  tuned  puMN^^# 
dealer.     These  larger  divisions  were  then   divi<led 
into  sixteenths.     As  the  large  divisions  wer(»    into 
divisions  corresponded  to  thirty-seconds  of  a  tone. 
6 
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mean  variations  was  taken ;  this  is  given  in  the  table  in  the  column 
MV.  The  last  column  in  the  table  gives  the  number  of  experi- 
ments for  each  age. 


TABLE. 


1 

Age    j 

I 

D 

MV 

MV' 

n 

6 

12.8 

1 

1.88 

1,76 

100 

7 

1 

H     i 
9 

"1 
9.1 

6.8 

4.8 

.89 

.90 

1.09 

• 

3,60 

1.29 

1 

100 

100 

1.14 

100 

10 

i 

6.2 

.68 

.77 

100 

11      ; 

4.8 

1.09 

.89 

100 

12    i 

4.1 

.99 

.45 

100 

13 
14 

3.7 

1.26 
.97 

.46 
.94 

100 
100 

8.5 

15 
16 

18 

19 

1 

5. 
4. 
2.6 
2.4 

1.03 

1.11 

90 

.91 

.74    1 

! 

.84 

.68 

50 

.98 

.62    j 

1 

60 

140 

D,  least  perceptible  diflference  in  32"'*'  of  a  tone. 
MV,  mean  variation  for  total  result. 
MV",  average  of  mean  variations  for  separate  children. 
M,  number  of  experiments. 


The  relation  of  the  size  of  the  least  perceptible  difference  to  the 
age  is  shown  in  the  acoonipaiiying  curve,  titr.  29,  in  which  the  figures 


Muficai  sensitireness  of  urAoo/  chiidrtn.  ^^ 

seemed  different.  Children  of  six,  seven  and  eight  years  of  age  hat! 
to  be  dealt  with  individaallv  for  fear  that  thev  would  be  influeiUHHl 
by  their  companions  and  woald  not  be  reliable  in  their  marking.  All 
results  were  very  satisfactory  with  the  exception  |>erha}>8  of  tlmn* 
children  aged  six  whose  data  w^re  somewhat  uncertain  on  account  of 
lack  of  attention,  independence  and  decision,  or  }>erhap8  from  the 
excitement,  fear  and  novelty  of  the  undertaking.  These  influeniH^s 
of  suggestion  and  distraction  are  probably  the  main  fai^tors  in  the 
mean  variations. 


Experiments. 

Five  boys  and  five  girls  of  each  age  except  18  and  10  were  experi- 
mented upon.  For  the  ages  18  and  10  it  was  possible  to  obtain  only 
girls.  In  computing  the  results  the  average  of  all  the  experimenlH 
for  a  given  age  was  first  obtained.  The  mean  variation  from  this 
result  was  noted.  Then  the  children  of  that  age  werc<  considered 
separately,  the  mean  variation  from  the  result  for  each  child  being 
computed.  Finally  the  average  of  these  mean  variations  was  taken, 
lliis  can  be  illustrated  as  follows.     Let 

^i,  «a, «i. 

^„    ^, ^. 


./i»   ./j> /i« 


be  the  results  for  ten  children  of  a  given   age.      '1'*hj  total  avoTaj^i. 

will  be  (a^-ha^-h. . .  .-f  </,„  + />^4-^^  +  . .  .  .-f />,„  + -Hi.+i,  •  •  •  •  ♦  ./.,) 

-f-100;  this  is  the  result  given   in  column    D  <>^    the  table,  tin.  \\r^x, 
decimal  place  of  the  average  being  retained.      'I'^e  mean  variiitii,,^ 
of  the  separate  measurements  obtained  in  the  uHual  way  ih  j^ivi'ii    i,, 
the  column  headed  MV.     This  mean  variation    can  be  UH4*d    :tu    ,,,^ 
index  of  the  accuracy  of  the  result.     The  results  for  ea<:h  rl.iM   ^  ^^  ^ 
obtained  by   taking  the  averages   (</,  4-  ^^  4-   .    .    •   +^0    :     lo  ^^ 

(^+^,-f.  .  .  +^J-M()  =  i5», '  .   (/, -f-ia+-  •  -"^^'-^  •    >'»         / 

The  average  of  these  averages  is,  <,f  eoiirse,    the   same  -^^   tl,.^    •••t:^| 
average.     The  mean  variations  for  <^ /;,.   .    -    -,  ^  »^^  ^J***/*  ^'^^-H;,! .  .| 
these  mean  variations  will  indicate  how  inucU    the  childV  j.j.Jj^,,,,^  ^^^^ 
fluctuated  owing  to  the  conditions  of  attention,  BUggeuiu,,,    . ,..        ,^  ^ 
get  at  the  average  efft^ct  for  the  given    age    the  avtraij^.   ,^^    •»»^^,! 
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2.  It  is  at  once  seen  that  the  least  perceptible  difference  decreases 
with  increasing  age,  i.  e.  the  sensitiveness  increases.  The  sensitiye- 
ness  increases  at  first  rapidly,  but  finally  becomes  almost  stationary. 

It  is  a  pedagogical  principle  that  the  child  develops  more  rapidly 
during  the  first  ten  years  of  its  life  than  at  any  other  time.  Tone 
discrimination  offers  no  exception  to  the  rule  ;  in  the  three  years 
from  6  to  9  the  child  gains  in  discriminative  sensibility  more  than 
twice  as  much  as  in  the  whole  of  the  ten  years  thereafter  up  to  the 
age  of  19.  Tlie  contrast  increases  as  the  number  of  years  taken 
into  consideration  is  greater,  for  the  child  gains  more  in  the  three 
years  from  6  to  9  than  it  can  possibly  gain  during  the  rest  of  its 
life-time. 

3.  Judging  from  the  way  in  which  mind  and  body  develop  under 
education  it  would  naturallv  be  inferred  that  the  discriminative 
ability  of  the  child  would  increase  regularly  with  advance  in  age. 
At  the  ages  ten  and  fifteen,  however,  occur  very  abrupt  changes. 
In  order  to  verify  the  data  for  those  points  I  repeated  the  trials  on 
the  years  nine,  ten  and  fifteen  with  increased  numbers  in  each  age 
but  the  second  average  result  varied  only  0.3  of  a  thirty-second  from 
the  first  average,  showing  that  the  curve  was  true  to  the  facts  so  far 
as  could  be  detected. 

A  similar  change  in  the  curve  apparently  occurred  at  the  age  of 
twenty,  but  as  I  only  had  three  subjects  of  that  age  I  did  not  feel 
justified  in  adding  the  result  to  the  table,  yet  this  seemingly  similar 
jump  at  twenty — a  leap  in  the  curve  from  2.4  up  again  to  3.2 — adds 
credence  to  the  supposition  that  there  is  some  periodic  change  caus- 
ing it.  After  twenty  years  the  curve  seems  to  drop  again  as  it  did 
after  10  and  15,  but  here  also  the  number  of  persons  was  insufficient 
to  justify  establishing  a  point  on  the  curve. 

It  will  be  noticed  that  the  sudden  changes  divide  the  curve  into 
uniform  portions  from  6  to  9,  from  10  to  14  and  from  16  to  19. 

An  explanation  for  this  loss  of  sensitiveness  at  certain  ages  seems 
difticult. 

The  change  at  fifteen  is  mofe  easily  explained,  perhaps,  than  the 
one  at  ten,  as  that  is  the  age  at  which  puberty  shows  its  effects  on 
the  system.  Although  these  influences  cannot  be  placed  at  one 
certain  year,  the  average  lies  at  14  years  and  five  months.' 

Possibly  the  second  teething  which  occurs  at  9  to  12  years  of  age 
may  have  such  an  influence  on  mental  life  as  to  cause  a  loss  of  sensi- 
tiveness. 


*  Eighth  Annual  Rept.  Mass.  State  Board  of  Health,  1877,  p.  284,  Table  No.  16. 
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Similar  decreases  in  ability  are  to  be  seen  in  the  resalts  obtained 
bv  Bbyan.'  There  is  a  marked  difference  between  the  data  of  the 
two  periods  0-10  and  14-15  from  the  data  of  the  other  ages.  Also 
in  the  charts  at  the  close  of  his  article  there  is  an  almost  invariable 
change  in  his  curves  at  the  ages  10  and  14,  showing  that  his  subjects 
labored  under  some  set-back  or  disadvantage  at  those  ages. 


•  Bbyan,  On  voluntary  motor  ability^  Am.  Jour.  Psych.  18ft2  V  160,  Table  VIJ. 


90  New  reaction-key  and  voluntary  movement. 

movement.  All  previous  work  in  recording  taps  had  been  done 
with  an  ordinary  telegraph-key  by  which  only  the  moment  of  the 
extremity  of  the  downward  movement  was  recorded.  By  simply 
connecting  the  binding-posts  of  the  cross-piece  and  the  fixed  slide  to 
one  end  of  the  circuit  and  the  post  of  the  movable  slide  to  the  other, 
a  record  was  made  of  the  downward  extreme,  the  upward  extreme 
and  the  period  of  rest  at  each  extreme.  Moreover,  the  adjustment 
of  the  fixed  slide  gave  any  desired  extent  for  the  movement. 

The  method  of  recording  was  that  described  by  Bliss  on  pages 
7-10.  The  key  was  placed  in  the  primary  circuit  of  the  spark-coil 
and  the  secondary  circuit  was  sent  through  the  drum  and  fork.  A 
600  fork  was  used,  each  half- wave  indicating  1*^.  A  spark-record 
was  made  of  the  kind  shown  in  fig.  6.  Records  were  counted  in 
thousandths,  no  account  being  taken  of  fractions  of  a  half-wave. 

The  subject  of  experiment,  J.  M.  Moore,  was  placed  in  the  isolated 
room  describe<l  on  pages  2  and  71.  ITie  arm  rested  easily  on  a  table 
of  convenient  height.  A  rod  clamped  to  the  table  acted  as  a  sup- 
port for  the  hand.  The  rod  was  grasped  by  the  fourth  and  fifth 
fingers,  whereby  the  motion  of  other  muscles  than  those  of  the  fore 
finger  and  thumb  was  in  the  main  prevented.  Three  distances  were 
chosen  through  which  the  slide  was  to  move,  namely,  5°°*,  10"°*  and 
o^min  Two  series  of  experiments  were  made  on  each  distance. 
The  n^sults  were  ooni])iiied  into  the  accompanying  table. 

TABLE. 


Di«tanot» 

5mm 

E 

40 
5:^ 

MV 
4 
5 
4 

F 

48 

4S 

MV 

8 
9 

C 

81 
88 
90 

MV 

n 
70 

9 

9 

60 
40 

•» 

o 

5 

In  this  tablo  K  indioatos  tho  avorasro  time  of  the  extensor  move- 
ment,  K  tliat  of  tho  tloxor  movoniont,  C  that  of  the  complete 
movomont,  MV  tho  avcrai^o  deviation  and  /i  tho  numl>er  of  records 
in  oaoh  oaso. 

With  tho  distanoo  of  .'^  tho  o\tonM>r  moviinont  re<juired  less  time 
than  tho  tloxor  nio\omont  and  was  nuioh  mon*  n^irular.     With  10"°* 
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there  was  a  similar,  but  smaller  difference  ;  the  limits  of  average 
deviation  show  that  in  many  cases  the  slower  extensor  movements 
took  longer  than  the  faster  flexor  movement.  With  20™"  the  flexor 
movement  was  much  more  rapid  than  the  extensor  movement.  It  is 
evident  that  the  point  at  which  they  require  the  same  time  lies  some- 
what above  10"". 

These  results  can  perhaps  be  explained  in  the  following  way. 
When  the  key  was  in  position  the  middle  finger  was  placed  on  the 
upper  cross-piece  while  the  fixed  slide  was  held  by  the  thumb. 
So  whatever  the  distance,  the  fore-finger  was  always  brought  back 
to  the  same  bent  position.  Now,  when  the  distance  is  very  small  the 
finger  is  never  fully  extended  ;  thus  the  extensor  muscle  has  abun- 
dant leverage  to  do  a  little  work  in  a  very  short  time,  while  the 
flexor  is  not  so  favored.  As  the  distance  increases  the  flexor  slowly 
gains  its  power — slowly,  because  it  had  never  been  bent  enough  to 
obstruct  its  movement  materially.  But  while  the  flexor  is  slowly 
increasing  in  strength,  the  extensor  is  losing  quite  rapidly,  for  only  a 
few  centimeters  will  fully  extend  the  finger  so  that  its  whole  power 
will  be  lost.  When  the  distance  is  10""  the  two  powers  are  nearly 
equal,  but  with  the  excess  in  favor  of  the  extensor.  At  20""  the 
balance  of  power  has  changed,  and  the  extensor  is  so  near  the  end  of 
its  strength  as  to  show  clearly  in  the  results. 

A  curious  result  of  the  gain  in  one  muscle  and  the  loss  in  the  other 
is  the  fact  that  the  total  time  of  vibration,  or  tapping,  varies  only 
about  10  per  cent,  for  distances  standing  in  the  relation  of  1  to  4. 

The  time  of  rest  was  quite  different  at  the  two  positions.  At  the 
end  of  the  extensor  movement  the  make-spark  and  the  break-spark 
indicated  a  period  of  2^  to  3^,  occasionally  4^.  At  the  end  of  the 
flexor  movement  the  time  of  rest  was  so  short  that  seldom  more  than 
one  spark  was  present,  indicating  a  time  too  short  for  dete<!tion. 

In  looking  over  the  single  records  it  was  found  that  the  time  of 
movement  was  much  more  regular  than  the  introspective  observation 
had  indicated.     At  times  the  observer  seemed  unable  to  move  the 
muscle ;  some  unusually  long  times  are  found  in  the  record  but  not 
so  often  as  the  observer  supposed. 


DRAWING  A  STRAIGHT  LINE  :    A  STUDY  IN  EXPERI- 
MENTAL DIDACTICS 


BY 


E.  W.  ScBiPTURK  and  C.  S.  Lyman. 

"  The  ignorance  of  the  ancients  in  regard  to  the  art  of  experi- 
menting, or  the  low  state  of  development  which  it  reached  with 
them,  is  one  of  the  causes  why  their  physics  lagged  so  much 
behind,"  says  Poggendorff  in  his  Lectures  on  the  History  of  Physics. 
In  comparison  with  such  sciences  as  mathematics  and  astronomy 
physics  has  achieved  most  of  its  progress  in  modem  times.  In  the 
very  latest  times  the  experimental  methods  have  been  carried  over 
from  the  general  science  of  physics  to  the  technical  sciences  depen- 
dent on  it;  the  science  of  electrical  engineermg  is  built  on  experi- 
ments and  measurements,  partly  taken  from  the  physical  labora- 
tories but  also  to  a  great  extent  carried  out  by  practical  men  for 
practical  purposes. 

In  psychology  the  first  real  progress  since  Aristotle  began  when 
Fechner  showed  the  possibility  of  experimental  methods.  "  With 
the  introduction  of  experiment,  the  trustworthy  application  of  the 
method  of  introsiH^ction  became  for  the  first  time  possible  "  (Wuxdt, 
Pliysiol.  Psy.,  4  ed.,  I  4).  Psychology  to-day  is  a  science  of  experi- 
ment liiul  measurement.  The  time  seems  at  hand  when  applied 
psycliology  should  also  become  an  exact  and  trustworthy  science. 
Pedagogy,  or  the  science  of  education,  is  in  great  extent  based  on 
psychology.  It  will  not,  liowever,  do  to  wait  for  the  crumbs  that 
fall  from  the  psychologist's  table;  he  is  thinking  of  other  matters 
than  practical  applications.  Pedagogy,  mon»over,  has  its  own  pecu- 
liar problems  which  must  be  solved  in  special  ways.  Can  pedagogy 
make  usi*  of  experiments  in  solving  any  of  its  problems  ? 

We  have  chosen  such  a  simple  matter  as  the  drawing  of  a  straight 
line  and  have  tried  to  gain  information  on  the  subject  by  making 
experiments.  The  main  obji'ct  was  to  sec  if  we  could  really  experi- 
ment on  a  pedagogical  subject;  at  the  same  time  we  hoped  to  make 
a  contribution  to  our  knowledge  of  methods  of  drawing.  No  wide 
generalizations  have  been  attempted;  we  have  gathered  a  few  facts 
and    drawn    the    proximate  conclusions    from    them.      We   firmly 
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believe,  however,  that  not  only  can  other  questions  that  arise  in 
regard  to  drawing  be  settled  by  experiments  conducted  in  the  proper 
way,  but  also  that  the  same  method  can  be  extended  with  little 
difficulty  to  innumerable  questions  that  arise  in  education. 

Ten  boys  of  the  upper  grammar  grade  of  the  school  of  Manchester, 
Conn.,  were  chosen  so  as  to  be  of  as  nearly  the  same  age  as  possible, 
the  average  age  being  13  yrs.  3  mos.  They  had  had  some  instruc- 
tion in  drawing  throughout  the  various  grades,  but  not  to  such  an 
extent  as  in  the  city  schools  ;  some  of  them  from  the  country  dis- 
tricts had  had  very  little. 

The  boys  all  sat  at  their  desks  in  just  the  same  positions.  A  sheet 
of  paper  7  in.  long  by  4  in.  wide  was  placed  before  each.  In  the 
middle  of  the  sheet  were  two  dots  100"™'"  apart  lengthwise  of  the 
paper.  At  a  given  signal  each  boy  drew  a  straight  line  between  the 
dots.  Afterwards  a  ruler  was  laid  on  each  sheet  so  that  its  edge 
cut  the  dots.  With  a  pair  of  dividers  the  greatest  deviation  of  the 
line  drawn  from  the  true  straight  line  was  found.  The  dividers 
were  then  applied  to  a  scale  and  the  results  recorded  in  millimeters, 
the  tenths  of  a  millimeter  being  estimated.  The  additional  figure 
was  retained  in  the  averages,  the  last  significant  figure,  however,  is 
tenths  of  a  millimeter. 

The  experiments  were  performed  under  certain  sets  of  conditions. 
In  the  first  sets  the  boys  sat  squarely  in  front  of  the  desk,  holding 
the  pencils  in  the  usual  way  grasped  near  the  middle.  The  line  was 
drawn  with  a  single  movement  of  the  pencil,  without  going  over  it 
a  second  time  or  erasing.  The  first  line  drawn  was  horizontal,  i.  e. 
parallel  to  the  front  surface  of  the  body.  On  the  second  set  of 
papers  the  line  drawn  was  vertical,  the  other  conditions  remaining 
the  same.  In  the  third  set  the  line  was  45°  to  the  right,  in  the 
fourth  46°  to  the  left.     The  positions  of  these  lines  can  be  thus 

shown:  0°  "^T"  270°  |i    45°  ^  325°  >^.     The   arrows  indicate 

the  direction  of  movement  of  the  pencil.  In  calculating  the  devia- 
tions, or  errors,  those  deviations  toward  an  excess  of  the  angle  were 
called  H-,  those  toward  the  primary  position  of  the  line  — ;  in  the 
table  the  corresponding  terms,  over,  under,  to  the  right  and  to  the 
left  are  added.  The  total  error  ^  is  the  difference  between  the 
maximum  -f-  deviation  and  the  maximum  —  deviation,  i.  e.  the 
amount  of  the  +  deviation  added  to  the  amount  of  the  —  deviation. 
It  is  not  the  distance  between  the  extremes  of  tlie  deviations  of  the 
same  line. 
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Id    further  sets  of   experiments   the   poeition  of    the  boya    inu 
ohimged,  the  right  side  being  placed  toward  the  deslc.     Still  other 
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S  1.61  3.86  1.24  0.S1  1.71 


^^Brip''^)*^*^     1.10  0.51 '  1.61  a.S8j0.4a  a.68  1.41  0.M  a.S5|  1.0«!  1.64|  a.7( 


1.00  1.01.2.01  1.42!  0.B5  2.87  1.18  0.8i 


sets  were  the  same  as  the  first  excepting  the  grip,  the  peocil  being 
held  near  the  point.  In  tlie  next  seta  the  pencil  was  held  far  from 
the  point,  otherwise  the  conditions  were  the  same  as  in  the  first  set. 
In  the  next  three  sets  the  lines  were  drawn  by  progressive  move- 
ments instead  of  a  steady  movement.  Two  inclinations  were  chosen, 
0°  and  45°.  ITie  first  set  was  done  witli  the  middle  grip  of  the 
pencil,  the  second  with  the  near  gri)>,  the  third  with  the  far  grip. 

Some  experiments  were  tried  with  other  positions  than  those  of 
facing  and  riglit  side,  but  the  positions  were  so  awkward  that  no 
results  worth  tabulating  were  obtained. 

From  the  renults  given  in  the  table  we  can  draw  a  number  of  con- 
clusiuiis.  The  fauiiig  positiun  in  niore  favorable  for  horizontal 
{1.96)  and  vertical  lines  (1.75)  than  it  is  for  inclined  lines  (2.36,  3.52). 
The  right-Nide  position  is  also  more  favorable  for  horizontal  (1.61) 
and  vertical  (2.35)  than  for  45°  (2.65)  and  iMo"  (2.70).  This  is  what 
we  might  ex]iect  as  a  result  of  Listing's  law  according  to  which  the 
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eye  moves  more  easily  upward,  downward,  right  and  left  (i.  e.  ver- 
tically and  horizontally),  than  in  intermediate  positions. 

In  drawing  horizontal  lines  and  325**  lines  the  right-side  position 
is  more  favorable  than  the  facing  position;  for  the  others  facing  is 
preferable.     This  is  perhaps  to  be  explained  by  the  fact  that  the 
fore  arm  swings  around  the  elbow  in  a  curve  which  in  order  to  pro- 
duce a  straight  line  must  be  compensated  by  a  backward  and  for- 
ward  movement  of  the  upper  arm  around  the   shoulder.      In  the 
facing  position  with  the  paper  directly  in  front  the  fore  arm  touches 
the  body  at  the  start  and  the  hand  is  bent  at  the  wrist.     As  the  arm 
moves,  it  becomes  freer  and  a  more  natural  position  is  assumed. 
This  change  in  the  manner  of  carrying  the  arm  would  tend  to  intro- 
duce uncertainty  into  its  movements.     With  the  arm  raised  upon  the 
desk  in  the  right-side  position  it  is  brought  clear  of  the  body,  and 
the  line  can  be  executed  in  one  sweep.     In  drawing  the  45°  line  the 
arm  is  just  as  free  in  the  facing  as  in  the  right-side  position  and  we 
find  little  difference  in  the  results.     In  drawing  the  vertical  line  we 
would  naturally  expect  much  greater  accuracy  when  the  motion  is  a 
simple   forward   or  backward  movement   of   the   arm    around   the 
Rhoulder,  as  in  the  facing  position,  than  when  the  arm  has  to  undergo 
complicated  adjustment  with  the  elbow  raised.     Why  there  should 
be  a  difference  vnth  the  325°  line  it  seems  impossible  to  say.     Both 
positions,  facing  and  right  side,  are  on  the  whole  equally  favorable 
for  accuracy,  as  can  be  seen  by  taking  the  average  of  the  total  errors, 
2y  2.40  for  facing,  2.33  for  right-side. 

Holding  the  pencil  far  from  the  point  is  in  general  the  most  accu- 
rate method  (average  of  2;  2.09);  near  the  point  is  as  accurate  as 
the   middle  grip   (2.40).     With  the  pencil  far  from  the  point  the 
line  is  drawn  with  a  smaller  movement  of  the  hand,  which  would 
^ve  a  better  result  than  a  larger  movement  requiring  adjustments 
from  elbow  and  shoulder.     For  horizontal  lines  the  far  grip  is  the 
most  accurate  (1.65  against  1.96,  1.99);  for  45°  the  same  is  true  (1.97 
against  2.36,  2.82);  for  vertical  lines  the  middle   and  the  far  grip» 
are  the  same  (1.75,  1.77),  the  near  grip  is  unfavoral>U'  (2.03);   fo 
the  325Mine  the  near  grip  is  the  best  (l>.51).    thf    far   j^rip  is  ii»x 
(2.97),  the  middle  grip  is  very  uiifavorahle   (.^'>J).      '^'*^»*^  iZ uuuA 
line  forms  an  exception  to  the  a(lvaiita<,a*s  of  thi'  **^'*  tf '"'P  *"** 
less  regular  than  the  others,  is  evidentlv   coniu*^^*^^**'  ^* 
ward  contraction  of  tlie  timbers  in  this  direction  , 

T  •  !•  ■  1  -^lllV     on     0*    ainl        I    ' 

In  profifressive  hnes  experiments   were  ina<l<-'    oin.y  ^ 

*•  *!•   hoth  )ioii/«»ii'i 
With  the  middle  grip  the  result  is  less  aeeiinite    tor   ^ 
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(2.18  against  1.96)  and  inclined  lines  (2.41  against  2.36)  than  for 
steady  lines.  With  the  near  grip  it  is  less  accurate  for  horizontal 
(2.12  against  1.99)  hut  more  accurate  for  inclined  lines  (2.10  against 
2.82).  With  the  far  grip  it  is  much  less  accurate  for  hoth  (2.55 
against  1.65;  2.23  against  1.97).  In  general  we  would  expect  a  pro- 
gressive line  produced  hy  complicated  movements  to  he  less  accurate 
than  a  steady  line.  This  is  the  case  except  in  the  inclined  line  with 
near  grip ;  for  this  exception  we  are  unahle  to  find  any  reason. 

When  we  compare  the  two  kinds  of  errors  -f  and  —•  we  find  that 
for  0°  they  are  in  general  equal  (I. GO  to  1.01).  In  the  facing  posi- 
tion with  the  steady  line  the  —  error  is  larger,  the  4-  errors  being 
0.86,0.56,  0.53,  the  —  errors  being  1.10,  1.43,  1.12.  With  the  pro- 
gressive line  the  reverse  is  the  case  :  4-  errors  1.24,  1.38,  1.40;  — 
errors  0.94,  0.79,  1.15.  In  general  the  facing  position  gives  a  ten- 
dency to  —  errore,  the  right-side  position  to  4-  errors. 

With  the  45°  lines  the  general  tendency  is  to  -f  errors  (1.42 
against  0.95).  This  is  to  be  expected  as  the  45®  line  is  an  arc  drawn 
by  the  forearm  with  a  correction  introduced  by  the  upper  arm ; 
when  we  try  to  draw  two  arcs  of  a  circle  instead  of  the  straight  line 

we  generally  make  the     /y«       arc  too  curved  and  the   ^y*       too 

flat.  With  progressive  lines  the  tendency  is  for  some  reason  just 
the  reverse  but  is  in  general  much  less.  In  the  right-side  position 
there  is  an  overwhelming  tendency  to  -f  errors  (2.22  against  0.43). 

With  the  270°  lines  the  general  tendency  is  to  +  errors.  The 
middle  grip  and  the  far  grip  give  +  errors,  the  near  grip  —  errors. 

With  the  325°  lines  the  —  errors  predominate  in  almost  every 
case. 

It  is  interesting  to  note  which  inclinations  give  on  the  whole  the 
most  accurate  lines.  By  comparing  the  values  for  ^  we  find  that 
the  most  accuratelv  drawn  line  is  the  270°  or  downward  vertical  line 
and  the  least  accuratelv  drawn  the  325°  or  left  inclined  line. 

ft- 

The  reasons  for  many  of  these  facts  are  still  greatly  matters  of 
conjecture  to  be  settled  only  by  careful  investigation  of  the  action 
of  the  separate  muscles  of  the  arm  and  eye  in  each  case. 
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In  startiDg  the  Yale  laboratory  it  was  deemed  best  to  provide 
ample  facilities  for  the  repair  and  construction  of  apparatus  by 
establishing  a  serviceable  workshop-equipment.  In  addition  to  the 
large  amount  of  work  done  for  the  investigators  of  special  problems, 
several  pieces  of  apparatus  of  general  use  were  invented  and  manu- 
factured. Some  of  these,  the  multiple  key  (first  model),  the  reaction- 
key  and  the  switch-board  have  been  described  in  the  preceding 
pages.  There  are,  however,  three  others  that  are  deserving  of 
mention. 

In  the  first  model  of  the  multiple  key,  the  two  levers  were  hung 
on  different  axles;  consequently  the  arcs  described  by  the  contact- 
points  were  not  concentric.  For  most  purposes  this  made  little  or  no 
difference.  For  two  of  the  numerous  uses  of  the  key  it  appeared 
quite  desirable  to  avoid  this  difference  of  centers.  In  the  first  place 
it  is  geometrically  evident  that  in  using  the  contact  E-U  (fig.  1 1 ) 
the  upper  point  will  slide  sideways  slightly  as  the  key  is  depressed. 
This  makes  slight  variations  in  the  resistance  to  the  current  passing 
through  the  points.  These  variations  are  not  noticeable  except  in  a 
telephone-circuit ;  there  the  result  is  to  produce  a  grating  noise  in 
addition  to  the  tone  or  noise  sent  through  the  telephone.  The  other 
objection  is  a  somewhat  similar  one  in  regard  to  the  contact  D-S-T. 
The  point  T  slides  along  the  spring  S  and  causes  variations  m  the 
strength  of  the  current. 

To  remove  these  objections  a  new  key  was   built  in  which  the 
lower  lever  works  around  the  same  axis  as  the  upper  one  so  that 
any  point  of  the  upper  lever  striking  the   lower  one  will  always 
touch  it  at  the  same  place,  no  matter  how  far  it  iB  moved. 

The  new  key  is  shown  in  fig.  31.     The  lower  lever  has  two  projcH.t. 
ing  arms  that  are  hung  on  the  axle  of  the  upper  lever.         leie  is  „,^ 
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The  TiUl  point  in  the  construction  of  the  key  is  the  concentricity 
of  the  levere.  In  the  one  already  made  for  Clark  University  this 
has  been  carried  out  so  well  that  both  sets  of  contacts  7-8  and  3-4 


can  be  adjusted  to  strike  at  the  same  time  and  maintain  their  con- 
tact through  an  arc  of  10°.  The  rubbing  of  the  upper  contact 
against  the  lower  one,  as  tested  by  the  telephone,  has  been  totally 
eliminated  for  7-8  throughout  the  arc  and  for  3-4  throughout  a 
somewhat  smaller  one. 

Another  piece  of  apparatus  constructed  is  a  pendulum-contact. 

Those  who  have  used  mercury  contacts  for  clock -pendul urns  well 
know  the  continual  trouble  that  they  give  when  placed  in  the  center 
of  the  arc  of  swing  at  the  extremity  of  the  pendulum.  Relief  has 
been  sought  by  resorting  to  platinum  contacts  made  when  the  pen- 
dulum is  at  the  extremes  of  its  arc.  The  sources  of  error  in  this 
method  have  made  it  almost  inapplicable  in  scientific  work. 

After  wasting  considerable  time  and  money  in  these  two  ways,  a 
contact-apparatus  wan  invented  which  made  platinum  contact  in  the 
middle  of  the  arc  of  swing.  In  this  way  the  advantages  of  solid 
contact  and  mid-arc  contact  were  gained  together. 

This  clock-contact  is  shown  in  H^.  3'i.  The  support  A  carries  the 
horizontal  metal  piece  B  with  the  binding-post  C.  The  rubber  block 
D,  fastened  to  B,  carries  the  metal  arm  E,  which  by  means  of  its 
axle  is  in  contact  with  the  binding-post  F.  At  the  end  of  E  there 
is  a  platinum  point  G  which  rests  on  another  platinum  point  at  the 
end  of  the  screw  IT.  This  instrument  is  placed  on  the  floor  of  the 
clock  just  far  enough  in  front  to  clear  the  pendulum.  A  fine  wire  I 
ia  run  from  the  arm  E  to  a  pin  on  the  pendulumarm  J.  If  II  is 
adjusted  so  that  the  platinum  points  just  touch  when  the  pendulum 
is  at  rest,  any  movement  will  break  the  circuit.  When  the  pendu- 
lum  is  swinging,  contact  is  maile  only  at  the  lowest  point  of  the  ate. 
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Owing  to  the  light  weight  of  the  parts  and  the  smallness  of  the 
movement,  the  friction  is  exceedingly  small. 


Fig.  32. 

The  third  instrument  to  be  described  is  a  new  chronograph.  The 
electric  dram  mentioned  by  Bliss  on  p.  9  was  a  temporary  arrange- 
ment which  did  such  excellent  service  that  the  construction  of  a 
thoroughly  durable  apparatus  was  decided  upon. 

The  drums  used  for  physiological  work,  such  as  the  Baltzar 
kymograph,  are  made  to  run  at  slow  rates  of  speed.  Those  used  for 
physical  purposes,  such  as  the  Konig  drum,  are  not  made  for  con- 
tinuous running.  For  psychological  work  there  is  need  of  a  vrry 
rapid  drum  running  continuously  as  long  as  desired.  In  the  WiNnr' 
chronograph  a  high  rate  of  speed  is  obtained  l>y  using  clockwork  us 
the  motor  power.  Such  an  arran<rement  is  very  expensiv<j  an. I  is 
unsatisfactory  in  several  ways. 

The  drum  shown  in  ^g.  33  is  either  a  hand-drum  or  an  .l.nii,., 
drum.  The  cast-iron  base  is  supported  on  three  fixed  an. I  ,,,|,. 
adjustable  leg.     The  drum  itself  runs  on    hardened   ste^I    orntir^ 

>  Phya.  Psych.  3  ed.  II  279. 
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held  by  two  uprights  bolted  to  the  base.  When  the  drum  is  to  be 
turned  by  hand,  a  large  wheel  is  placed  on  the  axle  as  shown  in  the 
figure.     With  this  weight  the  drum  will  run  several  minutes  with 


Fig.  38. 

one  impulse  of  the  hand.  When  an  electric  motor  is  to  be  used,  the 
wheel  is  removed  and  a  pulley  is  placed  on  the  axle.  The  motor 
is  fastened  to  the  base  by  a  slide  and  bolt. 

The  carriage  for  the  time-marker  is  mounted  on  rails  planed  like 
those  of  a  lathe-rest.  Rigidity  is  attained  by  the  conical  support 
for  the  rod. 
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suiting  value  P  can  be  determined  in  each  case  with  an  approxima- 
tion so  close  that  it  can  be  regarded,  comparatively,  as  the  true 
value.  The  scale-readings  for  a  set  of  results  can  then  be  compared 
with  the  "  true  "  values.     Thus  a  series  of  differences 

are  obtained,  which  can  be  called  the  errors  of  scale. 

The  real  values  of  the  measurements  are  thus  distributed  over  a 
region  P^*)— P<»)  for  which  one  value  P.  is  read  as  a  representa* 
tive.  It  thus  becomes  a  question  how  well  P»  represents  the  true 
values. 

The  influences  that  affect  the  error  of  scale,  whereby  the  actual 
reading  may  be  too  great  or  too  small,  may  be  said  to  be  of  two 
kinds  :  1.  instrumental,  2.  psychological. 

An  example  of  the  former  may  be  seen  in  all  instruments  in  which 
the  reading  depends  on  a  bar  dropped  into  the  teeth  of  a  rack,  as  in 
the  Hipp  chronoscope.  If  the  edges  of  the  bar  and  of  the  teeth 
were  infinitely  sharp,  the  bar  would  (other  sources  of  error  supposed 
absent)  drop  and  slide  down  just  as  often  on  one  side  of  a  tooth  as 
the  other.  If,  however,  the  edges  are  rounded,  as  they  must  eventu- 
ally become  by  wear,  the  inertia  of  the  body  in  motion,  whether  the 
bar  or  the  rack,  will  carry  the  bar  constantly  to  one  side  whenever 
it  strikes  on  the  rounded  edge.  Thus  in  the  Hipp  chronoscope  the 
readings  are  all  slightly  too  large.  A  reading  of  mP  is  supposed  to 
represent  all  values  between  {m'\-^Y  and  {m—^Y  whereas  in  an  old 
instrument  mP  may  be  the  reading  possibly  for  {m-^-^y  to  (m— f)*'. 

An  example  of  the  latter  is  found  in  the  familiar  case  of  reading 
in  tenths  of  the  index-unit  on  a  graduated  scale,  as  in  getting  thou- 
sandths of  a  second  from  a  tuning-fork  curve  in  hundredths.  A 
large  portion  of  the  work  on  the  least  perceptible  difference  might 
be  used  to  determine  the  law  of  frequency  for  the  eiTor  of  scale. 

r               r 
The  assumption  of  equal  probability  for  an  error  of  -f  -   and 

is  not  strictly  correct,  as  the   law  of  probability  followed  by  the 
measurements  in  general  will  be  followed  here  also.     It  has  beea 
proven,  however,  that  the  error  introduced  by  the  assumption  is  of" 
the  second  order  of  smallness  as  compared  with  the  error  of  scale.' 
2.  Errors  of  ohservaiion.     In  making  measurements  the  error  o 

^  Lehmaxn-Filh^s,  Vther  Au^gleichung  ahgeruyideter  Beohachtungen^  Astr.  Nachr.. 
1889  CXX305. 

PizzETTi,  Sur  la  theorie  des  observations  arrondies,  Astr.  Nachr,  1890  CXXIV  33. 
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These  limitations  are  still  indefinite.  As  the  age  may  range  over 
12  months  and  the  constituency  of  the  company  might  change,  let 
the  measurement  be  limited  to  a  given  individual,  and  let  10  meas* 
urements  be  made  in  the  manner  prescribed.  The  results  will  depend 
on  the  altitude  and  inclination  of  the  head.  Even  if  these  be  defined 
as  the  extreme  height  while  standing  on  the  heels,  the  individual 
will,  owing  to  practice  and  to  fatigue,  never  stand  twice  alike.  Let 
the  required  height  be  the  maximum  attainable  under  any  conditions ; 
the  results  will  vary  unless  the  occasion  be  fixed  at  a  given  time. 
Although  the  subject  has  never  been  investigated,  the  varying  atmos- 
pheric conditions  during  the  day  undoubtedly  affect  the  activity  of 
the  nervous  system  and  thus  the  tension  of  the  muscles  maintain- 
ing the  upright  position.  £ven  when  limited  to  a  definite  occasion 
the  results  will  vary  unless  the  pressure  of  the  point  on  the  skin  be 
defined.  Here,  however,  the  limits  of  accuracy  of  the  proposed 
method  of  observation  will  be  reached  ;  there  will  probably  be  no 
changes  comparable  to  the  inaccuracy  of  the  observer's  eye  in  ad- 
justing the  point.  A  finer  method  with  multiplying  levers  and  air- 
transmission  by  Maret  capsules  will  reveal  continual,  though  minute, 
fluctuations.  The  error  of  definition  could  in  this  manner  be  reduced 
probably  to  0.0001"^  by  taking  the  height  thus  indicated  at  a  given 
instant.  With  still  finer  methods  familiar  to  physicists  the  instant 
of  time  would  necessarily  be  more  closely  defined.  Enough,  how- 
ever, has  been  said  to  show  that  owing  to  the  impossibility  of  defin- 
ing with  infinite  accuracy  the  quantity  measured,  the  true  value  of 
the  quantity  is  to  be  considered  as  that  which  is  obtained  with  an 
accuracy  sufficient  for  the  purpose  in  hand  ;  whether  it  be  a  general 
figure  by  which  to  compare  the  American  with  the  French  soldier, 
by  which  to  compare  those  from  the  different  states,  by  which  to 
designate  a  particular  individual,  or  by  which  to  determine  the  indi- 
vidual's change  at  each  instant. 

Let  it  be  required  to  determine  the  reaction-time  of  a  given  indi- 
vidual on  a  given  occasion  to  a  given  stimulus  of  a  given  intensity. 
Let  the  external  conditions  be  further  defined  by  perfect  quietness 
and  perfect  darkness  ;  let  the  air-supply  be  of  a  given  quality,  the 
pulse-rate  of  a  given  frequency,  etc.  Let  the  method  of  recording 
be  accurate  to  1^,  i.  e.  the  error  of  observation  shall  be  less  than  that 
amount.  Even  under  these  circumstances  the  results  will  vary  owing 
to  the  continually  changing  subjective  conditions  of  attention, 
fatigue,  etc.,  which  are  still  beyond  control.  It  is  only  in  excep- 
tional cases  that  the  disagreement  can  be  reduced  below  an  average 
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Representative  values. 

Owing  to  the  various  sources  of  error  the  measurements  x^y 
^s)  •  •  •>  ^n  ^^1^  generally  disagree.  The  disagreeing  results  of 
the  measurements,  regarded  in  themselves,  are  actual  concrete 
matters  of  fact.  For  practical  reasons  these  values  are  replaced  by 
one  value  deduced  from  them  on  some  given  principle.  The  proper 
selection  of  the  representative  value  requires  a  clear  conception  of 
the  purpose  for  which  it  is  to  be  used  and  of  the  method  of  deduc- 
tion. 

It  is  sometimes  desirable  to  choose  an  extreme  value  to  represent 
the  actual  ones,  e.  g.  the  highest  mast  to  be  allowed  for  in  building 
a  bridge,  the  smallest  difference  that  might  be  noticed,  the  largest 
variation  for  a  given  degree  of  probability;  but  for  the  purpose  here 
under  consideration  some  mean  value  is  desired  and  to  this  the  dis- 
cussion will  be  confined. 

Proposed  means. 

Means  have  been  proposed  on  four  principles:  1.  on  consideration 
of  the  properties  of  a  geometrical  or  mateiial  figure  employed  in 
representing  the  results  and  their  probabilities;  2.  on  the  principles 
of  probability  a  priori;  3.  on  the  possible  ways  of  practically 
calculating  means  ;  4.  on  certain  relations  of  the  powers  of  the 
variations. 

1.  General  analytical  or  geometrical  deduction.  If  we  denote  the 
number  of  occurrences  of  the  result  x^  by  Wi,  where  A;=  I,  2,  .  .  .,  n, 
then  the  quotients 


m, 

«i. 

r/i. 

m' 

7n'     • 

m 

where  m  z=  m^  -{-  m^  -{-  ,  .  .  4-wj^,  will  denote  the  relative  fre- 
queneies  of  a;,,  .t„  .  .  .,  cc,  respectively.  These  frequencies  stand 
in  the  relation 


m^im^:  .     .     .:  m„. 


When  the  individuals  are  taken  at  random,  as  m  is  made  greater, 
the  quotients  tend  toward  definite  limits, 

known  as  the  probabilities  of  ar,,  «„  .    .  .,  jc,  respectively. 

a.  Selection  on  the  basts  of  y  =zil>{x).     Let  the  given  values  be 
laid  off  on  the  axis  of  A"  (fig.  2)  and  the  ordinates  y„  y„  .     .     .,  y„ 
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The  yalae  of  mean  area  sb^  is  the  abscissa  whose  ordinate  divides 
the  area  of  the  curve  into  two  equal  parts,  and  is  fonnd  from 

J^{x)dx  =  J^(x)dx  =  i  TF  =  f  (6) 

Xi  Xm 

This  value  of  mean  area  was  called  by  Laplace*  the  value  of  middle 
probability.  For  the  sake  of  brevity  the  name  can  be  shortened 
into  "  middle  value." 

The  probabilities  <^(a;J,  ^{^9)7  •  •  •>  <^(^«)  can  be  regarded  as 
parallel  forces  acting  on  the  points  x^^  a;,,  .  .  .,  a?«  of  a  straight 
line.     The  centroid  or  mean  center  will  be  at 

If  tl>{x^)f  <^(a?,)9  .  •  •>  <^(^«)  be  regarded  as  masses  at  the  points 
of  a  straight  line,  the  position  of  the  center  of  gravity  will  be 
expressed  by  the  same  equation. 

For  continuous  values, 

Xn 

/xtl>{x)dx 

Xi 

x,=. ;  (1) 


tl>{x)dx 


Xi 

or,  on  account  of  (2)  and  (4), 


/^ 


Xn 


x.=  /xtl>{x)dx.  (8) 


Xi 

This  equation  also  represents  the  abscissa  of  the  center  of  gravity 
of  an  area  of  uniform  density  bounded  by  the  axis  of  JT  and  the 
curve  y  =  ^(a). 

These  values  are  represented  in  fig.  2.  The  highest  point  of  the 
curve  is  at  A ;  its  ordinate  is  3?^.  The  ordinate  m,  x^  divides  the 
area  of  the  curve  into  halves.  The  mean  center  or  center  of  gravity 
is  on  ( ;  its  abscissa  is  Xc. 

b.  Select  ion  on  the  ba^is  of  Y=/il>{x)dx.  Starting  with  as,  on  the 
axis  of  A",  erect  the  ordinate  l\=(l>(x^).    At  «=a;„  erect  r^=^(afj)  4- 


'  Laplace,  Mimoire  sur  la  probahilifi  des  causeA  par  les  ivenementSy  M^m.  de  math, 
et  de  phys.  par  divers  savans,  Acad.  Paris,  1774  VI  621  (636). 
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^(a!,);  sXxtf(k=zly%^  .  .  .,  n)  erect  ri=«^(aj,)  +  «^(aj,)+  .  .  .  + 
^{xi).  The  anit  of  abscissa  is  here,  as  before,  dx^  and  just  as  in  the 
previoas  case,  these  values  can  be  transformed  into  continuous  ones. 
Thus 


Xk 


\^f4,{x)dx. 


(9) 


Xx 


This  is  the  integral  curve  for  y=«^(a),  and  may  be  plotted  or  drawn 
directly  from  it.' 


-*!£       -*»•     ^a 


Fio.  8. 

The  difference  between  the  ordinates  at  the  beginning  and  end  of 
the  curve  will  correspond  to  the  total  area  of  the  frequency  curve. 
Thus 

Xn 


r.-  Y^=:^f<l>{x)dx=  TF=1. 


Xi 

The  value  x^  whose  ordinate  Y^  is  halfway  between   K,  and  Y^  is 
determined  by 

r.-  Y^=  r--  r. 

or 

Xm  Xn 


J^{x)dx=Jil>{x)dx=i  W=h 


(10) 


This  value  x^  is  evidently  the  value  of  middle  probability  noted 
above. 


*  AbdanK-Abakanowicz,   Les  integraphes^  la  courbe  hitegrale   et  ses  applications^ 
Paris  18S6. 
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The  over-qaartile  x^  and  the  under-quartile  a?«  are  determined  by 

The  OGtiles  are  determined  by 

a;,=/(*l--g^=i^) ,     (A=l,2,  .    .    .,8), 

These  may  be  used  as  characteristic  valaes  to  indicate  the  form  of 
the  curve.* 

The  percentiles 

'''=f(^-^\^^-)'     (<'=!.  2,  .     .     .,  100) 

have  formed  the  basis  of  the  method  of  percentile  grades.'     In  prac- 
tice the  percentiles  generally  become  vigintiles  or  deciles. 

Galton,  who  first  introduced  the  practical  use  of  this  method  of 
considering  measurements,  treats  them  in  a  way  which,  mathemat- 
ically stated,  is  as  follows.  With  any  arbitrary  unit  on  the  axis  of 
JT,  erect  in  succession  the  ordinates 

extending  the  processes  till  the  value  x^  has  been  used  as  many  times 
as  it  occurs  in  the  set  of  results.     Likewise  let 

where  x^  has  occurred  m'^  times.     Repeating  this  process  we  have 


• 


^  Galton,  Hereditary  Genius,  33,  London  1870. 

Galton,  Statistics  by  intercomparison.  Phil.  Mag.,  1875  (4)  XLIX  33. 

Galton,  Inquiries  into  Human  Faculty,  51,  New  York  1883. 

McAlister,   T?ie  law  of  the  geometric  mean,  Proc  Royal  See.  London,  1879  XXIX 
367  (374). 

Edoeworth,  Problems  in  probabilities,  Phil.  Mag.,  1886  (5)  XXII  371  (374). 
*  Galton,  Natural  Inlieritance,  London  1889.    (I  liave  not  seen  this  work.) 

BowDiTCH,  Physique  of  women  in  Massacfiusetts,  XXL  Ann.  Rept  Mass.  State  Board 
of  Health,  285,  Boston  1890. 

BowDiTCH,  Growth  of  children,  XXII.  Ann.  Rept.  Mass.  State  Board  of  Health,  479, 
Boston  1891. 

Seayer,  Manual  of  Anthropometry,  1.  chart  New  Haven  1890. 

Geissler,    Ueber  die    Vorteile  der  Beiechnung  nach  perzentilen  Graden,  Allg.  etat. 
Arch.,  1891-1892  452. 
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Thus  in  general   J"^^  is  the  ordinate  for 

'X^^=J|^'m,    (A;=l,  2,  .     .     .,  Vi). 

By  considering  the  whole  interval  covered  by  Xto  be  m=:m'-^m''  + 

.     .     .   +m„  with  the  sub-intervals  — ,  — ,  .     .     .,  — *  we  have  for 

m'  m  m 


any  point  JTt 


m-i 


For  continuous  values  this  evidently  becomes  of  the  same  form  as 
(9)  and  would  become  exactly  the  same  if  the  y-axis  had  been 
used  in  place  of  the  JT-axis.  Galton's  elementary  illustration*  of 
a  group  of  men  placed  side  by  side  in  order  of  size  with  a  curve 
just  touching  the  tops  of  their  heads  has  led  to  the  use  of  the  axis 
of  r^for  the  values  of  x^,  a;,,  .  .  ,,  x„.  As  Galton's  method  and 
illustration  have  been  widely  accepted  by  statisticians,  confusion  is 
introduced  by  the  neglect  of  mathematical  conventions.  To  the 
non-mathematical  statistician  it  seems  more  natural  to  erect  height- 
ordinates  vertically  and  to  imagine  a  row  of  men  standing  on  their 
feet.  He  should  remember,  however,  that  in  the  simple  probability 
curve  the  heights  were  laid  off  horizontally  on  the  axis  of  JVand 
that  if  he  wishes  to  have  the  height-ordinates  vertical  they  must  in 
both  cases  be  laid  off  on  the  axis  of  Y,  Galton's  "  ogive "  curve 
is  obtained  by  tracing  the  integral  curve  on  tissue-paper,  look- 
ing at  it  from  the  back  of  the  paper  and  turning  it  through  90°. 
But  if  this  is  done,  the  simple  probability-curve  must  be  treated  in 
the  same  way.  In  respect  to  the  proper  choice  of  axes  Seavkr's 
table,  for  example,  is  correct,  Bowditch's  tables  and  curves  are  not. 

2.  The  most  probable  value.  If  x  be  taken  to  represent  a  set  of 
values  a?,,  a;,,  .  .  .,  a^,  the  differences  a*— a^,  {k=l,  2,  .  .  .,  n), 
can  be  considered  as  errors  or  detriments.* 

The  antecedent  probability  of  any  set  of  errors  is  proportional  to 


»  Galton,  Statistics  by  intercomparison,  PhU.  Mag.,  1875  (4)  XLIX  33. 
•  Gauss,  Theoria  combinationis  obsorvationum,  I,  6. 


\ 
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That  value  of  Xj,  which  renders  this  product  a  maximum  is  a  priori 
the  most  probable  value.    This  requires  that 

•     •     •   ^4>(x,^x,)       d{x,)     ' 

ft 

which  is  the  equation  of  condition  for  the  determination  of  x^^ 

This  equation  is  used  in  two  ways  :  1.  to  determine  the  law  of 
probability  required  for  an  assumed  most  probable  value  ;  2.  to  de- 
termine the  most  probable  value  for  an  assumed  law  of  probability. 
In  either  case  an  arbitrary  assumption  must  be  made,  as  Gauss 
clearly  recognized.'  If  the  average  be  assumed  as  the  most  proba* 
ble  value,  then,  with  the  usual  additional  assumptions, 

*(«)  =  ;^«  (11) 

where  Vissa;*  — ^,    (A;z=l,  2,  .     .     .,  n) 

2a; 
and  A^ — . 

n 

If  another  mean,  e.  g.  the  median  or  the  geometric  mean,  be  assumed 

as  the  most  probable  value,  the  law  of  frequency  takes  a  different 

form. 

It  has  been  customary  to  regard  the  assumption  of  the  arithmetical 
mean  and  the  exponential  law  of  error  therefrom  deduced,  as  practi- 
cally verified,  although  theoretically  not  correct.* 

Since  the  fundamental  supposition  of  symmetry  of  the  probability- 
curve  is  quite  unjustifiable  for  psychological  measurements,  and  since 
the  theory  of  means  has  been  treated  by  Gauss  independently  of  any 
definite  law  of  error,  it  is  justifiable  to  omit  all  further  consideration 
of  this  treatment  of  the  most  probable  value,  although  Gauss's 
earlier  treatment  is  followed  by  most  of  the  text-books  on  the  ad- 
justment of  measurements.^ 


^  Gauss,  Theoria  motus  corp.  coel.,  11,  3,  177. 

*  Gauss,  Theoria  motus  corp.  coel.,  H,  3,  177. 

Gauss,  Anzeige,  Gott.  gel.  Anz.,  1821  Feb.  26;  Werke,  IV  98. 
'  Bertrand,  Calcul  des  probabilites,  183,  Paris  1889. 

*  Encke,  Ueher  d.  Methode  d.  kleinsten  Quadrate^  Berliner  Astr.  Jahrb.,  1834  249. 
CiiAUVENET,  Manual  of  Spherical  and  Practical  Astronomy.  469,  Phila.,  1864. 
Helmert,  Die  Ausgleichungsrechnung,  Leipzig  1872. 

Meyer,  Vorlesungon  ii.  Wahrscheinlichkcitarechnung,  243,  Leipzig  1879. 

Merrimak,  Method  of  Least  Scjuares,  New  York  1894. 

Weinstein,  Handbuch  der  physikal.  Maassbestimmungen,  I  54,  Berlin  1886. 
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8.   Algebraic  selection.    Means  can  be  classed  according  to  the 
way  in  which  they  are  computed. 
a.    Combinatory  means.^     These  are 


FSx)^\/ 


n 


«v  '  n(w— I) 


^  ^  n(;i— 1)  .     .     .  (n—r) 


X 

P 


Of  these  means  only  two  have  come  into  use,  namely,  the  arith- 
metic mean 


and  the  geometric  mean 


b.  Power  means.    These  are 


I  SoBBlBHSB,  UtibtT  MiUdwerthe,  Ber.  d.  math.-phy8.  CI.  d.    konig.  siichs.  Gcs.  d. 
Wi88.,  1873  XXV  662. 

FaoHHKB,  Utber  d.  Autgangawerth  d.  kl.  Abweichungasumme,  Abhandl.  d.  math.- 
phys.  CL  d.  k6nig.  sachs.  Ges.  d.  VTiss.,  1878  XI  I(7«). 
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By  analogy  we  might  pat 

i>.(«)=r  —  > 

but  since  «*=  I,  then  jt>o(«)= V  1  =  1^=1  °° ,  which  represents  an  inde- 
terminate quantity*  between  0  and  qo  .     This  can  be  taken  to  express 
the  fact  that  the  median  Mz=ip^{x)  is  not  dependent  on  the  numerical 
values  of  aj^  x^^  .     .     .,  jb,. 
The  value 

is  the  arithmetic  mean.     When  x  represents  the  errors  from   an 
average,  their  mean 

P.{^)^V  ^ — :^ --"^ 

is  the  mean-square-error  as  used  in  the  method  of  least  squares.     The 
quart ic  mean  pjipc)  has  also  been  used  in  the  calculation  of  precision.' 
4.  Seffiction  to  minimize  a  function  of  the  variations.      Means 
have  been  so  selected  as  to  make 

^(/H)_o 

clB    "  ' 
where 

Vi=Xi^B,         (A:=l,2,  .     .     .,  n). 

Forf{v)='i{v)y  we  have' 

^  Cauchy,  Coure  d'analyse  algebr.,  69,  Paris  1821. 
'  Gauss,  Theoria  combinationis  observationum,  I,  11. 

'  BoscoviCH,  Do  littera  expeditione  ad  dimetiendos  duos  meridian!  gradus,  Romae 
1755.  (I  have  not  seen  this  work.  It  is  described  in  Todhuntbr,  Hist  Theories 
Attract,  I  305,  332,  Lond.  1873.) 

BoscoviCH,  Be  recentissimtis  graduum  dimensionihus,  Philosophia  recentior  a  B. 
Stay,  II  420,  Romae  17 CO.  (I  have  not  seen  this  work.  It  is  described  in  TODiiuN- 
TER,  Hist  Theories  Attract,  1321,  Lond.  1873.) 

Laplace,  Mem.  sur  la  jyrob.,  Mem.  de  math,  et  do  phys.  par  divers  savann,  Acad. 
Pari.s,  1774  VI  621  (635). 

Bernoulli,  Milieu^  Encyclop6die  m^tliodique.  Math.,  II  404,  Paris  1785:  Diet 
encycl.  d.  matli.,  Paris  1789. 

Laplace,  Sur  les  degres  mesures  des  rneridiens,  Hist.  Acad.  Sci.  Paris  1789,  Mem.de 
math.,  18. 

Laplace,  M^nique  celeste.  III  40,  Paris  1804;  Oeuvres,  II  144. 

Laplace,  Theorie  anal,  des  prob.,  Suppl.  2,  §2. 

Feciixer,  Ueber  d.  Ausgangswerth  d.  kl.  Abweidmngssumme^  AbhandL  d.  math..- 
phys.  CI.  d.  konig.  saclis.  Ges.  d.  Wiss ,  1878  XI  1. 

Glaisher,  On  the  laio  of  facility  of  errors  of  observations^  Mem.  Roy.  Astr.  Soc, 
Lond.,  1873  XXXIX  75  (123). 
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dB  ""' 
and 

Foryi(t?)=2t?',  or,  what  amounts  to  the  same  thing,  for 


n 
we  have* 


*  n 


AVEBAOE. 

Average  and  centroid.    The  average  is  defined  as 

A  _  g>  +a;,  +  .     .     .,  +  g. 

n 

If   m^,   m,,   .     •     »f   fn,    denote   the  number  of   times   the   values 
aSj,  x^  .     .     ,,  05,  occur  respectively,  then 

.  _  a;,  +  a;,  +  .     .     .  +  g,      _       rniX^-^-  m^x^+    .     .     .   -fm^ac^ 
~"  n  m,+  w,+  .     .     .   +m, 

—  Smaj 
~"    2m* 

The  average  thus  corresponds  to  the  centroid  of  a  system  of  parallel 
forces. 

If  the  results  are  so  numerous  that  the  values  of  x  can  be  treated 
as  continuous  and  <^(x)dx  can  be  substituted  for  m,  the  average  can 
be  substituted,  with  a  small  error  c,  for  the  abscissa  of  the  centre  of 
gravity.     Thus 


/ 


A  = ±  c, 


/. 


Xn 


which  in  consideration  of  (2)  and  (4)  beoonios 


*  Leobndrr,  Nouv.  methcKles  pour  la  detennination  dcB  orbitcs  des  cfjinnUti*,  VIH, 
Paris  1806.  ; 

MERRiikLLK,  List  of  writin'js  relating  to  the  method  of  least  square,  Tniiis.' Coua. 
Acad,  1877  IV  151. 
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A  =  J  x4i(x)dx  ± 


Xi 

If  <^{x)  is  anknown  and  the  number  of  results  is  large,  the  average 
A  represents  the  centroid-absoissa  x^  with  a  degree  of  certainty  and 
within  limits  determined  by  Poisson/  For  a  large  number  of 
results 

A  =  x   ±  ^,  (12) 


with  a  probability  of 


^(y) 


=  :jv  /-"'ft- 


where  A  is  a  quantity  denved  from  the  means  of  the  first  and  second 
powers  of  the  errors  but  is  not  amenable  to  practical  calculation 
except  for  known  ^{x). 

Various  other  considerations  bearing  on  the  relation  of  the  aver- 
age to  the  centroid  and  to  the  individual  results,'  although  necessary 
to  a  just  appreciation  of  these  relations,  cannot  be  touched  here. 
The  assertion  that  the  use  of  the  average  is  the  mean  supposition  of 
all  possible  suppositious  as  to  the  mode  of  obtaining  value,*  in  addi- 
tion  to  its  questionable  character,^  rests  on  the  assumption  of 
symmetrical  probability  which  cannot  be  admitted  here. 

JPrechion  of  the  average.  The  calculation  of  the  mean  variation, 
the  mean -square-error,  the  probable  error,  the  constant  of  precision, 
etc.,  are  to  be  found  in  the  numerous  works  on  measurement. 
They  generally  start  with  the  assumption  of  a  symmetrical  curve  of 
pri^bability  and  pass  over  assymmetrical  curves  as  being  symmetri- 


*  PoisSi>x,  Rooherclies  siir  l:i  pn>l>jibilite  dos*  juj^Miienia.  ch.  IV,  Paris  183t. 

*  LAGRANiiK.  -Vt^'t,  .<u''  fuU'itt^  de  hi  in^thtMh  df  p'^nd'-f  l<  milUu  entrt  let  rksultaiU 
d^  i^ufifu^^s  oh^''\%uo'r$,  Mu<i.vll  Tiiurinonsia,  1770-1773,  V  ^math.)  167;  Oeovres,  II 
171. 

KxoKK.  Vt^''  d.   .t'fi.viif'j'.y  ti.  WaMrft'htinlic.hkeit^Kechntt^g  auf  Beobachiungent 
Horliuor  A<tr.  Jahrb.  f.  1S&3.  310. 

PizzKrru  .^'t-.j  tt'ni  «;«"•<' -iii.=*ick.^'k»  d^l  /*riVi)»i»  t/W/<i  iNctfia  arittmeticti,  Atti  d.  R. 
Acv^a.  doi  UiKvi.  Rend..  1SS9  yA)  X,  IS6. 
»  Pk  M\^»gax,   (>s  thf  rtrt>T,  *>'  frrv^y  irfwsr"*ra.%o»i,  TraD&  CambL  PhiL  Soc,  X 

^Glusiikr.  <Vt  :\t  kite  ^'  r\wiiity  o/  e"^*rf  y\'ci*fr'^iitio%.  Mem.  Roy.  Astr.  Soc 
Lond..  1S72  XXX-X  75  v<»OV 


error  of  '^p=-  P- 
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cal  curves  with  systematic  errors.  An  elementary  treatment  without 
this  assumption  is  given  by  Bebtrand.* 

Numerical  error  of  the  average.  The  computation  of  the  average 
involves  a  decision  on  the  number  of  decimal  places  to  be  retained 
in  the  observed  values  and  in  the  mean  after  division. 

The  limitation  of  the  number  of  decimal  places  used  in  writing  a 
result  introduces  an  error  into  each  result.  £ach  result  differs  from 
the  truth  by  not  more  than  one  half-unit  in  the  last  place  ;  its 
mean  error  is  ^  of  a  unit  in  the  last  place,  or  0.25j3  where  fi  denotes 
1  unit  in  the  last  place. 

When  n  results  are  added  to  form  an  average,  the  mean  error  of 

the  sum .  will  be   0.25j3\/n.     The  average  itself  will  have  a  mean 
0.25 

Although  this  supposition  is  the  usual  one  for  numerical  work,  it 
is  not  strictly  true.  Such  a  treatment  of  the  mean  error  is  valid 
only  when  the  law  of  frequency  is  expressed  by  (11).  The  error 
thus  introduced  is,  however,  negligible. 

Since  it  is  understood  that  the  last  decimal  place  is  subject  to  a 
mean  error  of  0.25j3,  the  extra  decimals  obtained  in  calculating  the 
average  of  100  results  may  be  retained  to  one  place  beyond  the 
original  results. 

Even  when  the  number  of  results  is  less  than  100,  the  retention  of 
one  place  further  introduces  less  error  than  rounding  off  to  a  places. 
Thus  for  25  results  the  mean  error  of  the  a  place  is  0.05)3,  and  of  the 
a+  1  place  is  O.aOjS'.  If  we  round  off  to  the  a  place  on  a  supposition 
of  a  mean  error  of  0.25)3  in  the  usual  way,  the  uncertainty  of  the  a 
place  is  increased. 

Given  the  set  of  9  values  213,  215,213,  210,  212,  214,  215,210,  212. 
The  mean  njamerical  error  of  each  value  is  0.25j8.  The  mean  error  of 
the  average  will  be 

5:?^=0.08)3,  or  0.83j8'. 
V  9 

The  average  is 

1914 
"9" 


=  212.666 


which  is  subject  to  a  mean  error  of  0.08)3  in  the  first  place  before 
the  point  or  0.8)3'  in  the  first  decimal  place.     If  we  round  off  to  213, 


*  Bbbtbakd,  Calcul  dea  probabilit^s,  ch.  X,  Paris  1889. 
2 
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we  introdace  an  uncertainty  corresponding  to  a  mean  error  of  0.25j8 
in  the  whole  numbers,  whereas  by  retaining  the  6,  the  uncertainty 
corresponds  to  only  0.08)9  in  the  unit-place  or  to  0.8)3'  in  the  first 
decimal  place,  being  a  gain  corresponding  to  0.17)3.  Rounding 
off  to  212.7  adds  an  uncertainty  of  0.25)3'  in  the  first  decimal  place^ 
giving  a  total  of  0.83)3' +  0.25)3^= 1.08)3'  for  that  place  or  0.108)3  for 
unit-place,  being  a  loss  corresponding  to  0.028.  Since  under  any 
circumstances  the  loss  would  have  to  be  0.025)3,  the  writing  of  212.67 
has  practically  no  advantage  over  212.7. 

The  case  is  different  when  the  uncertainty  of  the  values  is  not  due 
simply  to  the  omission  of  decimal  places.  Let  the  measure  of  the 
uncertainty  of  a  value  x  be  denoted  by  ±  Aa;.  Then  the  uncertainty 
of  the  average  of  n  results  will  be  given  by 

±  Aa; 

The  mean  error  is  the  most  convenient  measure  of  uncertainty. 

Under  very  favorable  conditions  the  record  of  the  Hipp  chrono- 
scope*  is  liable  to  a  mean  error  of  Aaj=1.6^.  The  average  of  9 
records  is  reliable  to  0.5^.  To  obtain  a  result  numerically  precise 
to  l'^,  i.  e.  with  a  mean  error  of  0.25^,  it  would  be  necessary  to  have 
36  original  records. 

Thus,  if  a  body,  e.  g.  a  control-hammer,  were  known  to  fall  with 
perfect  constancy,  36  records  with  the  chronoscrope  would  be  re- 
quired to  determine  its  time  of  fall  to  1^. 

Depe?ide7ice  on  characteristic  variations.  The  result  of  a  set  of 
direct  measurements  is  stated  to  be  A±,d^  A±tn  or  A±,r.  The 
quantity  d  is  the  mean  variation  or  mean  error,  m  is  the  mean- 
square-error  and  r  is  the  half  probable  variation  or  probable  error. 
These  characteristic  variations  are  determined  from  the  formulas 

a=  W  r  ("')  t^ __:_  •  +  ('^^«)  (i  ±  _^:!£1\ 

^/n(n—i)  \       '/n—ii 

r=0.674>:^V+"~-+^-7l±  -f  «i-) 
r  n—X  \       Vn— 1/ 

In  these  formulas  the  signs  ±  have  the  meanings  usually  given 
them  in  works  on  adjustment. 


*  KuLPE  and  Kirschmann,  Ein  neuer  Apparat  znm  Controle  zeitmeasender  Instru- 
menu,  Plnl.  Stud.,  1892  VII  145. 
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These  results  indicate  the  range  within  which  any  other  single 
measarement  under  the  same  circumstances  may  be  expected  to  dif- 
fer from  A  with  a  given  degree  of  probability.  Thus,  we  can  wager 
1  to  1  that  a  repetition  of  the  measurement  under  the  same  condi- 
tions will  give  a  result  differing  from  A  by  not  more  than  r. 

In  the  final  statement  of  the  average  it  is  unnecessary  and  mislead- 
ing to  use  more  figures  than  would  be  justified  by  the  characteristic 
variations. 

Thus  if  a  set  of  25  measurements  on  reaction-time  gives  an  average 
of  0.2346  sec.  with  a  probable  error  of  0.012  sec,  the  second  figure, 
3,  of  the  result  is  uncertain  to  the  extent  of  more  than  ±  1  unit.  The 
third  figure,  4,  of  the  result  is  uncertain  to  the  extent  of  ±12  units, 
and  the  last  figure,  6,  to  the  extent  of  ±120  units.  As  figures  when 
rounded-off  are  understood  to  be  uncertain  to  the  extent  of  a  mean 
error  of  ±0.25  unit  in  the  last  place,  the  statement  that  the  result  is 
0.23  sec.  is  somewhat  less  reliable  than  the  figures  themselves  indicate 
and  the  statement  that  the  result  is  0.235  or  0.2346  is  quite  mislead- 
ing. The  usual  method,  whereby  the  average  is  given  to  the  last 
place  justified  by  the  compution,  while  the  amount  of  c?,  m  or  r  is  in- 
dependently stated,  is  justifiable  or  not  according  to  the  purpose  in 
hand.  When  the  purpose  is  simply  the  determination  of  an  average, 
there  can  be  no  ground  for  afiixing  meaningless  decimal  places  ;  the 
average  should  not  be  stated  further  than  the  first  place  rendered 
ingecure  by  the  characteristic  variation. 

Median. 

Median  and  middle  value.  The  median  is  that  value  which  is 
obtained  by  counting  off  an  equal  number  from  each  end  of  the  series 
of  results  arranged  singly  according  to  size.  If  />,,  />„  .  .  .,  />» 
represent  the  relative  frequencies  of  a;,,  «„  .     .     .,  a**,  then 

M  x^ 

2" = 2^- 


X, 


M 


The  values  «„  aj„  .  .  .,  ar,  have  all  an  equal  influence  in  the 
determination  of  ar«.  Each  quantity  x,  is  either  above  or  below  x^  ; 
how  far  above  is  not  regarded.  Those  above  x^  might  be  called  pos- 
itive results  and  those  below  x^  might  be  called  negative.  Thus  we 
might  pat 
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and  r+«=ft 

or  r=«=^. 

The  relation  between  M  and  v^  can  be  determined  bj  Bebnoxtlli's 
theorem.     When  /a  is  large, 

/A 
with  a  probability  of 

7  _ 

P=  -7---  /  6-*  e?«  +  -  ^— -^ 

The  values  of  y  are  to  be  determined  from  the  usaal  table  for 

7 

^      0 

Computation  of  the  median.  The  median  is  defined  as  that  valae 
which  occupies  the  position  given  by 

2  2  • 

in  the  series  of  values  cr^,  pr^,  .  .  .,  ar,  taken  in  order  of  size  from 
the  smallest  to  the  largest  and  from  the  largest  to  the  smallest. 

Let  the  number  of  occurrences  of  each  value  of  x  be  denoted  by 
m^,  mi,,  .  .  .,  7W>.  The  series  of  diflFering  values  a;,,  a;,,  .  .  .,  a;, 
finitely  expressed,  can  be  regarded  as  having  arisen  from  the  seriei 
^ij  ^a»  •  •  •>  ^n  expressed  each  to  an  infinite  number  of  decimals 
by  rounding-off  all  the  decimals  to  the  a  place.  In  the  a  place  the 
set  .r,,  aj„  .  .  .,  aj^  will  all  agree  and  can  be  expressed  by  m.  o^ 
Likewise  we  have  the  sets  rw^  aj^,  .     .     .,  m^  a?,. 

When  these  sets  are  arranged  in  order  of  size 

m^  Xay  m^  aifc,  .     .     .     .,  W/_,  «/_„  mi  «/,  m/+,  a?,+„  .     .     .9  ^r  ^ 
the  set  containing  the  median  will  be  m,  Xi  where 

The  set  containing  the  median  is  not  necessarily  the  middle  set. 
The  median  will  be  one  of  the  mi  values  which  have  been  rounded 
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off  to  the  same  valae  a;^    Each  value  Xi  represents  some  value 
Xi±0,5p  where  fi  indicates  1  unit  of  the  order  a. 
When 
(m.-hm4+  .     .     .   +m,_,)  — (m,^,-hm,^«+  .     .     .   +m,)  =z --c^ 

m 

the  median  value  occupies  a  place  among  the  m;  values  given  by  o 

where 

.  mi—c      mt^c     , 

.     .     .   +m,). 

The  median  is  thus  not  the  middle  value  of  the  group  m,  but  of 
the  group  m,— c. 

If  the  whole  interval  from  which  the  values  of  «/  were  derived  be 
denoted  by  8^  then  the  position  of  M  within  the  interval  8  will  be 
given  by 

2/w, 
If  the  extreme  values  for  Xi  be 

«/=«,— 0.5)3 
a;/'=:aj,-f  0.5)3 

where  )3  is  1  unit  of  the  last  place,  then 

For   the   results  given   on   p.  17,   210   is  the   smallest  value,   210 
the  next,  212  the  next,   etc.     As  there  are   9   values,   the  median 

will  be  the  (  — —  =5  Ith  value  from  the  smallest ;  this  is  213.     The 

largest  value  is  215,  the  next  215,  the  next  214,  etc.     The  5th  from 
the  largest  is  213. 

The  4th  value  from  the  largest  is  also  213^  Thus  aj,=213^,  m/=2, 
c=  + 1  and  )3=  1  ^,    Consequently 

J!f=213''  +  il^=213.25^. 

The  following  example  of  calculating  the  median  is  given  by 
Fbchnee.*  As  a  historical  interest  is  present,  the  rather  naive 
method  of  using  decimals  is  left  untouched. 

"  Take  the  case  where  the  result  runs  as  follows  : 

result        112  3  4  5 


number  of    1  2  5  16  10 

times  it  has  I 
occurred     i 


'  Fechkkb,    tTefter  d.  Ausgaiigswerth  d.  kleimten  AbwfAchungssumme,  Abhandl.   d. 
matlL-phys.  (Ji,  d.  k.  sachs.  Gea.  d.  Wis8.,  1878  XI  1  (19). 
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"  The  total  number  n  is  here  40,  and  the  — 5— •>  i-  ©•  the  20J.  value 

counted  from  either  left  or  right  end  of  the  series  cuts  into  the 
number  16  ;  thus  the  median  is  to  be  sought  by  interpolation  in 
the  series  of  the  16  results  giving  the  value  3,  but  as  the  20th9  not 
as  the  20^th.  The  limits  of  this  series  of  3s  are  2.5  and  3.5.  Count- 
ing from  the  left  side  we  have  1  values  up  to  the  limit  2.5  of  the 
series  and  13  more  are  needed  to  make  the  20th  value  which  falls 
among  the  3s  ;  thus  according  to  the  simplest  principle  of  interpola- 
tion we  have  to  take  from  the  limit  2.5  upward  still  ^=0.8125  of 
this  interval  in  order  to  reach  M,  making  Jf=2.5  + 0.8 125=3.8125. 
Going  from  the  right  hand  end,  we  have  17  values  up  to  the  limit 
3.5  of  the  series,  and  lack  still  3  of  the  20,  which  fall  in  the  series. 
Thus  we  have  to  subtract  from  the  limit  -^=0.1875  of  the  interval 
in  order  to  reach  M,  which  gives  3.5  — 0.1875z=3.3125  as  before.*' 

Numerical  error  of  the  median.     The  mean  numerical  error  of  a 
single  value  being  0.25)3,  that  for  rw;  values  will  be 

0.25^ 
Vmi 

In  the  foregoing  example  where  m,=2,  the  mean  error  of  the  result 
213^  is  0.18)3  and  of  the  extended  result  213.3^  is  1.8)8',  where  p=l^ 
and  )8'=0.1^. 

As  a  slightly  different  example  take  the  values  44,  51,  40,  60,  47, 

49,  47,  45,  48,  50.     The  median  will  be  the  (  -  ^    Uh  or  S^th  value. 

The  fifth  from  the  smallest  is  47  ;  the  fifth  from  the  largest  is  48  ; 

the  5^th  will  lie  between  the  two.     As  there  is  no  reason  to  prefer 

one  extreme  of  the  interval  48—47  to  the  other,  the  simplest  method 

is  to  take  Jir=47.5.     The  numerical  uncertainty  of  48  is  represented 

by  a  mean   error  of  0.25)3 ;  that  of  47,  derived  from  two  results  by 

0.25)3 

— ; — -=0.18)3.     The  mean  error  of  their  sum  will  be 

V  2 


V(0.25)'  +  (0.18)'')3=0.31)3; 

0.31)3 
and  of  their  average  -——=0.16)3. 

The  numerical  mean  error  for  the  median  in  this  example  is  thus 
0.16)3  for  the  unit-place. 

The  decimal  place,  already  uncertain  by  a  mean  error  of  0.25)3', 
becomes  uncertain  to  the  extent  of  a  mean  error  of  1.85/}'.  Although 
47.5  is  less  uncertain  than  47  or  48,  it  has  nevertheless  quite  a  nu- 
merical uncertainty. 
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The  namerical  uncertainty  of  the  average  of  the  ten  results  would 
be  indicated  by  a  mean  error  of  -^==0.08/3    for  the    unit-place 

Vio 

or  O.SjS'  for  the  first  decimal.     The  median  is  thus  at  a  disadvantage 
numerically. 

As  the  results  gather  more  around  a  middle  value  in  more  accurate 
work,  more  values  will  coincide  with  the  median,  mi  will  become 
larger  and  the  numerical  error  for  a  given  number  of  results  will 
become  less.     The  numerical  error  of  the   average  will  remain  the 


me. 

As  mentioned  on  pages  2  and  17  the  influence  of  <^(a;)  on  the 
numerical  error  is  negligible.  Thus  in  calculating  the  numerical 
error  of  the  median,  as  long  as  the  unit  of  number  does  not  exceed 
the  size  of  the  mean  error,  we  can  safely  suppose  the  values  Xi  to 
have  arisen  by  rounding-off  equally  frequent  values  throughout  p. 

Dependence  of  accuracy/  on  the  number  of  results.  Gauss  has 
deduced  an  expression  for  the  accuracy  of  the  mean  value  of  any 
power  of  a  variation  as  depending  on  the  number  of  variations.* 
With  slight  changes  the  results  can  be  stated  as  lollows  on  the  sup- 
position  of  (11).  Let  x^  be  the  mean  as  determined  from  the  k 
powers  of  the  n  observati^ons.  Then  with  not  too  small  numbers  of 
results  the  probable  uncertainty,  in  the  saoie    sense  as  the  probable 

error,  for  x^^M  determined   from   x^\    ^^""^    ..-,«-  «  ±;^;7=:^ 

0.510 
for  x^^A  determined  from  «/,  x^\  .     .      •.    ^-"  '^  '®  ^  V^^  * 

Other  things  being  equal,  it  is  necessary  ^^  .'^^'  '^hf  ^7*1'"''^^ 
to  gain  the  same  accuracy  for  the  median    a«  ^«  ^'^^^  ^^  ^^*  ^^^er. 

vations  for  the  average.  , 

n^^^  J  ,  -       ^         As  noted  on  p.    v   ^x 

JJependence  on  characteristic  variattons.       ^        ^«  t^  «      .    .     ^*^^ 

median  is  that  representative  value  whicb  ^^^^^""P^"  1  ,,  "'^'^^'^^Utj 

for  the  sum  of  the  absolute  values  of  the    ^^^Vf?^!!  j'  ^^^^  ^^^il 

tions.     The  mean  variation  from  the  medi^ri  ^'^^'^^^^^^  ^^^U 

a  relation  similar  to  that  which  the  mean-s<l"^^^  ^^  *^*    ^^  tj 
arithmetic  mean.    The  median  will  thus  \>^  ^^^  ^ 


M±a,  M±l  or  M±^^ 


^\\cre 


>  Gauss,  Bentimmung  d,    Genauigkeit  d.  DeohachtunV''''^     ^  '    *  '  ""^^ '    ^^\^ 

Werke,  iy]09.  i   Pu..-      • 

T  -«.     Acad.  Pans,  lei^k 

LIPSOHITZ.  Sur  la  combinaison  des  observations,   C-   ^  ^^       -^'3 
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«  =  0.6Y4  /. 

The  number  of  significant  figures  to  be  retained  in  stating  the 
median  is  regulated  in  the  same  way  as  for  the  average.  For  the 
example  given  on  p.  17,  the  median  is  calculated  to  be  213.3^  ;  the 
mean  variation  is  1.6^.  The  last  figure  is  uncertain  by  at  least  1.0^ 
and  cannot  justifiably  be  used  for  final  statement.  Even  the  last 
figure  in  213^  is  slightly  uncertain. 

In  Fbchneb's  example  on  p.  21  the  mean  variation  is  1.14.  This 
makes  even  the  whole  number  3  rather  uncertain  and  for  final  state- 
ment renders  utterly  valueless  the  four-place  decimal. 

In  the  example  given  on  p.  22,  the  mean  variation  of  the  individual 
results  from  the  median  is  2.0.  Whence  it  follows  that  for  the  mere 
statement  of  a  representative  result,  the  decimal  place  is  totally 
worthless  and  even  the  unit-place  is  unreliable.  The  mean  variation 
from  the  average  47.7  is  also  2.0.  The  conclusion  is  the  same.  Thus 
the  average  in  a  case  of  this  kind  has  no  advantage  whatever. 

As  the  mean  variation  becomes  less,  owing  to  better  agreement  of 
the  results,  the  numerical  mean  error  of  the  median  will  also 
decrease,  whereas  that  of  the  average  will  remain  the  same.  Thus 
the  numerical  advantage  of  the  average  is  vahieless,  for  a  final  state- 
ment, when  the  mean  variation  is  large,  and  this  advantage  itself  is 
lost  as  the  mean  variation  decreases. 

The  labor  of  obtaining  the  extra  decimal  is  thus  not  justified  when 
the  results  disagree  to  such  an  extent.  By  a  preliminary  estimate  or 
computation  or  by  a  cursory  glance  at  the  values  themselves  it  is 
generally  possible  to  determine  the  number  of  places  required  and 
thus  to  adjust  the  amount  of  the  labor  to  the  worth  of  the  result. 

In  the  consideration  of  the  characteristic  variations  both  for  the 
median  and  for  the  average,  I  have,  for  the  sake  of  using  Gauss's 
deductions,  made  the  supposition  that  the  law  of  error  is 

<^(w)=— e       \  (11) 

Labor  of  computation.  There  is  one  important  property  of  the 
median  which  can  be  Understood  only  after  practical  acquaintance 
with  it,  namely,  its  economy.     Suppose  the  original  results  of  the 
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example  already  used  to  be  set  down  in  a  line  or  a  column:  213,  215^ 
213,  210,  212,  214,  215,  210,  212.  Let  the  higher  numbers  be 
marked  off  successively  by  a  small  check,  thus  2l5,  till  5  have  been 
checked.  This  is  the  median.  After  a  little  practice  this  can  be 
done  for  10  or  25  values  with  unexpected  rapidity.  The  result  is 
rapidly  verified  by  checking  off  the  numbers  from  the  smallest 
upward.  The  determination  of  the  average  requires  the  addition 
of  9  figures  and  the  division  of  the  result  by  9.  Even  in  this 
example  where  the  first  two  figures  can  be  neglected  and  the  whole 
work  can  be  done  mentally,  yet  the  time  required  is  much  longer. 

In  all  examples  mentioned,  owing  to  the  size  of  the  mean  variation 
there  would  have  been  no  gain  in  computing  the  average,  whereas 
the  additional  labor  would  have  been  a  decided  loss.  When  it  is 
remembered  that  saving  in  labor  in  computation  means  additional 
opportunity  for  obtaining  results,  it  is  justifiable  to  claim  that  the 
most  economical  method  of  computation  should  be  employed. 

In  the  typical  examples  given  the  additional  uncertainty  of  the 
median  is  negligible  in  comparison  with  the  characteristic  variations. 
When  this  is  not  the  case,  it  is  a  question  whether  to  obtain  double 
the  number  of  results  for  the  median  or  to  perform  the  additional 
computation  required  by  the  average,  in  order  to  obtain  the  mean 
with  a  given  precision. 

Median  error.  On  the  assumption  of  (H)  the  probable  error 
should  be  nearly  tl^e  same  whether  determined  by  Bbssbl's  formula 


r.=0.6744/!^>-t-l^:±-l-^^ 
*  ^  n— 1 


+  vj 


or  by  Petebs's  formula 

r.=0.845  ^±^  +   .^._t_K) 

V^Oi-i) 

or  by  counting  off  in  order  of  size  till  the  middle  error  is  reached. 
The  probable  error  is  thus  in  the  last  case  the  median  error.  In  the 
same  way  that  the  mean  error  for  the  median  corresponds  to  the 
mean-square-error  for  the  average,  so  the  median  error  for  the 
median  would  correspond  to  the  mean  error  for  the  average.  In  a 
similar  manner  the  median  error  for  the  median  can  be  compared 
with  the  probable  error  for  the  median,  in  order  to  test  the  validity 
of  the  assumption  mentioned. 

Other  discussions  on  the  median.     In  addition  to  the  productions 
cited  elsewhere,  several  other  articles  containing  accounts  of  or  refer- 
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ences  to  the  median  have  been  consulted.  Those  whose  titles  I  have 
noted  down  are  by  Couenot,*  Edgewobth,*  Turner/  Scbiptubb,^ 

Venn.* 

Weight  and  influence. 

In  forming  a  direct  average  each  measurement  in  a  given  set  of  n 
measurements  has  an  influence  of 

on  the  result.  The  influence  of  a  quantity  is  thus  directly  propor- 
tional to  its  numerical  value.  The  numerical  values  ajj,  aj„  .  .  .,  a?. 
can  thus  be  called  the  relative  influences  of  the  1,  2,  .  .  .,  nth 
measurements. 

In  combining  results  from  different  sets  of  measurements  it  is  not 
always  desirable  for  them  to  influence  the  average  in  direct  propor- 
tion to  their  face-values.  This  has  led  to  the  use  of  a  system  of 
multipliers,  called  weights,  by  which  the  influence  of  a  quantity  is 
modified.  The  various  results  are  each  multiplied  by  a  coeflicient 
Px^  Pv  •  •  'J  Pn  such  that  S/?=w.  The  average  of  the  weighted 
results  will  be  the  "  weighted  mean," 

^ '       ;>i+A+  .   •    .  -^pn  ^  ' 

The  fact  that  in  concrete  cases  S;>  is  not  equal  to  n  arises  from  a 
tacit  division  of  both  numerator  in  (14)  by  the  same  number. 
The  weighted  mean  agrees  with  the  direct  mean  only  when 

P,=P.—  •     •     •    =A-  (15) 

It  is  a  very  natural  step  to  apply  this  concept  to  individual  meas- 
urements ;  some  measurements  are  naturally  better  than  others. 
But  when  all  measurements  have  been  made  apparently  with  equal 
care  and  there  is  no  reason  to  prefer  one  to  another,  it  may  be  said 
tlial   there  is  no  a  prion'  reason  for  weighting  one  different  from 

*  roi'RxoT.  K.\|K>sition  do  la  tlioorie  dos  clianecji  ot  des  probability  120,  Paris  1843. 

*  KPiJtwoRTH,  On  'i:.<o.r-ifa:,t  oh<rn'at,'oitS.  Phil.  Ma^..  IS87  (5)  XXIII  364. 
KiH^.EWoRTH.  -V'.:-  ?iif'A.>.f .»/  ■>r^/.i  =;;  o/»xfn ,t'..>'is  Phil.  Mag.,  1887  (5)  XXIV  221 

KiHiKwoRTH.  E'.p-:  :,':il p-i'o/v/'tK"  uji''  o/ 1 i  r.  phll  Mag,  1887  (5)  XXIV  330. 

Ki'-si.woRTii.  />.■.<..'(><;  \".  o!.  />".  VKNNS/'tJ^f »-.  Joiir.  Roy.  Statist  Soc  LodcL,  1891 

LIV  4.vi. 

'  TrRNKR.  0\  .1/'-.  Kihjeworth's  '-trtJf.Hi  c/  »fii 'I <•.■-;;;  observations,  Phil.  Mag.,  1887  (6) 
XXIV  4-?0 

*  So  RIFT  UK  E,  (^'J  tlf  i:d  '.>r  it'..*  x\''  »*;'.«^  .V  p<\,:h"l^g\'iil  rneftsuremenia.  Psych.  Rer., 
ISiM  I  -JSl. 

-  Venn.  i*.  i;.-:-  vr<.  Jour.  Ro>.  Statist.  S^.x\  Lond .  1S91  LIV  429. 


On  mean  values  for  direct  measurements,  27 

another.  The  simplest  assumption  is  the  purely  arbitrary  one  that 
all  are  of  equal  weight. 

This  gives  a  very  good  result  if  the  values  of  x  run  along  very 
regularly  and  close  together.  No  dissatisfaction  is  felt  as  long  as 
the  individual  variations  fall  within  the  limits. 

or* 

V,  <  (I) 
where 

V4=a?4— ^,     (A:=l,2,  .     .     .,?/),  (16) 

/  not  being  considered  a  large  quantity.  But  if  some  very  large 
value  x^  occurs  so  that 

the  natural  supposition  is  that  x^  is  not  so  reliable  as  the  other  values 
of  X.  Sometimes  it  is  rejected,  i.  e.  the  weight  />,=0  is  attached  to 
it  while />,=/>,=  .  .  .  =/?,_, =;>,^,=:  .  .  .  =/?,=  l.  Sometimes  it  re- 
ceives a  weight  />r=i,  or  />,=J,  while  the  others  receive  />=1,  in  a 
purely  arbitrary  fashion. 

To  know  when  to  reject  values  it  is  necessary  to  assign  some  value 
to  /.  This  has  led  to  various  criteria  for  rejection,  the  best  known 
of  which  are  those  of  Pkirck,"  Ciiauvenet'  and  Stone.* 

*  (x)  is  used  for  abs  x,  or  x  taken  without  regard  to  sign. 

'  Peirce,  Criterion  for  the  r^'ection  of  doubtful  observations,  Astr.  Jour.  (Gould),  1862 

n  161. 

Gould,  Report  .  .  .  containing  directions  and  tables  for  the  use  of  Peiroe's 
criterion,  U.  S.  Coast  Surv.,  Kept.  1854,  131* 

Gould,  On  Peiroe's  criterion  for  the  rejection  of  doubtful  observations,  with  tables^ 
Astr.  Jour.  (Gould),  1855  IV  81. 

Airy,  Letter  from  .  .  .  [remarks  on  Peiroe's  criterion],  Astr.  Jour.  (Gould), 
1866  IV  137. 

WiNLOCK,  On  Prof  Airy's  objection  to  Peiroe's  criterifn^  Astr.  Jour.  (Gould),  1856 
IV  145. 

Xewcomb,  a  generalized  theory  of  the  combination  of  observations  so  as  to  obtain  the 
best  results.  Am.  Jour.  Math  ,  1886  VIII  343.  (The  note  on  p.  344  contains  two  strik- 
^Dg  deductions ) 

*  CHAUVENT5T,  Manual  of  Spherical  and  Practical  Astronomy,  664,  Phila.  1864. 

*  Stone,  On  the  rejtction  of  discordant  observations,  Month.  Not.  Roy.  Astr.  Soc 
Lend,  1868  XXVIII  165. 

Glaisher,  On  the  rejection  of  discordant  observations,  Month.  Not.  Roy.  Astr.  Soc. 
Lend.,  1873  XXXIII  391. 

Stone,  On  the  rejection  of  discordant  cbservations,  Month.  Not.  Roy.  Astr.  Soc 
Lend.,  1873  XXXIV  9. 

Glaisher,  Note  on  a  paper  by  Mr.  Stone  .  .  .  ,  Mouth.  Not.  Roy.  Astr.  Soc. 
Lend.,  1874  XXXIV  251. 

STO^iE,  Note  on  a  discussion  .  .  .  ,  Month.  Not.  Roy.  Astr.  Soc.  Lond.,  1875 
XXXV  107. 
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The  criteria  for  rejection  have  never  proven  Batisfaotory.  The 
general  sentiment  seems  to  be  that  the  rejection  of  an  honestly  made 
observation  simply  because  it  differs  largely  from  the  expected  valae 
amounts  to  an  attempt  to  make  the  work  appear  more  accurate  than 
it  is.*  The  rejection  of  observations  by  calculation  of  the  average 
first  with  it  and  then  without  it,  is  said  to  be  like  what  happens  in 
war  when  two  detachments  of  the  same  army  meet  in  the  dark  and 
fire  into  each  other,  each  supposing  the  other  to  belong  to  the  com- 
mon enemy.* 

The  very  questionable  justification  for  any  rejection  of  results  on 
account  of  their  divergence  has  led  to  various  systems  of  weights.' 
The  main  objections  to  these  systems  are  1.  the  assumption  of  the 
validity  of  Simpson's  law*  ^(— V4^=<^(  +  Va),  where  r^  is  defined  as  in 
(16)  and  ^  indicates  the  relative  number  of  times  of  occurrence  of  v*; 
2.  the  labor  of  computation  which  is  often  out  of  all  proportion  to 
the  gain.* 

The  rejection  of  observations  has  been  a  troublesome  question  for 
psychologists.  The  results  did  not  agree  and  absolutely  refused  to 
group  themselves  around  the  arithmetical  mean.  It  was  not  a  ques- 
tion of  a  single  result  differing  from  all  the  rest  but  of  several  results 
tending  toward  an  extreme  value.  This  led  to  a  process  of  wholesale 
rejection*  which  reached  a  crisis  in  giving  double  sets  of  results,  once 


>  Hall,  Orbit  of  lapetus,  40,   Astr.  and  Meteor.  Obs.  for  1882,  U.  S.  Naval  Obs^ 
App.  I.,  Wash.  1885. 

Newcomb,  a  generalized  theory  of  the  comhination  of  observations  so  as  to  obtain  the 
best  result,  Am.  Jour.  Malli.,  1886  VIII  :U3  (345). 

Faye,  Sur  certains  points  (U  la  theorie  des  erreurs  accidentelleSj  C.  R.  Acad.  ScL 
raris,  1888  CVI  783. 

'  DooLiTTLE,  The  rejection  of  doubtful  observations,  V^-a&h.  Bull.   Philos.  Soc,    1SS4 
Yl  152,  in  Smithsonian  Misc.  Coll.,  1888  XXXIII. 

'  De  Mokgan',  Tfieory  of  probability,  Kncvc.  Metropol,  II  456,  Lond.  1847. 
Glaisher,  On  the  law  of  facility  of  errors  of  observation  and  on  the  method  oflea^t 
squares,  Mom.  Roy.  Astr.  Soc.  Lond.,  1871  XXXIX  Pt.  I.  75  (103)- 

Xewcomb,  a  generalized  theory  of  the  combination  of  observations  so  as  to  obtain  the 
best  result.  Am.  Jour.  Math.,  188G  VIII  343. 

Smith.  D-ue  average  of  observations,  Xature,  1888  XXXVII  464. 

*  Simpson.  An  attentpt  to  show  the  advantage  arising  by  taking  the  mean^  Misc.  Tracts, 
•64,  Lond   1757. 

*  Edgeworth,  Chnicf  ofmtians,  Phil.  Maj? ,  1887  (6)  XXIV  268  (271). 

*  KxN'KR,   Kxper.  rnt^t\wch.  d.  einfachsten  psych.  Processe,  Arch.  f.  d.  ges,  PhrgJol. 
(Ptl%-or).  1873  VII  601  (613). 

V.  Khiks  and  Aueuhacii,  J>ie  Zeitdauer  einf'achster  j^'^ychis'-her  Vorgange^  Arch.  f. 
Plivrfiol.  (IHi  Bois-Reymond).  1877  297  (307). 
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without  rejection  and  then  with  rejection/  and  found  its  reductio  ad 
adsurdum  in  making  experiments  in  sets  of  25  of  which  20  were 
selected  for  the  calculation  of  the  average.* 

All  this  has  made  it  evident  that,  even  if  the  arithmetic  mean  of 
the  observations  is  justifiable  in  the  physical  sciences,  it  is  not 
a  priori  the  best  representative  value  for  psychological  measure- 
ments. 

The  trouble  lies  in  the  fact  that,  because  the  average  is  the  most 
plausible  representative  for  certain  kinds  of  differing  quantities,  it 
has  been  treated  as  the  best  one  in  all  cases.'  In  the  use  of  the 
average  each  individual  quantity  influences  the  result  in  direct  pro- 
portion to  its  numerical  value.     The  value  Xj  :=  a  contributes  to  the 

a 
result  -r  times  as  much  as  the  value  3;^=^.     This  is  unquestionably 

the  correct  method  to  pursue  when  the  individuality  of  the  quantity 
is  of  no  account.  If  r  cubic  meters  of  soil  must  be  removed  for  a 
railroad-cut,  it  makes  little  difference  just  how  much  each  particular 
car  of  a  train  carries,  provided  the  average  is  satisfactory.  Each 
car  counts  not  merely  as  an  overloaded  or  an  underloaded  car,  but  as 
overloaded  or  underloaded  to  a  definite  extent. 

Tbis  is  not  the  case  in  most  measurements.  The  measurements 
tend  to  group  themselves  around  some  mean  value,  and  when  a 
widely  different  value  occurs  it  is  looked  upon  with  distrust.  To 
use  it  in  an  average  is  to  make  it  count,  not  as  one  single  value 
above  or  below  the  mean,  but  as  an  individual  counting  for  every 
unit  of  divergence.  The  more  it  differs,  the  more  it  counts.*  For 
example,  in  a  set  of  values  3,  4,  2,  2,  3,  10,  it  is  evident  from  mere 
inspection  that  the  grouping  is  around  3.  The  average  is  4,  because 
the  one  extreme  value  10  contributed  to  the  formation  of  the  aver- 
age as  much  as  the  four  values  3,  2,  2,  3  put  together.  If  we  had  15 
instead  of  10,  the  influence  of  this  extreme  value  would  have  been 
more  than  that  of  all  the  rest.  In  the  particular  case  of  measurements 
the  more  a  value  differs  from  the  rest,  the  less  we  think  of  it ;  if  it 

*  Berokb,  Ueber  d.  Einfluss  der  Beizstdrke  auf  d.  Dauer  ein/acher  psych.  Vorgdnge, 
Phil.  Stud.,  1886  III  38  (61). 

Cattell,  Psychometrische  Untersuchungen,  Phil.  Stud.,  1886  III  306  (317). 
»  Jastkow,  Studies  from  the  Univ.  of  Wisconsin,  Am.  Jour.  Psych.,  1892  IV  382  (413). 
'  Db  Morgan,  On  the  theory  of  errors  of  observation^  Trans.  Camb.  Phil.  Soc,  X 
409(416). 

Venn,  On  averages^  Jour.  Roy.  Statist.  Soc.  Lond.,  1891  LIV  429. 

*  BowDrrcH,  Not©  to  Laplace's  M^canique  celeste,  translated,  vol.  II,  434,  Boston 
1833. 
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differs  too  much,  we  think  so  little  of  it  that  we  are  tempted  to  throw 
it  out  altogether. 

Instead  of  allowing  the  individual  result  to  have  an  inflaence  pro- 
portional to  its  value,  why  not  let  it  enter  into  the  formation  of  the 
mean  as  one  individual  differing  from  the  mean  regardless  of  the 
amount  of  the  difference  ? 

Thus,  if  the  graduating  class  in  college  happens  to  contain  one 
very  tall  man,  the  average  height  will  be  greater  than  the  averages 
for  other  years.  The  tall  man  contributes  to  the  representative 
value  not  simply  as  one  man  but  with  the  influence  of  several  men. 

It  would  seem  more  natural  that  each  individual  should  influence 
the  representative  value  merely  as  one  individual.  If  all  the  men 
were  placed  in  order  of  height,  the  most  natural  representative  would 
be  the  man  in  the  middle,  or  the  man  who  would  be  determined  by 
counting  off  an  equal  number  of  individuals  from  both  extremes. 
This  is  equivalent  to  determining  M  by  the  formula  on  p.  20;  and 
the  height  of  this  middle  man  is  the  median  height.  If  there  hap- 
pens to  be  a  very  tall  man  among  them,  a  few  millimeters  more  or  less 
in  his  height  will  make  a  difference  in  the  average,  but  as  long  as  he 
remains  taller  than  the  middle  man  the  median  will  remain  the  same. 

Let  the  set  of  results  be  indicated  by  aj/,  a/,  .  .  .,  aj,*,  where 
these  letters  are  used  merely  as  symbols  for  single  quantities. 
Thus,  if  the  measurements  are  the  heights  of  a  set  of  individuals,  x^ 
will  designate  a  certain  individual ;  if  they  are  observations,  each 
will  designate  an  observation.  In  taking  the  average,  we  influence 
each  individual  quantity  with  a  number  indicating  its  numerical 
value.     Thus 

n  11 

But  let  a  tall  man  count  as  only  one  tall  man  regardless  of  just 
how  tall  he  is,  provided  he  is  above  the  mean,  and  let  a  short  man 
count  likewise  as  one  man.  Since  tall  and  short  are  only  relative 
terms,  there  must  be  some  value  above  which  all  the  men  are  to  be 
called  tall  and  below  which  they  are  to  be  called  short.  This  is  the 
value  that  we  have  called  the  middle  value.  Each  individual  coiints 
as  one  unit.     In  general  terms, 

x;-\-x;'-{- .   .   .  +^n"_s>c°_^, 

n  n 

Each  value  thus  has  the  same  influence. 

The  influence  of  an  individual  measurement  can  be  defined  as  its 
relative  effect  in  the  formation  of  the  mean;  its  weight  is  an  arbi- 
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trary  multiplier  prefixed  to  its  numerical  value.  The  influence  of  a 
measurement  in  taking  an  average  is  thus  the  product  of  its  numeri- 
cal value  by  its  weight. 

The  general  formula  (14)  for  the  weighted  mean  becomes  in  the 
notation  just  used, 

The  supposition  of 

has,  as  just  noted,  not  proved  satisfactory,  extreme  values  being  less 
trustworthy  than  moderate  ones. 

It  has  been  proposed,  as  an  assumption  more  satisfactory  than  (17), 
that  each  quantity  be  weighted  inversely  as  its  numerical  difference 
from  the  average,  whereby  a  corrected  average  will  be  obtained.* 

Let 

v^zra-i— ^,     (kz=zl,  2,  .    .    .,  n), 

then  take  —  as  the  weight  of  a?*,  whereby 

11  1 

-+-+ . . .  +- 

Since  the  average  differs  from  the  centroid  on  account  of  n<^  oo,  this 
corrected  average  Ai  may  be  treated  to  a  still  further  correction  in 
the  same  way.  This  process,  when  repeated  tends  to  one  of  the 
given  measurements  as  the  mean.' 

What  is  here  approached  in  a  way  so  awkward  as  to  preclude  any 
but  a  theoretical  interest,  can  be  very  simply  stated. 

Let  each  quantity  have  a  weight  inversely  proportional  to  its 
difference  from  the  middle  value.  The  centroid  of  a  series  of  obser- 
vations thus  weighted  will  coincide  with  the  middle  value  within  the 
limits  of  error  necessitated  by  n<  oo. 

^ ,  Dissertation  sur  la  recherche  du  milieu  le  plus  probable,  AnnaloH  dn  ir.jith. 

(Oergonne),  1821  XII  181. 

DbMoeoan,  Theory  of  prob.,  Encycl.  Metropol.,  II  440,  •Lond.  1847. 
Glaishbh,  On  the  r^ection  of  discordant  observations,  Month.  Not.  Hoy.  Artr.  .^.o, 
Lon<L,  1873  XXXIII  391. 

StoNK,  On  the  rejection  of  discordant  observations.    Month.   Not.  Hoy.    Astr.    ^...: 
Lond.,  1873  XXXIV  9. 

«  Geboonke,  Note,  Annales  de  math.  (Gergonno),  1821  XII  204. 
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The  case  will  be  represented  by  a  rod  withoat  weight  haviDg  on 
it  a  number  of  particles  x^,  x^,  .  .  .,  a;«  with  masses  inversely  pro- 
portional to  their  distance  from  the  point  of  suspension.  The  dis- 
tance of  any  particle  from  the  point  of  suspension  a  is  x^a;  its 

1 
weight  is  ;  its  moment  is  1.      The  point  on  which  the  rod  will 

balance  is  thus  determined  by  the  condition  that  there  shall  be  an 
equal  number  of  particles  on  each  side/  The  center  of  gravity  of 
this  system  of  particles  will  thus  be  its  middle  particle  for  an  uneven 
number,  or  a  point  between  the  two  middle  ones  for  an  even  number. 


7     6  ^     3     z  t     2  S-  I  to 

Fig.  4. 

For  a  continuous  mass  governed  by  the  same  law,  the  centre  of 
gravity  Xc  and  the  middle  value  x^  coincide. 

From  these  considerations  regarding  influence  and  weight  the 
following  conclusions  can  be  drawn: 

The  median  represents  the  series  of  quantities  in  such  a  way  that 
each  quantity  has  an  influence  of  unity. 

The  average  represents  the  series  of  quantities  in  such  a  way  that 
each  quantity  has  an  influence  directly  proportional  to  its  numerical 
-value. 

The  median  is  equal  to  the  weighted  mean  where  the  weights  are 
inversely  proportional  to  the  differences  of  the  values  from  the  mean. 

The  average  is  equal  to  the  weighted  mean  where  the  weights  are 
equal. 

Choice  of  means. 

The  selection  of  representative  values  may  take  place  under  three 
different  conditions:  I.  the  results  may  be  so  numerous  that  the 
empirical  frequency  curve  can  be  used  as  the  probability  carve; 

II.  the  results  are  few  but  the  form  of  ^(j?)   has  been  determined; 

III.  the  results  are  few  and  ^(^)  is  unknown. 

I.  Nitmerotis  results.  The  fundamental  difference  between  statis- 
tics and  ordinary  measurements  lies  in  the  number  of  measurements 
executed.     Although  the  passage  from  one  class  to  another  is  grad- 


'  WiIaScin,  Aafe  on  a  special  case  of  the  viost  probable  result  of  a  nwnber  of  cbaemh 
tions,  Month.  Not  Roy.  Astr.  Soc.  Lond.,  1878  XXXVIII  81. 
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ual,  we  can  confine  ourselves  here  to  the  extreme  cases.  When  he 
results  are  so  numerous  that  the  curve  of  frequency  can  he  plotted 
and  can  he  regarded  as  identical  with  the  curve  of  prohah.hty,  every 
value  for  a=  and  *(«=)  is  assumed  «  known.  The  representative  values 
can  be  calculated  from  the  formulas  : 
for  the  centroid  ^    . 


for  the  median 


and  for  x^ 


where  <?V(«)/^'  is  -•  than  one  value  for  a,. 

It  is  to  be  noted  that  there  is  often  xn  ^*       ,  ^, 

^l^e  actual  frequency  —  and  the 
The  allowable  difference  between  tue  -*  •    ?  u     id 

o»n  ^®  determmed  by  Bkh- 
probability  ^(a;)f7a;  for  each  value  of    ^ 

NOULLi's  theorem.  ^  -measurements  is  merely  th^ 

When  the  object  of  the  statistic^       ^^^  g^  single  set  of  condition^ 
determination  of  the  objects  measurecl  n       ^^^  ^^  ^  curve  of  frequeucv* 
the  result  is  generally  presented  in  tn^  <riven,  there  is  no  need  of 

thus,  all  values  and  their  weights  l>ein^  scientific  work,  bowev 

selection  of  any  representative  v»li^^*  ^\\&    change  in  the  result^ 
the  purpose  is  generally  to  determine  ^nd   the  observed   val«w. 

dependent  on  a  change  of  condition^  ?     *,<Jitionfl.     Given  «=r/^ 
treated  as  a  function  of  one  of   tb^  t-li^  measurements  ^f^j/^ 

determine  a;  for  each  value  of  z  wt*^^  ,-nt>l^  -would  be  fumi^ 
value  of  X  are  numerous.  Such  an  ^^  j^^t^^^^^  ^^^®  ^^^  of 
measuring  10  000  persons  each  year  t.o  ^ve  of  frequency  ^^ 

dence  of  height  on  age.     Although  fh^    -  >le    f ''^"^  ^^^  ^pt-a^s 
at  each  year  could  be  made  out,  stilly  ^^    ^  |,e  impossible  to 
of  so  much  labor  in  most  cases,  it  ^^^     i^t^^^'     Some  re 
intelligible  expression  to  the  law  of     'Vr^t"    ca^h  step  of  tJ^- 
value  or  values  must  be  picked  ou*  ^^  n^ver  coitici^^ 

Owing  to  the  fact  that  Xc,  x^  and  Xk  ^  rf  here  will  tig 

desirable  that  all  three  shall  be  gi^^^^' 
curves, 

8 
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The  changes  in  relative  position  of  these  values  indicate  changes  in 
the  character  of  the  quantity  measured/ 

II.  Results  not  ninnerous  but  ^(a:)  known.  The  law  of  freqneocy 
can  be  considered  to  be  known  :  1.  when  numerous  results  have 
been  taken  on  previous  occasions  under  the  same  circumstances 
whereby  the  law  of  frequency  has  been  determined  with  the  requi- 
site accuracy  ;  2.  when  a  knowledge  of  the  circumstances  indicates 
what  the  law  must  be. 

In  this  connection  it  may  be  well  to  call  attention  to  the  fact  that 
the  statement  of  the  law  of  error  as 

^(.)  =  — e-*'-'  (II) 

rests  (a)  on  the  assumption  that  the  average  is  the  most  prob- 
able value,  (h)  on  the  assumption  that  experience  has  shown  such 
a  law  to  be  true,  {e)  on  the  fact  that  it  is  the  limiting  form  for  com- 
binations of  symmetrical  frequency  curves,  or  (d)  on  the  simplicity 
of  treatment  thereby  rendered  possible.  I  have  already  pointed 
out  that  Gauss  clearly  recognized  and  distinctly  stated*  (a)  as  an 
assumption,  and  that  long  experience  has  shown  (b)  not  to  be  strictly 
justifiable.  This  law  of  error  has  done  probably  better  service  in 
astronomy  than  any  other  could  have  done  and  long  familiarity  with 
both  assumptions  has  made  them  appear  almost  as  axioms.  Weix- 
STBiN,'  who  is  careful  to  call  attention  to  the  fact  that  the  assumption 
(ft)  is  not  an  axiom,  is  mistaken  in  asserting  that  Gauss  regarded  it 
as  such.  Weinstein  is  also  mistaken  in  supposing  that  Schiapar- 
ELLi*  attempted  to  prove  analytically  that  the  average  is  the  most 
probable  result.  Schiaparblli  showed  that  under  certain  assump- 
tions the  average  is  the  most  plausible  mean,  and  stated  that  it  be- 
comes the  most  probable  mean  only  when  (11)  is  the  law  of  error. 

According  to  Ferkero*  the  utmost  defence  of  the  use  of  the  arith- 
metic mean  for  all  cases  is  that,  when  tlie  observations  are  closely 
grouped,   no   mean   will    differ    much    from   the   arithmetic   mean. 

Apparently  still  more  axiomatic  is  the  law  <^( — t>)  =  ^(4-t>).     By 


*  BowDiTOU,  Growth  of  children,  XXII  Animal  Rept.  Mass.  State  Board  of  Health, 
479  (495),  BoHlon  1891. 

'  Gauss,  Theoria  inotiis  corp.  c(i*l.,  II,  3,  177. 

*  Wein'STEIN.  riiyHikallschc  Maassbeatimmimgeii,  I  46,  Berlin  1886. 

*  SciiiAPARELU,   ^ur  /<?  principe  d^  la  moyenue  arUhmetiquf^  Astr.  Nachr.,   1876 
LXXXVII  55. 

*  Feiiuero,   Kspo:*iziono  del  nietodo  dei  niininiini  quadrati,  Firenze  1876.     (I  take 
the  atitemcnt  from  a  review  by  Peirce,  Am.  Jour.  Math.,  1878  I  69.) 


On  mean  values  for  direct  measurements,  35 

most  writers  it  is  so  regarded.  Nevertheless  Gauss  makes  the 
statement  parely  as  a  hypothesis^  and  Laplace  gives  a  special  para- 
graph  to  the  consideration  of  unsym metrical  facility.' 

Even  if  not  assumed  as  an  axiom  the  law  is  almost  universally  sup- 
posed to  have  been  verified  by  experience.  It  is  not  in  place  here  to 
consider  whether  it  has  been  verified  for  astronomical  measure- 
ments or  not.*  It  has  not  been  verified  for  psychological  measure- 
ments. Since  the  errors  of  observation  in  astronomy  are  in  part 
due  to  psychological  causes,  it  seems  likely  that  all  astronomical 
records  involving  an  observer  would  show  some  assymmetry. 

The  assumption,  without  proof,  that  this  law  always  holds  good 
and  that  all  cases  of  assymmetry  are  cases  of  constant  or  systematic 
error,  is  purely  arbitrary. 

It  is  thus  evident  that  many  of  the  cases,  supposed  to  belong  in 
this  section,  really  belong  to  the  following  one  where  <f>(x)  is  unknown. 

According  as  <t>{x)  is  (A.)  symmetrical  or  (B.)  assymmetrical  the 
treatment  of  the  results  and  the  selection  of  the  representative  value 
will  be  different. 

A.  Symmetrical  results.  When  the  curve  of  frequency  is  symmet- 
rical, the  ordinate  of  middle  area  and  the  ordinate  of  the  ceutroid 
will  be  the  axis  of  symmetry.*     Thus  x^=x    and  M=zA  within  the 

allowable  limits  of  error  corresponding  to  the  required  certainty. 

If,  according  to  usual  experience,  the  extreme  values  occur  less  fre- 

qaently  than  those  between  the  extremes,  X/^  will  in  general  be  the 

same  as  x^  and  x^,  and  will  be  represented  by  Jfand  A,     The  curve 

>f  probability  may,  however,  have  several  maxima,  none  of  which 

may  fall  at  x^.* 

In  a  general  fashion  the  law  of  frequency  for  physical,  geodetical 
and  astronomical  measurements  has  been  found  to  resemble  (11). 
This  law  was  not,  however,  originally  established  on  the  basis  of  expe- 
rience, but  was  deduced  as  a  necessary  result  of  the  arbitrary  assump- 
tion that  A  is  the  most  probable  value.* 

Although  it  has  been  approximately  verified  on  many  occasions,  a 
closer  examination  shows  considerable  disagreement  in  the  assyramet- 


*  Gauss,  Theoria  combinationis  observationiim,  I,  5. 

«  Laplace,*  Th^rie  analyt.  d.  prob.,  3.  ed.,  329,  Paris  1820. 

"»  De  Forest,    On  an  unsymmetrical  probability  curve.  Analyst  1882  IX  135,  U2  ; 
1S83  X  1,  67  (71). 

*  Deforest,  On  unsymmetrical  adjitstments  and  their  limits,  Analyst,  1880  VII  1. 
»  Edoewobth,  Observations  and  statistics,  Trans.  Camb.  Phil.  Soc,  XIV  138  (161). 

*  Gauss,  Theoria  motus  corp.  coel,  II,  3,  177. 
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rical  position  of  a;^  and  in  the  undne  number  of  extreme  valaea. 
Newcomb  even  concludes  that  cases  where  it  is  fully  valid  are  excep- 
tional/ 

In  any  case  of  symmetry,  whether  (11)  is  valid  or  not,  the  median 
and  the  average  will  be  theoretically  the  same. 

Since  the  number  of  results  is  small  and  since  according  to  the 
principles  of  probability  it  is  seldom  likely  that  in  a  small  set  of 
measurements  the  values  will  be  actually  symmetrical,  the  median 
and  the  average  will  frequently  differ  within  the  limits  consistent 
with  theoretical  symmetry.  For  facility  curves  of  the  ordinary 
exponential  form  the  average  is  most  advantageous'  as  giving  a 
smaller  probable  and  a  smaller  huge  error;*  for  curves  very  high  in 
the  center  and  widely  extended  at  the  extremes  the  median  has  the 
advantage  for  the  same  reasons.*  In  neither  case  is  the  advantage 
a  great  one  ;  in  fact,  when  the  ordinary  law  of  probability  is 
assumed,  it  is  practically  indifferent  which  is  used.* 

It  is  noteworthy  that  De  Forest  apparently  proves  that,  on  the 
supposition  of  a  symmetrical  probability-curve,  the  influence  of  the 
smaliness  of  the  number  of  results  renders  a  symmetrical  adjustment 
of  the  mean  less  probable  than  an  unsymmetrical  one.* 

B.  Aasymmttrical  results.  When  the  law  of  frequency  is  not 
symmetrical,  the  vaules  x^  and  Xc  can  correspond  only  in  those  cases 
where  the  centre  of  area  falls  on  the  centroid  by  some  peculiar 
formation  of  the  curve.  Such  cases,  if  they  ever  actually  occur, 
arc  to  be  treated  as  cases  of  symmetry. 

In  nearly  all  psychological  and  statistical  measurements  the  carve 
of  probability  is  assy mmet rical.  If  the  abscissa  of  maximum,  ordi- 
nate be  determined,  the  values  above  it  will  be  found  to  be  much 
more  frequent  than  those  below  it.  That  is,  x^Xi,,  For  all  assym- 
raetrical  curves  of  this  general  form,  as  the  assymmetry  increases,  Xc 
departs  more  rapidly  than  x,^  from  the  main  mass  of  results/  and 
consequently  does  not  represent  them  so  well. 

The  general  expression  for  the  usual  cases  of  assymmetry  has  been 


*  Newcomb,  A  generalized  them  y  of  the  comhitiatkm  of  observations^  Am  Jour.  Math., 
1886  VIII  H4H. 

"  Laplack,  Thoorie  aiialyt  des  prob ,  2  Siippl.,  t^  2. 

•''  Merriman.  Method  of  Least  .Square.-*,  Now  York  1894. 

*  Kdgewortii,  Observations  and  statistics^  Trans,  Cainb.  Phil.  Soc.,  XIV  138  (167). 
«  Edgewortii,  Choice  of  mea)ut,  Phil.  Maj?.,  1887  (5)  XXIV  268  (270). 

*  De  Forest,  On  an  unsymmetrical  probability  curve,  Analyst,  1883  X  67  (74). 
''  De  Forest,  On  an  unsymmetrical  probability  curve,  Analyst,  1883  X  67. 
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lap ».  _ 

***^***  I*w-  of  (he  ectimate  of  dx2««iiti«s  of  sensadoa  coald 
'■fwa  in  all  cas«»^  the  best   repof^oicadTe  Taine  w*}al*i 
LV  be  the  geomecric  meflux.     If  the  ^sooKCrie  mean  /  be 
tfa«  mast  probable  raliie^  it  is  est^y  Aoi 


wWck  with  di«  usual  assainptioii^  becomes^* 


The  general  result  of  ex|)eneace«  howerer.  goes  to  show  iiLkZ  ^  r) 
»  of  a  form  mtemiediate  between  1 1 1>  and  i  I*). 

For  eases  of  assjnunetrr  the  m«><t  nataral  representatiTe  Tal:i«f  to 
^■«  wooid  be  jTj.  A*  this  i*  not  decermlnable  from  few  ne*ilt*. 
Mme  oeher  Talne  must  be  use.!  Any  .>tlier  Talae  woald  be  ja<ii- 
»We  only  from  a  eofk^ideraeioa  of  the  parpo*«e  for  which  i:  is  waatini. 
There  u  no  rea:$ofi.  as  far  as  I  can  see,  for  taking  any  oae  of  the 
▼alaes  around  the  maximam  rather  than  any  other  one  except  in  so 
£0*  as  it  comes  nearer  the  maximam.  If  're  are  to  take  x.  or  jr.  and 
■o«  jr^,  the  middle  Talae  j-.  would  be  the  better  on  accoant  of  its 
acaraesB  to  jv 
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Let  It  be  assomeil   that   the  ourvo  of   freqw^"^T  ^^  symmetrical. 
x,^^    One  valuo  is  as  ^ood  as  the  other,  for  b.,th  should  he 
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RESEARCHES    ON    THE  MENTAL  AND    PHYSICAL  DE- 
VELOPMENT OF   SCHOOL-CHILDREN, 

BY 

J.  Allen  Gilbert,  Ph.D. 


Infant  development  during  the  ages  from  3  to  6  has  been  treated 
rather  extensively,  but  ho  far  as  systematic  scientific  work  is  con- 
cerned, very  little  has  been  done  in  the  study  of  the  child  daring  the 
years  spent  in  school  except  in  the  line  of  bodily  growth  in  weighty 
height,  chest-capacity  and  the  like.  In  measuring  mental  proceBses 
almost  nothing  has  been  done.  The  work  of  Bolton*  on  the  growth  of 
memory  in  school-children  has  brought  out  a  valuable  subject  but 
would  have  been  of  far  crreater  value  had  its  statistics,  which  were 
obtained  from  careful  work,  been  presented  in  more  intelligible  form. 
The  subject  of  voluntary  motor  ability  has  been  treated  by  Bbyan.* 
Hearing  has  been  investigated  by  Chrlsman.* 

Last  year  I  carried  through  a  series  of  tests  on  school-children  to 
determine  their  sensitiveness  to  differences  in  pitch,*  and  through 
this  and  the  problems  it  suggested  I  was  led  to  continue  my  investi- 
gations on  a  much  larger  scale  in  order  to  aid  in  that  analysis  of 
mental  ])henomena  which  is  so  necessary  to  an  understanding  of  child- 
psychology.  The  present  investigation  was  undertaken  with  the 
determination  to  carry  through  a  regular  set  or  .series  of  accurate 
mental  and  j)liysical  tests  upon  schooi-chiidren  from  6  to  17  years  of 
age. 

The  work  has  occupied  most  of  my  time  during  the  academical 
year  1893-1804,  thi»  larger  part  of  the  fall  term  being  speat  in  the 
invention  and  construction  of  apparatus  used  in  taking  the  tests.  In 
the  furtherance  of  my  work  I  am  specially  indebted  to  the  following 
persons  :  to  Dr.  E.  W.  Scripture,  who  has  charge  of  the  Laboratory 
and  was  always  ready  to  assist  any  endeavors  at  honest  work  ;  for 


^  HoLTON,  Growth  ft/ )nf.iriory  in  .schotil-rhihhfn.  Am.  Jour.  Psych.,  1893  IV  919. 
*  Bryan,  On  fhr  dirrfhpnu'iit of  cohmtary  motor  abU'tij,  ^m.  Jour.  Psych.,  1893  V  123. 
^CnuisMAN.  The  hearing  nf  chUdri'.n.  I\mI.  Sum  ,  IHO.J  II  :{97. 

^(JiLHERT,  Kxpfrii/ifuts  on  the   musical  sennit iveuess  of  school-children^  Stud.  Ytlft 
PHych.  Liib.,  \b9A  1  80. 
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his  assistance  I  am  truly  gratef  al ;  through  his  suggestions  I  was 
led  to  take  up  this  investigation.  To  Mr.  V.  G.  Curtis,  superintendent 
of  schools  of  New  Haven,  for  the  permission  to  enter  the  schools 
with  my  tests  and  for  his  kindly  interest.  I  wish  also  to  express  my 
gratitude  for  the  kindness  and  accommodation  offered  by  Miss  Web- 
ster, Messrs.  Camp,  Hurd  and  Thomas,  principals  of  Welch,  Dwight, 
Winchester  and  High  Schools  respectively;  to  Miss  Treat,  assistant 
at  Welch  for  the  time  spent  on  tests  (1)  to  (3),  together  with  all  the 
teachers  at  the  respective  schools  who  were  helpful  during  the 
months  occupied  in  taking  the  tests ;  to  Dr.  C.  B.  Bliss,  fellow  and 
assistant  at  the  Psychological  Laboratory,  for  much  of  his  time  and 
many  suggestions  in  the  preparation  of  apparatus  and  prosecution 
of  my  work  throughout ;  to  Mr.  Hogan,  the  laboratory  mechanic, 
for  his  assistance  in  the  construction  of  apparatus.  To  Professor 
Williams  I  am  indebted  for  the  idea  embodied  in  the  suggestion- 
test.  Valuable  suggestions  were  also  received  from  Professor  Ladd, 
who  has  throughout  shown  a  kindly  interest  in  my  work. 

Methods  and  apparatus. 

Each  child  was  tested  in  the  following  respects  :  muscle-sense, 
sensitiveness  to  color-differences,  force  of  suggestion,  voluntary 
motor  ability,  fatigue,  weight,  height,  lung-capacity,  reaction-time, 
discrimination-time  and  time-memory.  Ten  sets  of  special  apparatus 
were  constructed  for  each  of  the  first  three  tests. 

Test  (1)  :  Muscle-sense. 
In  this  test  each  set  of  the  apparatus  consisted  of  ten  weighta 
varying  from  82«  to  100»  in  steps  of  two  grams  each-     The  weights 
were  brought  to  the  exact  weight  within  50"^.      ^^   ^^^^^  }^  ^^^  ^^ 
mere  muscle-sense  or  sensitiveness  to  weight,  which  is  ^**^  ^*"^  ^^  ^^i» 
test,  heat,  cold  and  roughness,  which  would  diBtract  the  lUteution 


of  roaghn*^        '"" 


weight  desired.     In  order  to  avoid   seiisatio'^^    *^^    '"     *  *^^*^ 
were  painted  with  asphalt,  which  leaves  a  hiir^l    jrlaze^    sarf;^.,^       ^  ^^^^ 
ing  the  weight  to  within  SO'"^'.     A  cylinder   of    ^.be    t»lie  li^a^,^  ^^     ^^^ 
filled  as  described  makes  a  weight  comparatively  h«»vy  %^^     *m  -^^  J 
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sufficiently  small  size  to  be  grasped  easily  endwise  between  the 
thumb  and  finger  by  a  six-year-old  child.  In  cutting  the  lead  disks 
with  which  the  shells  were  filled,  the  punch  was  so  constructed  as  to 
press  the  disk  into  convex-concave  shape  before  cutting  it  from  the 
sheet  of  lead.  These  were  placed  with  concavity  to  concavity  and 
on  being  pounded  down  of  course  flattened  out  and  conseqaently 
became  of  diameter  large  enough  to  press  firmly  against  the  side  of 
the  shell,  thus  avoiding  any  jostling  sideways  within,  while  they 
were  also  bound  tightly  one  by  the  other,  thus  avoiding  any  jostling 
endwise.  To  get  them  of  different  weights  sufficient  cartridge-wads 
were  used  in  place  of  lead  disks.  Each  weight  was  marked  by  a 
secret  sign  to  indicate  its  weight.  For  each  set  a  box  was  then 
made  of  ap])ropriate  size  in  order  to  avoid  any  mixing  of  the  sets  in 
taking  the  tests. 

In  taking  the  tests  the  lightest  one,  marked  by  a  white  speck  on 
the  end  and  weighing  82^  was  used  as  the  standard.  The  child 
received  the  box  of  weights  and  was  told  to  sort  out  all  those  which 
seemed  to  him  to  be  of  exactly  the  same  weight  as  the  one  with  the 
white  speck  on  the  end,  lifting  them  endwise  between  thamb  and 
finger.  To  avoid  the  effects  of  fatigue  on  the  sensitiveness  to 
weight,  each  child  was  given  only  two  trials  on  each  block,  lifting 
it  and  the  standard  alternately.  The  successive  steps  between  the 
weights  being  two  grams,  the  number  of  blocks  selected  as  being  of 
the  same  weight  when  multiplied  by  2  would  indicate  in  grams  the 
threshold  for  discrimination  to  weight  for  that  child. 

Test  (2) :  Sens itive?i ess  to  color-differences. 

Just  as  in  the  preceding  test  we  were  in  search  of  the  threshold 
for  discrimination  to  weight  or  least  perceptible  difference  in  weight, 
so,  in  this  test  it  was  the  aim  to  find  the  threshold  for  discrimination 
to  color  or  the  least  perceptible  difference  in  shade  of  one  color. 
This  test  consisted  of  a  series  of  ten  shades  of  red  so  closely  graded 
that  no  two  successive  colors  or  shades  could  be  distinguished  except 
by  an  experienced  eye.  Gray  would  have  been  preferable  and  in 
fact  was  tried  previously  to  red,  but  owing  to  the  fact  that  all  goods 
are  bleached  with  sulphur,  no  matter  how  well  scoured  before  dyeing, 
traces  of  red  could  be  found  running  tlirough  the  gray. 

Ten  pieces  of  woolen  cloth  of  fine  texture  were  first  dyed  a  suitable 
red  by  a  practical  dyer  under  my  supervision.  After  the  ten  pieces 
were  removed  from  this  coloring  solution,  which  left  them  all  exactly 
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of  the  same  color,  a  very  small  portion  of  dye  was  added  to  the  hoil- 
ing  vat,  thus  making  the  fluid  slightly  darker.  One  of  the  pieces  was 
again  boiled  in  this,  making  it,  when  removed,  very  slightly  darker 
than  before.  To  this  last  solution  was  again  added  a  small  portion 
of  dye  in  which  a  third  piece  was  boiled  and  so  on,  adding  for  each 
successive  piece  of  cloth  an  equal  portion  of  dye  and  giving  thus  a 
series  of  shades  each  differing  from  the  others  in  a  very  slight 
degree.  Each  of  this  series  of  ten  was  then  fixed  firmly  in  a  ring  so 
as  to  exhibit  the  color  and  yet  protect  it  from  being  handled.  This 
ring  was  a  hollow  cylinder  with  a  narrow  shoulder  on  one  end,  the 
edge  of  which  was  beveled  so  as  to  avoid  any  shadows  being  thrown 
on  the  color.  The  colored  cloth  was  stretched  firmly  across  the  end 
of  a  circular  block  which  was  driven  into  the  ring,  holding  the  color 
firmly  against  the  shoulder.  The  circle  in  which  the  color  was 
exposed  was  3^°*  in  diameter.  The  castings  were  then  painted 
a  dull  black  so  as  to  avoid  any  reflection  of  light  which  might 
affect  the  color.  Each  block  was  then  marked  with  a  secret 
mark  according  to  the  place  it  held  in  the  series.  To  avoid  getting 
them  mixed  in  taking  the  tests,  a  small  box  was  made  for  each  iet 
of  ten. 

In  taking  the  tests  the  block  containing  the  lightest  fltadey  fOjoUird 
white  on  the  bottom  to  distinguish  it,  was  used  as  tihe  «Ca»iar4  with 
which  to  compare  the  rest.  The  child  was  giveo  a  b«x  imrtaining 
one  set  and  told  to  pick  out  all  those  shadec  rf  wtA  whuAi  wern 
exactly  like  the  one  painted  white  on  the  bottUBu  The  num^Mft  of 
those  selected  as  being  alike,  including  tker  tCandard,  wan  thtfrri 
recorded.  The  number  of  colors  picked  amt  would  indicaU;  tU*t 
threshold  for  discrimination  to  color  for  llisi  ebild  and  by  averaging 
the  individual  results  the  discrimination  for  the  respective  age*  ira« 
obtained. 

Test  (3) :  l^oree  of  $ugge8tio7i. 

The  aim  in  this  test  was  to  measare  the  effect  of  our  iiam  ^/f  % 
thing  formed  by  the  sense  of  sight  upon  those  forwmi  hf  *r  ^ 
muscle-sense,  in  particular  to  get  the  effort  of  bulk  im  s  *:a  -  },- 
upon  our  judgment  of  what  it  should  woiLrli.  As  a  §mt  jow, -'-. 
a  set  of  ten  blocks  was  mado,  each  weighing  55* 
racy  of  SO"*'.  All  were  '2.«^'"  thick  but  varied  n 
2.2*™  to  8.2*"  in  a  geometrical  series,  in  order  to 
tions  increase  in  an  arithmetical  series  accordiifip' 
On  taking  a  number  of  tests  with  this  set,  askiflf  fc  griij^r     •   f 


44  J.  A.  Gilbert, 

experiment  to  arrange  them  in  order  according  to  their  respective 
weights,  the  decision  was  universal  that  the  smallest  one  seemed 
heaviest  and  the  largest  one  lightest,  the  others  ranging  between 
those  two  extremes  with  weights  inversely  proportional  to  their  size. 
Now,  in  order  to  measure  the  amount  of  the  suggestion  offered  by 
the  bulk  of  the  blocks,  all  being  of  the  same  weight  in  reality,  a 
series  of  fourteen  blocks  was  made,  each  being  2.8®°*  long  and  3.6"" 
in  diameter  but  all  of  different  weights,  ranging  from  15*  to  18«  in 
weight.  In  order  to  get  the  different  weights  in  the  same  sized 
blocks,  holes  were  bored  out  of  the  center  of  a  size  directly  propor- 
tional to  the  weight  desired  and  filled  with  lead.  This  could  then  be 
easily  bored  out  till  the  exact  weight  for  each  was  reached.  The 
lead  was  then  concealed  by  a  cartridge-wad,  which  also  served  the 
purpose  of  a  center  to  the  block  on  each  end  by  which  to  grasp  it 
when  lifting.  The  position  of  each  block  in  the  series  of  fourteen 
was  then  marked  plainly  on  one  end. 

In  taking  the  tests  for  measuring  the  amount  of  suggestion  offered 
by  the  difference  in  bulk,  the  very  large  weight  and  the  very  small 
weight  were  given  to  the  child  in  connection  with  the  series  of  four- 
teen blocks,  the  weight  of  the  large  and  small  standards  being 
unknown  to  the  child.  He  was  asked  to  pick  out  of  the  fourteen 
blocks  the  one  that  seemed  to  him  to  be  of  the  same  weight  as  the 
small  standard  and  also  the  one  of  the  same  weight  as  the  large 
standard,  lifting  them  endwise  between  the  thumb  and  finger. 
The  small  block  was  first  lifted ;  then  the  end-one  of  the  14  blocks 
was  lifted.  If  it  was  apparently  lighter,  the  second  block  of  the 
14  was  tried.  If  this  was  also  lighter,  the  third  was  tried.  This 
was  continued  till  that  block  of  the  14  was  reached  which  was  appa- 
rently equal  to  the  small  block.  Its  number  was*  noted.  Then  the 
large  block  was  compared  successively  with  those  of  the  14  till  an 
apparently  equal  one  was  reached.  The  weight  of  the  small  one  was 
the  same  as  that  of  the  large  one.  The  amount  of  suggestion  offered 
by  the  difference  in  bulk,  could  then  be  measured  in  grams  by  taking 
the  difference  in  weight  between  the  two  blocks  chosen  as  being 
the  same  weight  as  the  large  and  small  standards  respectively.  One 
heavier  than  55^  was  always  chosen  for  the  small  one  and  one  lighter 
than  55»  was  always  chosen  for  the  large  one,  as  will  be  <{xplained  in 
the  discussion  of  results. 

The  first  tliree  tests  just  described  were  taken  on  desks  adapted 
to  the  size  of  the  child,  thus  subjecting  all  to  the  same  influences  in 
lifting.     The  desk  was  of  such  height  as  to  throw  the  fore-arm  paral- 
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lei  with  the  floor.  These  first  three  tests  were  given  to  the  child  in 
the  order  in  which  I  have  recorded  them,  thus  throwing  the  color-test 
in  between  the  two  weight-tests,  giving  no  chance  for  the  fatigue  of 
test  (1),  should  there  be  any,  to  be  carried  over  into  test  (3). 

Test  (4):   Letter-memory. 

This  was  omitted  because  of  the  impossibility  of  accurate  work 
with  letters. 

Test  (6):    Weight. 

The  weight  of  the  children  was  taken  on  a  balance-scale  weighing 
with  an  accuracy  of  one-quarter  of  a  pound.  Ordinary  in-door 
clothing  was  worn. 

Test  (7):   Height. 

The  Seavbr  measuring-rod,  marked  off  in  both  inches  and  centi- 
meters, was  used.  It  is  composed  of  a  straight  stick  with  a  sliding 
arm  projecting  at  right  angles.  Placing  the  stick  perpendicular  to 
the  floor  by  sighting  it  parallel  with  a  door-frame,  the  sliding  arm  wa« 
made  to  touch  the  head  of  the  child  and  then  read  off  in  tenths  of  • 
centimeter,  as  marked  on  the  stick.  The  height  was  taken  wilk 
shoes. 

Test  (8):  Lungoapacity. 

The  Standard  wet  spirometer  was  used.  This  con««U  of  %  €famr 
drical  vessel  nearly  filled  with  water,  through  the  center  of  wln«  * 
tin  tube  projects,  connected  at  the  lower  end  with  a  nwber  t«u* 
through  which  the  experimentee  exhales  the  air.  Over  llii^tta  t«Mf, 
projecting  in  the  center  of  the  vessel  of  water,  a  tin  cybMir,  <mm 
at  one  end,  is  inverted  and  allowed  to  sink  in  the  water  ■jr^f^wft^ 
a  stop-cock  at  the  bottom,  letting  out  the  air  contiiied  ••evet^ri 
by  the  water.  An  index  finger  pointing  to  a  scale 
one  side,  marked  off  in  cubic  inches,  is  fastened  to  the 
der.  As  air  is  blown  into  the  tube  the  hollow  cylinder  iiMVMrxr^;^ 
off  on  the  scale  the  number  of  cubic  inches  blow*  1^  *-  T"-^*»: 
weight  of  the  tin  cylinder  is  balanced  by  weighte  IMIIP"? 'i*  >••..- 
leys  above,  so  that  very  little  pressure  is  required,  t^ 
der  by  blowing. 

The  child  was  told  to  inhale  into  its  lungs  all  ths 
could  contain  and  then  to  exhale  it  through  the  tM> 
eter,  emptying  his  lungs  as  completely  as  possible* 
were  reduced  to  cubic  centimeters  for  the  final  9 
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The  be  ACT!  OS-board. 


Since  mental  tests  on  children  have  never  been  taken  to  any  great 
extent,  there  was  consequently  no  snilable  apparatus  at  hand  for 
such  teats.  The  carrying  out  of  my  esperiments  necessitated  the 
construction  of  what  may  be  called  the  reaction-board,  arranged  for 
taking  tests  (5),  (0),  (lO)  and  (II).  This  was  constructed  on  an  oak 
board  33  centimeters  square,  fig.  5.     The  main  parts  are  the  electro- 


Fig.  S. 

magnetic  tuning-fork  A  vibrating  one  hundred  times  per  second, 
the  double-post  switch  B,  the  stimulating  apparatus  C,  the  reacting- 
key  E,  the  tapping-apparatus  J",  the  commutator  0  and  the  Ewald 
chronoscope  If.    The  board  is  raised  from  the  table  by  four  short 
lege  so  as  to  permit  insulated  wires  to  pass  beneath  connecting  the 
different  parts  of  the  apparatus  through  holes  piercing  the  board. 
One  leg  d  is  an  adjustable  screw  by  which  the  board  can  be  fitted  to 
any  surface  upon  which  it  may  be  placed.     Two  separate  Gkov^ 
batteries  had  to  be  used,  one  connected  with  the  wires  la  lb  and  th^ 
other  with  Ila  Hi.     Current  Ila  lib  simply  passes   through   th^^ 
tuning-fork  A,  when  the  bar  p  of  the  commutator  is  left  in  tlm^^ 
position  in  which  the  spring  naturally  holds  it,  viz:  connecting  tbm.' 
two  posts  a  and  «'.    Thus,  the  tuning-fork  is  kept  in  constant  motio  ■■cr 
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test  was  given  up  because  it  seemed  impossible  to  get  the  children 
to  keep  on  going  in  a  circle  should  thej  miss  one  of  the  buttons; 
instead,  they  would  almost  invariably  stop  and  try  to  correct  their 
misdirected  aim.  Although  this,  however,  would  make  an  interest- 
ing test  on  adults,  it  lay  outside  of  my  problem. 

Test  (5) :  Voluntary  motor  ahility  and  fatigue. 

By  throwing  the  arm  c  of  the  switch  B  to  the  post  covered  by  it 
when  in  the  position  c'  the  current  la  I^  is  made  to  pass  through 
the  wire  la  across  to  the  reaction-key  JS^,  to  the  binding  post  g,  then 
through  c  in  position  c'  to  the  tapping  apparatus  JF;  thence  through 
the  keys  n  and  bars  o  to  the  chronoscope  H  and  finally  back  to  the 
binding  post  Ift. 

In  measuring  voluntary  motor  ability,  the  child  was  asked  to  tap 
as  rapidly  as  he  could,  until  told  to  stop,  on  the  button  at  the  end 
of  the  front  key  m.  Closing  the  key  f  closed  the  current  at  every 
point  except  at  the  platinum  contact  between  the  key  n  and  the  bar 
o.  TluiR,  every  time  the  child  tapped  on  the  button  of  key  n  the 
contact  was  made  with  the  bar  o  allowing  the  current  to  pass 
through  the  electro-magnet  of  the  chronoscope,  moving  the  finger 
on  the  dial  one  mark.  An  upright  circular  screen  was  fastened  to 
the  edge  of  the  dial  in  order  to  liide  from  the  child  the  record  made. 
The  child  tapped  for  forty-five  seconds.  Shortly  after  he  had 
started  tapping,  the  circuit  was  closed  by  pressing  down  the  key  / 
in  unison  with  one  of  tlie  strokes  of  a  metronome  which  was 
adjusted  to  beat  seconds.  As  soon  as  the  key  f  was  pressed  down 
by  myself,  the  clironosoope  commenced  recording  on  its  face  each 
tap  made  by  the  child.  At  tlie  end  of  tivo  seconds  I  broke  the  cur- 
rent at  ^/'tlius  cutting  off  from  the  chronoscope  any  means  of  record- 
ing the  taps  of  the  child  until  the  current  was  again  made.  The 
child  continued  taj)ping  simply  to  produce  fatigue.  At  the  end  of 
forty  seconds  I  again  made  the  circuit  at  /  and  took  a  record  of  the 
taps  made  in  the  last  five  of  the  45  seconds  in  the  same  w^y  that  the 
first  five  were  taken.  To  measure  off  exactly  5  seconds  I  counted 
0,  1,  2,  3,  4,  6  in  unison  with  the  beat  of  the  metronome,  pressing 
down  the  key  /  at  0  and  releasing  it  at  5,  thus  giving  an  interval  of 
5  seconds.  By  this  means  the  control  of  the  5  seconds  was  in  my 
own  hands;  this  avoided  all  such  errors  as  are  sure  to  creep  in  when 
the  cliild  is  simply  told  to  start  and  stop  tapping  at  word  of  com- 
mand, as  was  done  by  Bryan  in  his  researches  on  voluntary  motor 
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ability.'    In  such  a  case  it  is  very  difficult  to  tell  just  where  the 

counting  of  taps  should  cease,  for  almost  invariably  a  child  adds  a 

stroke  or  two  after  being  told  to  stop.     By  the  method  used  here, 

however,  the  tapping  is  limited  to  exactly  5  seconds.     By  throwing 

the  chronoscope  into  a  current  with  the  tuning-fork,  vibrating  one 

hundred  times  per  second,  I  contrived  a  plan  to  measure  my  own 

accuracy  in  making  and  breaking  the  current  at /in  unison  with  the 

metronome,  leaving  exactly  5  seconds  intervening.     In  6  seconds  the 

hand  on  the  dial  of  the  chronoscope  should  revolve  5  times.     After 

taking  and  averaging  fifty  trials  at  making  a  5-seconds-interval,  it 

was  found  that  my  average  variation  for  a  single  occasion  in  making 

exactly  the  right  length  of  time  was  only  0.02  sec.     Such  an  error 

would  be  wholly  negligible  since  the  highest  rate  of  tapping  obtained 

was  47  taps  in  5  seconds.     The  number  of  taps  made  in  the  first  5 

seconds  can  be  taken  to  represent  the  voluntary  motor  ability  of  the 

child.     It  is  impossible  to  tap  as  rapidly  after  45  seconds  as  at  first; 

by  calculating  the  difference  between  the  two  rates  of  tapping  and 

then  dividing  this  difference  by  the  number  of  taps  made  the  first  5 

seconds,  an  expression  for  fatigue  was  obtained  as  a  per  cent.     If  r 

be  the  number  of  taps  for  the  first  5  seconds  and  8  the  number  for 

the  last  5  seconds,  the  degree  of  fatigue  for  40  seconds  of  tapping 

can  be  expressed  by 

r—8 

g=—. 

To  have  expressed  the  fatigue  merely  by  the  difference  between  the 
two  rates  of  tapping  would  not  have  expressed  the  truth  ;  for 
instance,  one  child  who  tapped  19  and  15  for  the  respective  periods 
of  5  seconds,  lost  a  great  deal  more  by  fatigue  than  another,  who 
tapped  38  and  34  respectively;  each  lost  4  taps  but  the  first  lost  21 
per  cent.,  the  second  only  1 1  per  cent. 

Since  fatigue  was  the  principal  problem  I  had  in  view  in  this  test, 
the  elbow  was  held  free  from  the  table  so  as  to  bring  on  fatigue  the 
more  rapidly.  This  also  would  be  the  most  rapid  way  of  tapping, 
for  it  consists  largely  of  a  movement  of  the  wrist  which  is  one  of 
the  most  rapid  joints  for  tapping.* 

Test  (10):  Heaction-time. 

By  throwing  the  arm  c  of  switch  JB,  fig.  5,  to  the  post  covered 
when  in  position  c'  current  la  lb  passes,  when  all  points  are  connec- 


'  Brtan,  VolurUary  motor  ability^  Am.  Jour.  Psych.,  1893  V  14. 
•  Bbtah,  Voluntary  motor  ability ^  Am.  Jour.  Psych.,  1893  V  171. 
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ted,  from  the  battery  through  wire  la,  through  the  spring  e  to  the 
end  of  the  rod  2>,  thence  through  the  curved  spring  to  g^  thence  to 
and  through  the  arc  c  of  switch  B  ;  thence  to  key  e  through  binding 
post  k  ;  thence  to  r  of  the  commutator  through  rod/>  when  thrown 
across  from  r  to  r' ;  thence  through  the  chronoscope,  back  again  to 
the  battery.  Current  Ila  \U>  is  connected  with  the  following  in  suc- 
cession :  Ila  from  battery,  binding  post  a  on  tuning-fork  A  ;  bind- 
ing post  on  the  coil  of  the  fork  ;  8  and  s'  of  commutator  &,  finally, 
going  back  to  the  battery  through  wire  lib.  The  coil-spring  on  rod 
p  keeps  it  continually  in  connection  with  the  poles  s  and  s\  thus  keep- 
ing current  Ila  lib  always  closed  and  the  tuning-fork  in  constant 
motion,  ready  for  use.  Between  r  and  «,  r'  and  «'  are  two  small 
pieces  of  hard  rubber  to  insulate  and  carry  the  arm  easily  from  m' 
to  rr'.  With  the  arm  D  thrown  back  by  the  spring  e  against  the 
box  h  the  contact  is  merely  broken  between  the  end  of  the  arm  D 
and  the  curved  spring  fastened  to  the  brass  block  g.  The  child  is 
told  to  press  down  the  key  E  as  soon  as  he  sees  a  movement  of  the 
disk  fastened  to  the  end  D,  By  throwing  the  rod  p  of  the  commu- 
tator G  upon  r  and  r',  the  current  la  lb  is  closed  at  every  point 
except  where  the  contact  is  broken  between  the  arm  J)  and  the 
curved  spring  on  g.  By  throwing  the  arm  D  into  the  position  seen 
in  the  figure  this  contact  was  made,  completing  the  circuit  and  at  the 
same  time  giving  the  stimulus  for  reaction.  Throwing  the  commu- 
tator into  position  rr\  before  throwing  the  stimulating  rod  2>,  served 
as  the  warning  to  the  child  that  the  stimulus  would  come,  as  well  as 
changing  the  current  used,  from  Ila  116,  which  passes  through  the 
tuning-fork  alone,  to  the  current  la  lb  which  passes  through  tuning- 
fork  Ay  stimulating  rod  J9,  reacting  key  E  and  chronosoope  H,  As 
soon  as  contact  was  made  at  </,  by  throwing  the  stimulating  rod  2>, 
the  current,  being  made  and  passing  through  tuning-fork  A^  which 
is  vibrating  100  times  per  second,  started  the  chronoscope  going  at 
the  rate  of  100  marks  or  one  revolution  per  second.  As  soon  as  the 
break-circuit  key  E  is  pressed,  the  current  is  immediately  broken  ; 
thus  stopping  the  chronoscope.  This  records  the  number  of  hun- 
dredths of  a  second  which  elapsed  between  the  movement  of  rod  D 
by  myself  and  the  pressing  of  the  key  E  by  the  child.  After  the 
reaction,  the  key  E  is  grasped  and  held  down  by  a  small  spring  x 
until  the  record  can  be  read  from  the  chronoscope  and  recorded. 
Spring  e  also  throws  the  rod  D  back  into  its  original  position,  break- 
ing the  contact  at  the  spring  on  g  as  before.  After  a  record  is  made 
on  the  card  of  the  number  of  hundredths  of  a  second  it  took  the  child 
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to  react,  the  spring  x  is  loosened  by  pushing  it  off  the  key  E  by  the 
rody  and  the  finger  of  the  chronoscope  is  moved  back  to  0  ready  for 
the  next  test.  Each  child  was  given  ten  trials,  the  median  value  of 
which  was  taken  for  his  reaction-time.  In  order  to  prevent  the 
child  anticipating  the  moment  when  the  stimulating  rod  D  is  to  be 
thrown  by  seeing  the  hand  move,  a  screen  extended  back  over  my 
.hand  and  the  apparatus  about  the  part  6,  f  and  g.  This  screen  has 
been  removed  in  the  figure  so  as  to  exhibit  the  keys  6, /and  g.  The 
face  of  the  chronoscope  JJwas  also  hidden  from  the  child  by  a  small 
semi-circular  screen  fastened  to  its  edge.  The  Ewald  chronoscope,* 
as  seen  in  the  figure,  is  taken  from  its  usual  stand  and  fastened  to 
the  board  so  as  to  place  it  near  the  commutator,  thus  allowing  it  and 
the  commutator  to  be  manipulated  conveniently  with  the  left  hand. 

Test  (9)  :  Reaction  with  discrimination  and  choice. 

The  apparatus  for  this  test  was  the  same  as  in  simple  reaction 
with  the  addition  of  the  color  apparatus  h  with  rod  i.     Fastened  to 
the  rod  %  and  concealed  in  the  box  A  is  a  slide  nearly  as  wide  as  the 
box  but  only  two-thirds  as  long.    Upon  this  slide  are  glued  two  pieces 
of  colored  paper,  red  and  blue,  each  taking  up  one-half  of  the  slide. 
By  pushing  in  the  rod  i  till  it  strikes  at  the  end  of  the  box  at  C7,  blue 
is  exposed  at  the  opening  in  the  top,  while  red  is  concealed  under 
the  top  of  the  box  between  the  opening  and  the  end  marked  (7.     l^y 
palling  out  the  rod  i  till  it  strikes  the  other  end  of  the  box  A,  red  U 
exposed.    The  exposure  is  made  when  the  stimulating  rod  D  is  throwD 
into  the  position  seen  in  the  figure.     The  child  was  told  to  react  om 
the  key  E\i  the  color,  when  exposed,  was  blue,  and  not  to  react  if 
it  was  red  ;  this  compelled  him  to  wait  and  discriminate  betV4MSb 
red  and  blue  and  also  to  make  the  choice  whether  to  react  or  w/fL 
First,  the  bar  p  of  the  commutator  G  is  thrown  from  current  m'  Mf 
rr'y  serving  also  as  a  warning  to  the  child  that  the  stimulating  rofl  §^ 
will  soon  be  thrown  aside.    The  rod  D  is  then  thrown,  wberebjribir 
chronoscope  is  started.    Pressure  on  the  key  E  immediately  gkyi 
the  chronoscope  while  the  spring  x  also  holds  down  the  key  JCtMtUlk 
the  number  of  hundredths  of  a  second,  counted  off  by  the 
scope,  can  be  recorded  on  the  record-card.     After  moving  tltifli 
of  the  chronoscope  back  to  0  by  a  wheel  invisible  in  the 
releasing  the  spring  x  by  pushing  rod^,  the  apparatus  h 
the  second  test,  the  commutator  p  having  been  broug^bt 
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again  by  the  spring  attached  to  it.  That  part  of  the  rod  i  which  is 
not  concealed  by  the  screen  over  the  hand  and  keys  e,  f  and  g,  is 
concealed  by  a  wooden  covering  so  as  to  prevent  the  child  from 
knowing  by  the  position  of  the  rod  what  color  will  appear.  For 
reasons  mentioned  below  this  test  preceded  that  for  reaction-time. 

Test  (11)  :  Time-memory, 

■  The  same  apparatus  on  the  board  was  used  here  as  in  the  preceding 
test,  except  that  instead  of  using  the  stimulating  rod  D  to  start  the 
chronoscope,  the  key  y  was  used.  The  chronoscope,  when  in  motion 
at  the  rate  of  one  hundred  marks  a  second,  makes  the  same  tone  as 
the  fork  only  somewhat  louder  and  of  different  timbre.  The  tuning- 
fork  is  mounted  on  hair-felt  so  as  to  muffle  its  sound,  leaving  the 
sound  of  the  chronoscope  very  easily  heard.  The  child  was  told  to 
listen  how  long  I  caused  the  chronoscope  to  sound  and  then  after  I 
started  the  soand  the  second  time  he  was  to  stop  it  by  pressing 
down  the  key  JEJ  when  he  thought  it  had  gone  just  as  long  as  I 
allowed  it  to  go  the  first  time.  After  throwing  the  commutator  from 
88'  to  rr'  to  change  currents  and  also  to  warn  the  child  that  the  sound 
would  soon  begin,  the  current  was  made  by  pressing  down  the  key/, 
which  was  held  down  till  the  finger  on  the  dial  of  the  chronoscope  JB 
had  made  two  complete  revolutions,  whereupon  it  was  released  ;  thus 
the  sound  continued  for  two  seconds.  The  shade  concealing  the  dial 
kept  the  record  from  being  seen.  Almost  immediately  after  the  cur- 
rent was  broken,  it  was  again  made  at  /,  This  again  started  the 
sound  which  continued  until  the  child  stopped  it  by  pressing  down 
the  key  JS,  The  key  was  held  down  as  before  by  the  self-catching 
spring  X  until  the  record  on  the  chronofcope  could  be  read  and  re- 
corded. The  figures  entered  on  the  card  represented  the  error,  in 
hundredths  of  a  second,  made  by  the  child  in  trying  to  make  the 
second  sound  just  as  long  as  the  first.  As  it  was  impossible  for  me 
to  make  the  standard  exactly  two  seconds,  this  error,  never  more 
than  0.05  of  a  second,  was  added  to  or  subtracted  from  the  error 
of  the  child  according  to  its  direction.  Each  child  was  given  ten 
trials  from  which  the  median  value  was  calculated  for  his  general 
result. 

General  methods. 

Tests  on  muscle-sense,  color-sensitiveness  and  force  of  suggestion 
were  not  taken  simultaneously  with  the  other  tests.  In  taking  the 
tests  on  voluntary  motor  ability,  fatigue,  weight,  height,  lung- 
capacity,  discrimination-time,   reaction-time   and  time-memory  the 
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following  order  was  adopted.     Three  children  were  taken  from  the 
school-room  at  one  time  into  a  secladed  room  away  from  interrup- 
tion, noise,  etc.     While  one  was  taking  the  tests  the  other  two  could 
be  watching  and  thus,  when  their  turns  came,  they  understood  what 
was  expected  of  them,  and  took  but  little  time  for  explanations. 
Furthermore,  when  their  turna  came  the  novelty  of  the  board  and 
tests  was  worn  away,  so  that  their  whole  attention  could  be  devoted 
to  doing  the  things  required.     The  child  was   first  weighed,  his 
height  was  taken  next  and  then  his  lung-capacity  was  measured. 
After  this  he  was  subjected  to  the  tests  of  the   reaction -board,  the 
first  being  discrimination-time  for  red  and  blue.     This  test  was  given 
precedence  in  time  to  simple  reaction  because  after  getting  accus- 
tomed to  reacting  every  time  the  stimulating  rod  was  moved,  as  is 
the  case  in  the  simple  reaction,  it  is  very  much  more  difficult  to 
refrain  from  pressing  reflexly  or  automatically  when  the  red  is  ex- 
posed in  the  discrimination- test  than  if  the  latter  is  placed  first.     In 
this  test  the  number  of  errors  made  by  pressing  the  key  £J  when  red 
was  exposed,  instead  of  not  pressing  at  all,  was  kept  account  of. 
The  red  and  blue  were  exchanged  irregularly  so  that  the  child  could 
get  no  idea  of  what  color  to  expect.     So  as  to  put  him  more  thor- 
oughly on  his  guard,  several  reds  were  generally  exposed  at  the  start. 
Ten  trials  were  given  in  this  and  in  the  two  succeeding  tests,  the 
result  of  each  trial  being  recorded  in  its  proper  place  on  the  card  as 
soon  as  taken.     Reaction-time  was  taken  next,  and  then  the  test  on 
time-memory.     Finally,  after  all  other  tests  had  been  taken  (which 
required  from  seven  to  ten  minutes)  the  tests  on  voluntary  motor- 
ability  and  fatigue  were  taken.      During  the   35  seconds   interval 
between  the  first  and  last^period  of  five  seconds  of  tbe  forty-five 
seconds  of  tapping,  the  next  child's  weight  and  height  were  taken. 
When  the  child  at  the  board  had  completed  the  fatigue-test  he  was 
sent  back  to  the  room  and  immediately  another  came  to  fill  his  place, 
thus  keeping  three  out  at  one  time.     Just  before  taking  the  reaction- 
board-tests  on  the  child  the  day  of  the  month  and  the  hour  of  the 
day  were  noted  after  "  date  "  on  his  card  so  as  to  enable  me  to  cal- 
culate at  some  future  time  the  effects  of  weather  and  also  of  fatigue 
produced  by  the  day's  work  upon  those  tested  late  in  the  day,  com- 
pared with  those  taken  early  in  the  morning.     The  teachers  attended 
to  having  the  remainder  of  the  data  filled  out  at  the  head  of  the  card, 
in  regard  to  the  child,  namely,  age  at  last  birthday,  birth-plact*,  bii*tli- 
place  of  father,  birth-place  of   mother,  father's  occupation.     vV  Iih^: 
cards  were  used  for  girls  and  colored  cards  for  boys. 
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Results. 

About  one  bundred  cbildrcn  of  each  age  were  taken,  the  small 
variation  from  this  number  being  shown  in  column  iVof  the  tables  I 
to  XI.  The  method  explained  above  necessitated  tests  one  to  three 
inclusive  being  taken  at  a  different  time  from  the  remainder.  Some 
of  the  children,  having  taken  one  portion  of  the  tests,  were  absent 
at  the  time  the  other  tests  were  taken,  thus  causing  the  number  to 
fall  slightly  below  one  hundred  in  some  instances.  The  results  for 
each  age  were  averaged  into  one  final  result  by  taking  the  median 

value*  according  to  the  formula     ^  — .      The  justifiablcness  of    this 

method  will  be  shown  later  both  by  data  and  curves. 

Fkchnkr  has  proposed  the  use  of  the  median  or  central  value, 
whose  position  in  the  series  of  separate  results  arranged  according 

to  size  is  given  by  — — .  That  is,  if  all  the  results  are  to  be  ar- 
ranged in  the  order  of  their  size,  the  median  will  be  just  in  the 
middle.  Since  with  finite  units  of  measurements  there  will  be  a 
number  of  results  having  the  same  value  around  the  middle,  the 
value  will  be  determined  by  interpolation.  The  importance  of  the 
use  of  the  median  lies  in  the  fact  that  it  involves  no  assumption  in 
regard  to  the  distribution  of  the  separate  deviations. 

In  order  to  get  an  expression  for  the  homogeneity  of  my  results 
the  mean  variation  was  calculated  for  each  age.  This  same  calcula- 
tion was  also  made  for  boys  and  girls  separately  in  all  the  tests  except 
the  first  three,  viz  :  muscle-sense,  color-sensitiveness  and  force  of 
suggestion.  After  the  record-cards  were  completely  filled  out  with 
the  data  desired,  they  were  returned  to  the  teachers  of  the  respective 
rooms,  who  were  asked  to  mark  each  name  by  a  figure  1,  2  or  3  ac- 
cording to  what  she  judged  the  child's  general  mental  ability  to  be, 
marking  the  bright  ones  1,  those  of  average  ability  2  and  the  dull 
ones  with  a  figure  3.  The  aim  of  this  was  to  get  the  relation  between 
the  general  mental  ability  and  the  respective  tests.  The  tests  were 
taken  from  January  IVth  to  April  Ist,  1894. 

Test  (1):  ^luscle-sense. 

The  results  for  this  test  are  shown  in  table  I  and  the  accompany- 
ing charts  I  and  II,  giving  in  graphic  form  the  results  as  given  in 
columns  2>,  -^,  G  and  MVoi  the  table.     Sensitiveness  to  weight 
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was  not  so  delicate  as  was  supposed  when  the  apparatus  was  made, 
and  consequently  a  series  of  ten  weights  varying  two  grams  each, 
from  82^  to  100^,  was  insufficient  to  include  all  of  the  younger 
children.  In  all  ages,  except  fourteen  and  fifteen,  one  or  more  chil- 
dren were  found  whose  sensitiveness  to  weight-differences  did  not 
fall  within  the  scope  of  my  apparatus,  viz.  18^  variance  from  the 
standard  weighing  82^.  In  calculating  column  J)  of  table  I,  all 
data  including  those  in  which  all  ten  were  said  to  be  alike  in  weight 
were  used.  In  order  to  correct  this  error  of  apparatus,  the  per  cent, 
of  (lata  in  which  all  ten  weights  were  reported  as  being  alike  was 
calculated  for  each  age.  To  obtain  a  correct  estimate  of  the  dis- 
crimination to  weight  for  each  age,  the  columns  D  and  P  must 
be  considered  together ;  that  is,  the  results  for  this  sense  give  the 
wrong  impression,  unless  both  of  the  columns  be  considered  in  con- 
junction. The  figures  at  the  left  of  the  chart  indicate  the  threshold 
for  discrimination  to  weight  in  grams.  The  figures  found  in  col- 
umns /*,  P£  and  PO  of  table  I  represent  in  per  cent,  the  number 
of  children  who  picked  out  all  ten  weights  as  being  exactly  alike, 
distinguishing  no  difference  whatever  in  their  respective  weights. 
It  will  be  remembered  that  sensitiveness  varies  inversely  as  the  size 
of  the  least  perceptible  difference.  For  example,  the  least  percepti- 
ble differences  for  the  ages  6  and  7  are  14.8^  and  13.68  respectively  ; 
the  threshold  for  6  yr«<.  bears  to  that  for  7  yrs.  the  relation  ^J|^,  but 
the  sensitiveness  for  6  yrs.  is  greater  than  that  for  7  yrs.,  the  relation 
being  -J-j^.  In  general  it  is  convenient  to  indicate  the  sensitiveness 
by  the  reciprocal  of  the  least  perceptible  difference,  thus,  yj-y,  j^^, 
€tc.  On  the  chart,  the  higher  the  line  the  greater  the  least  percep- 
tible difference  but  the  smaller  the  sensitiveness.  Ages  are  marked 
along  the  axis  of  abscissas  at  the  bottom  of  the  chart. 

The  results  show  a  gradual  increase  in  ability  to  discriminate,  from 
the  ages  of  6  to  13.  At  6,  the  worst  year  of  any  for  discrimination, 
the  least  perceptible  difference  was  14.8^,  with  38;;^  of  non-discrimi- 
nations; at  13  years  only  5.4^  with  2f^  of  non-discriminations. 
After  13  there  was  a  gradual  falling  off  of  6.8«,  none  failing  to  dis- 
criminate, and  then  another  gain  till  at  17  it  was  6.8*  with  l^  of 
non-discriminations.  Boys  and  girls,  considered  together,  gradually 
increase  in  ability,  but  when  they  are  considered  separately,  marked 
differences  of  sex  appear.  At  0  there  is  the  large  difierence  of  3.8»  in 
discriminative  ability  in  favor  of  the  boys.  At  7  they  have  the  same 
ability.  From  this  on,  they  gain  with  equal  pace  to  the  year  1 3  with 
the  exception  of  the  abrupt  falling  off  for  boys  at  11.     From  13  to  17 
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the  difference  in  ability  again  becomes  manifest  in  favor  of  boys.  In 
general  it  may  be  said  that  the  superiority  of  boys  in  sensitiveness  to 
differences  in  weight  increases  with  age,  irregularities  being  notice- 
able, however,  from  6  to  V  and  from  12  to  14. 

It  is  interesting  in  this  connection  to  notice  the  relation  between 
the  general  curve,  chart  I,  and  the  curve  of  mean  variation  for  the 
same  test,  chart  II.  There  seems  to  be  a  general  agreement  through- 
out between  the  main  curve  for  discrimination  and  the  curve  for 
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1 

G 
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2 
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48 

89 

17 
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6.0 
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2 

91 

47 

44 

A  least  perceptible  diflference  in  grams 
/'  iKT  cent,  of  data  showing  no  disicrim 

ination. 
MV,  suitir^tical  mean  variation. 
B.  least  ])erccptible  difference  lor  lx)ys. 
PB  per  cent,  of  boys  showing  no  dis-    XGy  number  of  girls. 

crimination. 


G,  least  |>crceptiblo  difference  for  girls. 
/V/,  |KT  cent,  of  girls  showing  no  dis- 
crimination. 
Xy  numU'r  of  children. 
XB.  nnmlH.»r  of  bovfl. 


mean  variation.  When  discriminative  ability  decreases,  between  any 
two  8iieoe.'<sivu  ages,  the  variation  decreases  for  the  correBponding 
period.  On  the  whole,  however,  variation  decreases  with  advance  in 
age.  At  the  ago  of  7,  whore  a  falling  off  in  sensitiveness  is  indicated 
in  the  main  curve  for  discrimination,  the  mean  variation  is  decreased. 
Also  during  the  yoars  from  12  to  14  the  variation  is  stationary,  these 
too,  being  years  during  which  the  child  lost  in  his  ability  to  discrim- 
inate, as  shown  by  chart  I.  Apparently  during  these  years  develop- 
ment has  ])oen  arrested  and  consequently  those  influences  removed 
which  would  cause  variation  in  the  results  of  different  children.  At 
15,  when  the  discrimination  was  relatively  poor,  the  mean  variation 
was  very  small. 
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In  saoh  points  the  mean  variation  throws  some  light  upon  those 
years  where  divergences  and  abrupt  changes  occur.  Marked  changes 
in  the  curve  for  variation  would  indicate  unusual  heterogeneity  in 
data  at  that  point.  Such  results  unquestionably  represent  changes 
in  growth. 
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Fig.  6.    Chart  I. 

Boys  and  girls. 

Boys. 

Girls. 
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Fio.  7.    Chart  II. 
Statistical  mean  variation. 


Test  (2) :  Sensitiveness  to  color-differences. 

The  resolts  of  this  test  are  recorded  in  table  II  and  cliarts  III  and 
rV.  The  same  general  rules  apply  here  as  in  the  results  of  the  pre- 
Tioaa  test.    The  two  columns  D  and  P  of  table  II  have  to  be  con- 
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sidered  in  conjanction,  because  the  scale  of  shades  was  insufficient  to 
admit  of  discrimination  of  difference  in  color  by  all  children.  As  in 
the  previous  test  the  figures  in  column  P,  PB  and  PG  indicate  the 
per  cent,  of  children  of  the  respective  ages,  who  said  all  the  colors 
were  exactly  alike,  discriminating  no  difference  in  shade.  The 
numbers  on  the  left,  by  which  the  solid  line  is  to  be  interpreted,  indi- 
cate the  number  of  colors  picked  out  as  being  exactly  alike.  The 
ages  are  indicated  at  tlie  bottom  of  the  chart  on  the  axis  of  abscissas. 
Ability  to  distinguish  different  shades  of  the  same  color  increases 
with  age.  As  a  rule,  at  7  marked  irregularities  occur  in  all  the 
curves  which  require  mental  action  or  discrimination.  These  irregu- 
larities will  be  spoken  of  more  fully  later  on. 

Table  II. 
Sensitiveness  to  color-differences. 


Age. 

Z> 

P 

MV 

B 

FB 

G 

PG 

N 

NB 

NG 

6 

7 

9.6 
9.0 

57 
49 

1.8 
2.1 

fi 

51 
4^ 

9.6, 

62 
50 

90 
94 

45 
50 

46 
44 

8 

8.3 

44 

23 

9.(f^ 

51 

7.0 

39 

90 

44 

.46 

9 

6.3 

23 

2.2 

6.1 

24 

6.6 

22 

95 

45 

50 

10 

6.4 

11 

1.9 

6.0 

16 

5.2 

5 

91 

48 

43 

11 

5.4 

4 

1.7 

6.0 

9 

4.d 

0 

89 

41 

48 

12 

5.1 

3 

1.5 

4.8 

2 

5.1 

4 

101 

53 

48 

13 

4.6 

4 

1.7 

5.2 

9 

4.1 

0 

102 

44 

58 

14 

4.7 

3 

:a 

4.8 

7 

4.6 

0 

101 

47 

54 

15 

4.4 

1 

1.1 

4.1 

0 

4.6 

2 

100 

49 

61 

IG 

4.3 

1 

1.3 

4.3 

0 

4.0 

2 

87 

48 

39 

17 

3.9 

3 

1.4 

4.0 

6 

4,9 

1 

91 

47 

44 

JT  leiTst  |)erceptib]e  difference  in  color  O,  leuHt  perceptible  difference  for  girls. 

in  nunilxT  of  shades.  PG,  ]K>r  cent  of  data  of  g^ls  Bhowing*    ^^ 
i'  iK»r  cent,  of  data  yhowinj^  no  discrini-        discrimin>ttioD. 

ination.  X,  nunil)er  of  children. 

M,  Ftaiistical  mean  variation.  -V^,  number  of  boys. 

JB,  least  perceptible  difference  for  Iwys.  XO,  nunil)er  of  girls. 
PB,  per  cent,  of  data  of  Iwys  showing 

no  diHcri  mi  nation. 

In  this  test  the  advantage  is  slightly  in  favor  of  the  girls.  Tb^ 
curves  cross  and  re-cross  so  frequently,  however,  that  no  very  plain 
statement  as  to  comparison  of  sexes  can  be  given.  The  boys  start  at 
6  with  the  advantage  of  the  girls,  but  at  17  the  girls  take  the  lead. 
By  making  a  general  average  of  all  ages  for  all  the  boys  and  all  the 
girls,  the  advantage  of  girls  over  boys  is  oi>ly  one-tenth  of  the  diffe^ 
ence  between  the  successive  shades.     Yet,  girls  have  the  additional 
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advantage  in  that  only  18.7^  of  the  girls  failed  to  discriminate  at  all^ 
while  22.3  ^  of  the  boys  failed  in  so  doing.  This  throws  the  final 
balance  somewhat  in  favor  of  the  girls.     The  curve  of  this  sense. 
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Fia,  8.    Chart  III. 
— —  Boys  and  ulrla. 
BoyB. 


GlrJs. 


Fio.  U.    Chart  IV. 
Statistical  mean  variation. 

'••art  II,  shows  the  most  gradual  hwrease  in  aiscriminative  ability  of 
«»y  worked  out  and  it  will  also  be  noted  that  the  same  general  ro^i. 
»«^ty  in  decrease  of  variation  is  shown  in   <-^'^''^  IV ,  wUh  a  h\ih\j^ 
'Vergence  at  13,  due  i)robably  to  puberty. 

Tkst  (3):  lorce  of  mf/c^estion. 

^^eare  continually  translating  sensations'  *?**".  ^°^  '''*'"  ".mv^m 
D^  terms  of  another  sense.  In  walking,  or  reftobtng  lor  art  ,,^  ^^^ 
tJ»«  dark,  we  always  imagine  how  things  oag»»*  »<>  *<***"  h,,.|  ^^^  ^^ 
ttatislate  these  ideas  of  sight  into  muscle   8eO«»tto"  in  g„ , . ,  ^  ^  ^  ^      -^^ 


60  J.  A,  Gilhtrty 

muscles.  In  reaching  for  the  door-knob  with  closed  eyes  one  always 
gaides  his  hand  by  translating  how  the  extended  hand  looks  into  how 
it  should  feel.  The  experiments  of  this  test  were  taken  with  a  view 
to  measuring  the  influence  of  the  interpretation  given  by  one  sense 
on  the  decision  of  another  sense,  the  result  being  expressed  as  a  func- 
tion of  the  age. 

The  results  obtained  are  recorded  in  table  III  and  charts  V  and 
VI.  In  considering  the  results,  columns  D  and  P,  B  and  PB^  O 
and  PG  of  table  II  have  to  be  taken  together  as  in  the  two  preced- 


Table  III. 

Ibrce  of  suggestion. 

Age. 

H 

P 

MV 

B 

PB 

0 

PG 

N 

NB 

NG 

6 

42.0 

36 

17.0 

43j 

37 

i2^5 

36 

92 

45 

47 

•? 

•46.0 

37 

15.5 

43.5 

36 

43.5 

39 

95 

60 

46 

8 

47.6 

27 

13.5 

45.0 

27 

49.5 

36 

92 

46 

46 

9 

500 

36 

10.5 

50.0 

38 

49.5 

35 

94 

47 

47 

10 

43.5 

23 

12.5 

40.0 

18 

44.0 

27 

91 

49 

42 

11 

40.0 

22 

11.5 

38.5 

11 

40.0 

14 

91 

43 

48 

12 

40.6 

15 

9.0 

38.0 

12 

41.0 

18 

103 

54 

49 

13 

38.0 

8 

9.0 

37.0 

8 

38.0 

9 

103 

45 

68 

U 

34.5 

7 

9.5 

31.0 

8 

33.5 

2 

100 

47 

53 

15 

35.0 

12 

10.5 

33.0 

2 

38.0 

20 

100 

49 

61 

16 

34.5 

6 

10.0 

32.0 

6 

38.5 

7 

86 

47 

39 

17         27.0  6         12.0         25.0  1         31.0         10         84         43         41 

H,  force  of  suggestion,  in  prams.  (7,  force  of  sugg^tion  for  girls,  in  gramB. 

P,  per  cent,  of  daUi  in  which  the  force  of  PG^  per  cent  of  data  for  girls  in  which  the 
suggestion  e.xceedeil  65  grams.  |      force  of  suggestion  exceeded  66  grams. 

MVy  statistical  mean  variation.  ;  N,  number  of  children. 

5,  force  of  suggestion  for  lK)ys,  in  grams.      NR,  number  of  boys. 

I 

PB.  per  cent,  of  data  for  Iwys  in  which  the    KG.  numl)er  of  girls, 
force  of  suggestion  exceeds  G5  grams. 

ing  tests.  The  figures  of  columns  Pj  PB  and  PO  of  table  III  in- 
dicate the  per  cent,  of  data  in  which  the  extremes  of  the  series  of 
fourteen  blocks  were  picked  out  as  of  tlie  same  weight  as  the  respec- 
tive standards  to  be  compared.  The  figures  at  the  left  of  the  chart 
indicate  in  grams  the  amount  of  error  made  in  estimating  the  differ- 
ences in  weight  between  the  large  and  small  blocks.  Ages  are  marked 
at  the  bottom  of  the  chart.  As  explained  under  apparatus  for  test 
(3),  the  large  and  stnall  blocks  were  both  exactly  alike  in  weight,  but, 
owing  to  the  difference  in  size,  the  child's  judgment  as  to  what  the 
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blocks  should  weigh  by  mascle-sense  was  so  influenced  by  the  sugges- 
tion from  the  eye  as  to  what  their  relative  weight  should  be  if  judged 
from  sight,  that  e.  g.  at  6  they  thought  there  was  a  difference  of  42^ 
between  them.  In  addition  to  this,  in  30^  of  the  data  more  difference 
was  made  between  them  than  could  be  measured  by  the  limits  of  my 


Fio.  10.    Chart  V. 

Boys  and  girls. 

Roys. 


Girls. 


Fig.  31.    Chart  VI. 
Statistical  mean  variation. 


fourteen  weights,  viz :  65^.  At  7  they  were  influenced  by  the  sugg^^* 
tioQ  of  sight  even  more  than  at  6.  At  7  they  made  a  difference  of  4^* 
between  the  blocks  while  37^  said  there  was  more  difference  in  tL€»? 
respective  weights  than  my  weights  would  measure,  viz  :  66*.  'i'i* 
influence  of  the  suggestion  gradually  increased,  reaching  \\m 
mum  at  0  where  the  average  child  thought  there  was  a  dil 
of  50*  which  is  almost  as  much  as  the  weight  of  the  hlockif 
flelves,  viz:  55<^.  In  addition  to  this,  at  7,  still  36^  jud||ir  lU 
difference  larger  than  65^  which  was  the  limit  of  my 
9  to  17  this  influence  gradually  decreased,  the  muscle-seu«$ 
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• 
learning  to  correct  the  suggestion  given  by  sight  as  to  what  the 

relative  weight  should  be.  At  17  the  large  difference  of  27^  in 
weight  was  made  between  the  two  blocks  while  still  b%  were  foand 
whose  error  of  judgment  fell  beyond  the  limits  of  measurement 
As  seen  in  columns  B,  PB^  G  and  PG  of  table  III  and  also 
as  seen  in  curves  on  chart  V  a  marked  difference  may  be  noted 
between  boys  and  girls.  Boys,  being  influenced  more  by  the 
suggestion,  are  slightly  worse  at  6  than  girls  ;  at  7  both  are  equal ; 
but  thereafter  girls  are  considerably  worse  than  boys  with  one 
^ception  at  9,  where  the  girls  and  boys  may  again  be  said  to  be 
the  same  since  the  difference  is  only  one-half  a  gram.  The  deflection 
of  the  curve  at  age  14  from  its  general  trend  is  again  noticeable, 
that  of  the  girls  being  most  marked.  It  is  to  be  presumed  that  the 
child  grows  worse  from  6  to  9  because  at  6  he  has  not  yet  learned  to 
compare,  and  that  as  he  learns  gradually  to  judge  of  a  thing  from 
more  aspects  than  one,  or,  in  other  words,  learns  to  interpret  one 
sense  by  another,  the  force  of  the  suggestion  given  by  the  eye  to  the 
muscle  increases  until  at  9  he  has  come  to  the  age  of  experience 
enough  to  see  that  things  are  not  always  what  they  seem.  Conse- 
quently at  this  age  he  begins  to  correct  misleading  influences  bear- 
ing upon  him.  This  error  can  never  be  wholly  eliminated,  for  in  all 
my  experiments  oh  old  as  well  as  young,  I  have  found  no  one  who 
yas  not  subject  to  the  illusion.  The  small  one  was  universally  chosen 
as  the  heavier  of  the  two  and  not  infrequently  was  it  judged  to  be 
more  than  twice  as  heavy,  even  by  adults.  All  those  who  judged 
that  there  was  more  difference  in  weight  between  the  two  blooks 
than  65* — the  limit  of  my  test — it  will  be  easily  seen,  made  the 
smaller  one  more  than  Ave  times  as  heavy  as  the  larger  one.  Refer- 
ence to  column  P,  table  III,  age  7,  shows  that  at  that  age  37^  gave 
the  judgment  that  the  large  one  weighed  15*  or  less  while  the  small 
one  weighed  80*  or  more.  Since  15*  and  80*  were  the  lightest  and 
heaviest  blocks  respectively  in  my  series  of  fourteen,  and,  rince  so 
many  picked  out  these  two  extremes,  it  is  highly  probable  that  quite 
a  number  would  have  made  a  much  greater  difference  than  65* 
between  the  weights. 

The  blocks,  of  course,  are  seen  before  being  lifted  and  immediately 
upon  seeing  them  one  judges  by  sight  that  the  larger  one  ought  to  be 
much  the  heavier.  However,  upon  lifting  and  receiving  about  the 
same  sensation  in  weight  from  both  we  are  immediately  led  to  reverse 
our  decision  and  judge  the  smaller  one  to  be  the  heavier. 
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On  the  whole,  variation  decreases  with  advance  in  age.  In  the 
main  curve,  chart  V,  the  child  becomes  worse  in  his  judgment  from 
6  to  9.  In  variation,  chart  YI,  he  becomes  better.  In  the  main 
carve  at  0  he  becomes  better.  In  variation  curve  he  becomes  worse. 
At  ten  the  variation  again  becomes  subject  to  the  more  general  law, 
however,  of  decrease  with  age.  The  particular  law,  however,  that 
for  short  periods  in  the  development  where  ability  increases  variation 
incfeases,  is  substantiated  by  a  large  proportion  of  cases  in  each  curve 
which  represent  a  larger  proportion  of  mental  activity. 


Test  (4)  :    Voluntary  motor  ability. 

In  column  T  of  table  IV  are  recorded  the  number  of  taps  the 
average  child  can  make  in  five  seconds  for  the  respective  ages.  The 
results  are  given  in  graphic  form  in  charts  VII  and  VIII.  The 
ages  are  marked  along  the  axis  of  abscissas,  and  the  figures  to  the 
left  along  the  axis  of  ordinates  represent  the  number  of  taps  made 
in  five  seconds.  J3  and  G  of  the  same  table  are  the  averages  for 
boys  and  girls  respectively.  The  average  child  at  6  years  taps  20.8 
times  in  five  seconds.  From  6  there  is  a  gradual  increase  until  the 
age  12,  reaching  at  that  age  a  rapidity  of  29.9  taps  in  five  seconds. 
At  13,  however,  this  is  lowered  to  28.9  taps  in  five  seconds.  From 
this  there  is  the  gradual  increase  again,  reaching  the  maximum  at  1 7 
with  a  rate  of  tapping  amounting  to  33.8  taps  in  five  seconds.  The 
data,  when  calculated  for  boys  and  girls  separately,  show  throughout 
»  higher  rate  of  tapping  for  boys  than  for  girls.  Boys  at  6  tap  21 
times  while  girls  tap  only  19.7  times  in  the  five  seconds.  As  the 
increase  in  ability  goes  on,  boys  always  excel  in  about  the  same  pro- 
portion except  at  14  and  17  where  the  difference  is  much  more 
apparent.^  Both  fall  off  considerably  from  12  to  13.  At  thirteen 
however,  the  boys  regain  their  lost  footing  and  begin  to  increase 
again  as  rapidly  as  they  did  before  12.  The  girls,  however,  continue 
to  lose  until  14  before  beginning  to  gain  again.  From  16  to  17  they 
fall  off  once  more.  The  divergence  in  this  as  well  as  the  preceding 
curves  at  the  period  from  12  to  14  is  undoubtedly  due  to  the  effects 
of  puberty.  This  would  contradict  somewhat  the  statement  of 
Bubnham'  who  says  that  at  puberty  there  is  a  great  increase  of 


^Bbtak,  On  the  devdapment  of  voluntary  motor  ability,  Am.  Jour.  Psych.,  1893  V 
'BUBNHAM,  The  study  of  adolescence,  Pod.  Scm.,  1892  I  181. 
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vitality  and  energy  and  also  greater  mental  activity.  The  former  is 
undoubtedly  true  but  whether  the  latter  is  a  justifiable  conclusion 
therefrom  is  very  doubtful.  My  curves  throughout  rather  seem  to 
justify  the  opinion  of  Laxge'  that  physical  development  takes  up 
the  strength  and  thus  retards  the  mental  development. 


Table  IV. 

Voluntary  motor  ability. 

• 

Age. 

T 

MV 

B 

MV 

G 

MV 

N 

KB 

NG 

« 

20.Ji 

2.4 

2U2. 

2.5 

19i 

2.6 

98 

49 

49 

7 

22.5 

2.9 

22.8 

2.7 

21.2 

2.6 

98 

50 

48 

8 

24.4 

2.9 

24.9 

3.4 

23.9 

2.2 

96 

49 

47 

9 

25.4 

2.6 

25.*8 

2.5 

25.0 

2.9 

99 

60 

49 

10 

27.0 

2.8 

27.7 

2.6 

26:9 

2.8 

97 

60 

47 

11 

29  0 

3.3 

29.7 

3.2 

27.8 

3.0 

101 

60 

61 

12 

29.9 

P.3 

30.3 

3.1 

29.6 

3.0 

106 

66 

60 

13 

28.9 

2.8 

29.8 

3.0 

28.1 

3.3 

no 

69 

61 

14 

30.0 

3.G 

31.2 

3.2 

28.0 

3.4 

104 

60 

54 

15 

31.1 

3.0 

31.3 

2.6 

29.8 

3.2 

101 

61 

60 

16 

32.1 

3.3 

33.0 

3.0 

31.8 

3.4 

87 

48 

39 

17 

33.8 

2.9 

35.0 

2.4 

31.6 

2.3 

91 

47 

44 

— ^,  niimbor  of  taps  in  five  second©. 

MV^  statistical  mean  variation. 
^,  niiniljor  of  taps  for  boj's. 

MV^  statistical  mean  variation  for  boys. 

Gy  number  of  taps  for  j^rls. 


MVf  statistical  mean  yariation  for  glrla. 

Ky  number  of  children. 
NBy  number  of  bojB. 
NG^  uumlxsr  of  girls. 


However  that  may  be,  for  some  cause  or  other,  the  children  must 
have  labored  under  some  disadvantage  in  almost  all  my  tests  at  the 
period  about  13.  Bryan's  children"  labored  under  some  similar  dif- 
ficulty at  about  13.  The  individual  rate  of  tapping  varied  from  li 
taps  in  five  seconds  by  a  couple  of  children  6  years  old  to  45  taps  in 
five  seconds  by  a  boy  17  years  of  age.'  The  average  variations  for 
each  age  can  be  been  by  referring  to  table  IV  and  chart  VIIL 


1  Lange,  Uher  eine  haujig  vorkommendc  Ursache  von  der  laitgeammi  %nd  memgefhtfiu^ 
geUtigm  Kntivicklnng  der  Kinder,  Zt.  Psych.  Phys.  Sinn.,  1893  VII  96, 

«  Am.  Jour.  Psych.  1893  V  204  cliurts  I  to  V. 

^  No  set  aiiiplitudo  of  movement  was  given,  thus  allowing  tho  child  to  choose  tlllt 
best  adapted  to  rapidity  for  himself.  Amplitude  of  niovonient^  howevor,  makes  no 
siKJcial  difference  in  rapidity ;  of.  Bryan,  Voluntary  motor  ability^  Am.  Joar.  FlijfolL, 
1893  V  160,  176. 
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Fio.  12.    Chart  VII. 

Boys  and  girls. 

Boys. 

Girls. 


Fio.  la    Chart  VDL 

Statistical  moan  variation.        ^^^a 
Statistical  mean  variation  for  t>oy  »- 
Statistical  mean  variation  for  fifirio. 


and  &^^^ 
The  mean  variations  for  the  total  result  of  boys  ^         atelv 

were  calcalated  as  well  as  for  boys  and  gir^*    ^^^      Boectmlr 
foond  recorded  in  columns  MVy  MV  and  J^^^  VOL 

graphic  presentation  of  the  same  is  also  given  m  ^ 
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TESt  (6):  Fatigue. 

After  tapping  for  45  seconds  fatigue  entered  into  the  results  very 
noticeably.  Column  jPof  table  V  gives  the  per  cent,  of  loss  between 
the  rapidity  of  tapping  for  the  first  5  and  that  for  the  last  5  of  45 
seconds.  Columns  B  and  Q  give  the  same  calculation  for  boys  and 
girls  respectively.  MV  denotes  the  amount  of  deviation  of  each 
result  from  the  general  average  while  MV  and  MV"  indicate  the 
same  for  boys  and  girls  respectively.     The  same  results  are  to  be 


, 

Table 

V. 

Fatigue. 

Age 

F 

MV 

B 

MV 

G 

MV 

y 

KB 

KG 

6 

21.4 

8.1 

22.8. 

9.4 

21.3^ 

7.0 

98 

49 

49 

7 

21.0 

8.9 

22.5 

9.7 

20.T 

6.7 

98 

50 

43 

8 

24.0 

7.3 

24.7 

8.3 

23.3 

7.1 

96 

49 

47 

9 

21.0 

7.1 

22.5 

6.7 

20.7 

7.8 

99 

60 

49 

10 

22.0 

7.6 

22.7 

7.8 

19.0 

7.1 

97 

50 

47 

11 

20.0 

6.2 

20.3 

6.5 

18.0 

5.5 

101 

60 

51 

12 

16.0 

6.3 

18.0 

6.0 

14.0 

6.7 

106 

66 

60 

13 

14.5 

6.4 

15.8 

6.7 

14.7 

5.8 

110 

59 

61 

14 

14.0 

6.5 

17.8 

6.2 

12.0 

6.1 

104 

50 

54 

15 

12.7 

5.8 

13.8 

4.9 

11.5 

5.7 

101 

51 

50 

16 

14.7 

5.2 

15.3 

4.6 

11.7 

5.6 

87 

48 

39 

17 

13.8 

6.3 

14.5 

6.3 

13.5 

4.3 

91 

47 

44 

/'  i)er  cviit.  of  lo.-as  in  nipidity  of  tui)- 

\nu^  jiIUt  Hipping  45  seconds. 
MVj  stutistical  mean  variation. 
B,  per  cent,  of  loss  in  nipidity  for  lx)ys. 
MV,  stati.siical  mean  variation  for  boy.«*. 


G,  per  cent,  of  loss  in  rapidity  for  girlfl. 
MV,  Btatistical  mean  variation  for  girls. 
X  numlxjr  of  children. 
SB,  number  of  bojrs. 
XG,  numlxjr  of  girls. 


found  in  graphic  form  in  charts  IX  and  X  Ages  are  marked  at 
the  bottom.  The  figures  to  the  left  of  the  chart  indicate  the  per 
cent,  of  loss  in  rapidity  of  tapping  between  that  of  the  first  five  and 
that  of  the  last  five  seconds.  The  average  child  at  6  loses  21  Afl 
after  tapping  45  seconds.  From  0  to  7  a  slight  gain  is  made,  the 
loss  by  fatigue  being  21;;^  at  7.  At  8,  however,  the  effect  of  fatigue 
is  much  more  marked,  this  being  the  age  at  which  the  child  loses 
most  rapidly  ;  here  there  was  a  loss  of  24'/.  After  8  the  fatigue  is 
less  and  less  noticeable  till  the  age  of  15  where  it  was  least  markedi 
being  only  12.7'/.  From  15  to  16  it  again  becomes  more  marked,  a 
loss  of  14.7>  occurring  at  16  with  a  succeeding  gain  again  at  17, 
where  it  was  13.8ff'. 

When  these  data  are  calculated  for  boys  and  girls  separately,  it 
becomes  evident  that  girls  tire  more  easily  at  13  than  at  12  while 
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/«  //  /i  /y 

PlO.  14,     CffANT  IX 

Hfffn  Mn6  $f\T\B, 


FiQ.  16.   CuAur  X 

Statistical  mean  vaHMMIU 

<....  Statistical  mean  varteflMlP  AV bOyi^ 

Statistical  meaD  ynrUMm  HMf  iirw. 


for  boys  this  variance  comes  a  year  later  btt^Mn  \f  sh'.  '-^    -^    ^ 
almost  all  of  the  charts  represcntiDg  menlfll 


'.f?H 
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to  be  a  marked  turn  in  the  life  of  the  child  at  7.  This  divergence 
is  brought  out  very  plainly  also  by  the  mean  variations  shown  in 
chart  X  for  ages  6  and  7. 

Boys  tire  more  quickly  throughout  in  voluntary  movement  than 
girls.  But  the  statement  that  boys  tire  more  easily  than  girls  could 
scarcely  be  made  upon  the  basis  of  my  data  for  it  will  be  remembered 
that  the  rate  of  tapping  by  the  boys,  as  shown  by  table  IV  and 
chart  YII,  was  faster  than  that  by  the  girls.  The  statement  that 
boys  tire  more  easily  is  unwarrantable,  for,  by  averaging  and  com- 
paring the  rate  of  tapping  for  all  boys  and  girls  separately,  it  is 
found  that  the  girls  on  the  whole  tap  slower  than  the  boys  who  lose 
but  little  more  than  the  girls  by  fatigue,  leaving  the  balance  in  favor 
of  boys.  The  average  boy,  including  ell  ages,  taps  29.4  times  in 
five  seconds,  the  average  girl  taps  26.9  times,  thus  tapping  8.5^ 
slower  than  boys.  The  average  boy,  including  all  ages,  loses  18.1^ 
by  fatigue ;  the  average  girl  loses  16.6j^.  In  other  words,  the  boys 
lose  l.b*^  more  by  fatigue  than  girls  and  yet  boys  tap  8.5^  faster  than 
girls.  This  leaves  the  balance  greatly  in  favor  of  boys  when  volun- 
tary motor  ability  and  fatigue  are  considered  together. 

Test  (6):  Weight. 
Column  W  of  table  VI  indicates  the  weight  in  pounds  according 


Table  YI. 

1 

[Veiyht. 

Age. 

W 

MV 

B 

J/y 

G 

Mr 

A 

B 

C 

N 

NB 

KG 

6 

460 

4.6 

46.8 

4.4 

44.3 

4.3 

43.3 

46.8 

49.0 

98 

50 

48 

7 

51.0 

4  8 

51.2 

47 

50.4 

4.4 

48.3 

51.0 

51.5 

98 

50 

48 

8 

53.0 

5.9 

62.5 

6.0 

53.0 

C.l 

53.3 

53.6 

53.3 

96 

49 

47 

9 

69.5 

6.2 

60.0 

9.9 

58.8 

6.8 

59.0 

59.0 

61.5 

97 

49 

48 

10 

06.5 

7.7 

68.4 

6.9 

62.7 

7.4 

67.2 

64.5 

66.8 

96 

60 

46 

11 

70.0 

7.8 

70.8 

6.7 

70.0 

6.0 

70.0 

70.0 

66.5 

101 

61 

60 

12 

83.5 

12.3 

82.3 

6.7 

84.5 

11.5 

83.0 

83.3 

87.8 

106 

66 

60 

13 

89.5 

11.6 

88.0 

9.4 

92.0 

10.6 

82.2 

92.3 

86.0 

110 

69 

61 

14 

96.0 

15.4 

91.7 

15.8 

98.0 

13.3 

986 

98.8 

90.3 

104 

60 

64 

15 

105.0 

13.7 

110.0 

15.4 

104.0 

10.5 

105.5 

106.0 

105.0 

102 

61 

61 

16 

119.8 

15.4 

127.0 

11.9 

113.0 

11.7 

116.0 

1^4.6 

118.8 

87 

48 

39 

17 

122.0 

14.9 

130.0 

11.3 

113.7 

15.1 

120.0 

122.8 

125.0 

90 

46 

44 

w. 

weight 

L  in  pounds. 

A, 

weight 

of  bright  children. 

Af] 

[',  statistical  mean  variation. 

B, 

weight 

of  averago  children. 

A 

weight  of  boyi 

3. 

a 

weight  of  dull  children. 

MV'y  statistical  mean  variation  for  boys.    A'j  numl)cr  of  children. 
G^  weight  of  giris.  ;  NB,  number  of  boys. 

MV\  statistical  mean  variation  for  girls.  .  NG,  number  of  gfirls. 
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Fio.  16.    Chart  XI. 

Boys  and  girls. 

Boys. 

Glpla. 


TJ- 


-77 


7T 


/y 


Pio.  17.     Chart  XII. 
Statisticnl  mean  variations. 


^wtiwucni  mean  vanatioH^^-    _  *w>v«. 

Statistical  mean  variation  for  \^iiti 

Statistical  mean  variation  ^^r  l^i»^»»- 
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to  age.  The  individual  weights  were  taken  in  quarter-pounds.  The 
weights  of  boys  and  girls  separately  are  to  be  found  in  columns  B 
and  G.  In  chart  XI  the  ages  are  at  the  bottom  and  the  weight  in 
pounds  to  the  left  of  the  chart.  The  figures  at  the  left  of  chart  XII 
indicate  the  variation  in  pounds.  The  average  weight  at  6  years  was 
46  pounds;  this  in  general  increases  with  advance  in  age,  the  weight 
at  17  being  122  pounds.  Certain  differences  are  noticeable  in  the 
relative  rapidity  of  growth  between  different  ages.  Boys  have  their 
most  rapid  growth  between  14  and  16,  increasing  in  weight  18.3 
pounds  between  14  and  15,  and  17  pounds  between  15  and  16,  but 
between  16  and  17  the  increase  in  weight  is  very  slight  indeed,  being 
only  3  pounds.  The  most  rapid  growth  for  girls  occurs  between  1 1 
and  12,  being  14.5  pounds.  Up  to  the  age  12  boys  and  girls  seem  to 
grow  in  about  the  same  proportions,  boys  being  slightly  heavier  than 
girls.  Between  11  and  12  the  order  is  reversed,  girls  growing  faster 
and  becoming  heavier  than  boys  ;  they  remain  heavier  until  between 
14  and  16.  Between  14  and  16  boys  again  begin  very  rapid  growth 
and  from  then  on  are  much  heavier  than  girls. 

At  the  age  11,  as  shown  in  chart  XI,  the  girls  begin  the  period  of 
most  rapid  growth.  Chart  XII,  showing  the  mean  variation  for 
weight,  indicates  also  a  sudden  rise  in  the  mean  variation  at  that 
time.  In  weight  the  mean  variation  increases  with  advance  in  years. 
The  contrary  was  true  in  the  three  preceding  curves  where  mental 
work  was  involved.  It  will  be  remembered  also,  that  in  the  preced- 
ing curves,  wherever  there  was  a  sudden  decrease  between  two  suc- 
cessive ages  in  ability  to  discriminate,  there  was  a  sudden  decrease 
in  the  moan  variation  for  the  corresponding  period.  In  these  purely 
physiological  data,  however,  the  opposite  seems  to  be  true.  The 
mean  variation  in  chart  XII  rises  at  the  point  corresponding  to  the 
one  in  chart  XI  where  the  rapid  growth  of  the  girls  begins.  Boys 
in  chart  XI  begin  their  rapid  growth  later  than  girls  and  in  chart 
XII  the  sudden  rise  in  the  mean  variation  for  the  boys  begins  a  year 
later.  From  the  comparison  for  "  bright,"  "  average  "  and  "  dull " 
the  same  negative  conclusion  is  to  be  drawn  as  in  the  following  test 


Test  (7):  Ilehjht 

The  height  was  taken  in  tenths  of  a  centimeter.  Column  Sol 
table  VII  is  the  record  of  height,  the  upper  figures  of  each  age  being 
in  inches,  the  lower  in  centimeters  and  tenths.  The  height  of  boys 
and  girls  separately  is  to  be  found  under  J3  and   Q  respectively. 
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The  average  individual  mean  variations  for  all  combined  and  for 
boys  and  girls  separately  are  expressed  in  columns  MV^  MV  and 
MV  respectively.  The  figures  on  the  left  of  chart  XIII  indicate 
the  height  in  centimeters.  Those  at  the  left  of  chart  XIV  indicate 
the  variations  in  centimeters.  The  ages  are  marked  below  in  both 
charts.  Almost  precisely  the  same  laws  appear  here  in  regard  to 
rapidity  of  growth  for  the  different  sexes  as  appeared  in  the  figures 
for  weight.  At  6  the  boys  are  114.5<^"»  high,  the  girls  lU.O^"".  Both 
boys  and  girls  grow  with  about  the  same  rapidity,  the  boys  being  the 
taller,- until  between  11  and  12;  here  the  girls  grow  much  more 
rapidly  and  are  the  taller'  until  between  14  and  15,  where  the  boys 
are  taller.  The  girls  become  more  nearly  stationary  in  height  after 
16,  while  boys  make  exceedingly  rapid  progress  from  14  on.  At  17 
the  height  of  boys  was  no.S*^"",  of  girls  les.C'^".  Just  before  pub- 
ert}''  is  the  period  of  most  rapid  growth  for  girls  while  the  period  of 
most  rapid  growth  falls  later  for  boys,  beginning  at  14. 

The  statement  has  been  made  by  Porter  that  the  brighter  the 
child  the  taller  he  is.*  Brightness  and  dullness,  however,  in  his  tests 
were  decided  by  examination-grades,  which,  it  is  needless  to  say, 
are  often  very  poor  mental  tests.  In  my  results  no  such  relation 
could  be  traced.  My  data  are  based  upon  the  judgment  of  th^ 
teacher  as  to  what  she  considered  to  be  the  general  mental  ability  or 
^' stand"  of  the  child  as  it  is  sometimes  called.  This  is  really  more 
accurate  than  a  system  of  set  examinations.  The  results  as  tabulated 
in  columns  -4,  B  and  G  of  table  VII,  represent  the  heights  of  the 
children  graded  according  to  the  judgment  of  the  teacher  under 
whom  they  fell,  A  being  bright,  B  those  of  average  ability,  and  C 
those  who  were  dull  mentally.  In  the  same  results,  when  put  in 
graphic  form,  the  lines  cross  and  re-cross  too  frequently  to  be  of  any 
value  on  such  a  point  except  to  give  the  negative  result  as  disproof 
of  the  statement  referred  to  above. 

The  mean  variations  in  chart  XIV  furnish  one  marked  exception 
in  the  curve  for  boys  to  the  rule  applying  so  well  to  weight  and  even 
still  more  forcibly  corroborated  by  the  next  curve  of  variation  for 
lung  capacity,  chart  XVI.  Chart  XIV  for  variations  in  height  is 
not  without  points  verifying  the  rule,  however.  Variations  increase 
in  size  with  advance  in  age.  Following  the  curve  for  girls,  at 
10  and  11,  where  the  period  of  very  rapid  growth  begins  to  show 


*  Porter,  The  growth  of  St,  Ijouis  children^  Transactions  of  the  Academy  of  Science 
of  St.  Louis,  1894  VI  335. 
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Test  (8):  Lung-capacitj/. 

The  figures  in  column  JLC  oi  table  YIII  indicate  the  lung-capaoity 
for  the  corresponding  ages  given  in  the  first  column.  The  upper 
figures  of  each  age  represent  the  number  of  cubic  inches  ;  the  lower 
figures  represent  the  number  of  cubic  centimeters.  These  results  are 
also  placed  in  graphic  form  in  chart  XV,  the  figures  at  the  left  indi- 
eating  the  number  of  cubic  centimeters,  those  at  the  bottom  indicst- 
ing  the  ages. 

Table  YIII. 

lAAng<apacity, 


Age 

f.  LC 

JiV 

B 

MV 

G 

MV 

A 

B 

C 

K 

KB  KG 

52.0 

9.7 

(6.0 

9.6 

^.0 

9.5 

52.3 

61.3 

49.0 

6 

832 

165 

82g 

152 

80Q 

152 

837 

821 

784 

94 

49 

4S 

63.0 

11.8 

66.0 

11.2 

54.0 

11.1 

67.0 

60.0 

67.0 

7 

1008 

189 

1056 

179 

864 

178 

1072 

960 

1072 

96 

48 

48 

72.0 

12.3 

73.0 

11.3 

66.0 

10.5 

72.5 

68.6 

67.0 

8 

1152 

197 

1168 

181 

1056 

168 

1160 

1096 

1072 

96 

49 

47 

78.0 

13.8 

83.0 

16.3 

72.6 

9.8 

78.0 

72.0 

81.0 

9 

1248 

221 

1328 

261 

1160 

157 

1248 

1162 

1296 

94 

48 

46 

87.6 

14.3 

91.5 

15.4 

82.0 

14.3 

90.0 

84.0 

80.6 

10 

1400 

229 

1464 

246 

1312 

229 

1440 

1344 

1288 

96 

60 

46 

91.0 

15.9 

104.0 

15.1 

83.0 

10.4 

95.0 

90.0 

91.0 

11 

1456 

254 

1664 

242 

1328 

166 

1530 

•1440 

1466 

100 

49 

61 

109.0 

16.6 

113.5 

14.1 

104.0 

14.8 

108.0 

110.0 

113.0 

* 

12 

1744 

266 

1816 

226 

166( 

237 

1728 

1760 

1808 

103 

66 

47 

115.0 

19.4 

120.0 

17.5 

105.0 

18.8 

116.0 

116.0 

102.0 

13 

1840 

292 

1920 

280 

1680 

301 

1856 

1856 

1632 

107 

60 

67 

117.5 

22.7 

125.0 

23.9 

105.0 

17.4 

119.5 

118.5 

97.6 

14 

1880 

363 

2000 

382 

1680 

278 

1912 

1896 

1660 

101 

49 

61 

131.3 

22.3 

161.0 

29.8 

116.0 

15.5 

143.5 

123.0 

131.0 

15 

2101 

356 

2576 

477 

1856 

243 

2296 

1968 

2096 

102 

61 

61 

149.0 

39.0 

187.0 

30.8 

115.0 

16.1 

137.0 

166.3 

128.6 

16 

2384 

624 

2992 

493 

1840 

258 

2192 

2660 

2066 

87 

48 

89 

156.0 

42.0 

204.0 

33.4 

118.5 

18.5 

180.0 

129.6 

169.0 

17 

2496 

672 

3204 

534 

1896 

296 

2880 

2072 

2704 

91 

47 

44 

Upper   figures  are  cubic   inches;    lower 

figure?  are  cubic  centimeters. 
LC,  lung-capacity. 
MV^  statistical  mean  variation  for    total 

result. 
B,  lung-cai>acity  for  boys. 
MV,  stiitistical  mean  variation  for  boys. 
G,  luug-caimcity  for  girls. 


MV,  statistical  mean  variatioa  for  giib. 

A.  lung-capacity  of  bright  children. 

B.  lung-capacity  of  average  children. 

C.  lung-capacity  of  duU  children. 
X,  number  of  children. 

XB,  nunil:)er  of  boys. 
XG,  number  of  girls. 
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Fio.  30.    Chart  XV. 

Boys  and  girls. 

Boys. 

Girls. 


Boys  have  a  larger  lung-capacity  than  girls  throughout.  At  6 
boys  have  a  capacity  of  896*^*^™  while  the  girls  have  only  800"".  This 
difference  between  boys  and  girls  increases  but  very  slightly,  in  favor 
of  boys,  till  the  age  of  12  where  boys  have  a  capacity  of  1816^*^™  and 
girls  1664^"°.  From  this  age  on  the  development  of  girls  is  much 
slower.  Almost  no  growth  occurs  between  12  and  14.  From  14,  at 
which  age  their  lung-capacity  is  1080*^^"",  a  gain  is  made  to  ISSC"""  at 
16.  From  15  to  11  almost  no  development  of  the  lungs  is  noticeable, 
for  at  17  they  have  attained  only  1806*^*''°.  The  curve  for  boys  shows 
a  marked  difference  from  that  of  girls.  About  the  same  rate  of 
growth  as  that  from  6  to  7  was  maintained  till  the  age  of  14,  at 
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which  age  their  lung-capacity  was  2000*^*^"*.  While  the  girls  become 
nearly  stationary  at  12,  the  boys  do  not  begin  their  most  rapid 
growth  until  14.  Between  14  and  15  they  make  a  gain  of  576^^^,  and 
they  keep  up  this  rapid  growth  until  17,  which  is  as  far  as  my  experi- 
ments extended.  At  17  the  lungs  of  the  average  boy  contained 
3264c«"  ;  those  of  the  average  girl  1896*'«". 

The  mean  variations  are  put  in  graphic  form  in  chart  XVI.  The 
numbers  to  the  left  indicate  the  average  mean  variation  in  cubic 
centimeters. 


FiQ.  21.    Chart  XVI. 

Statistical  mean  variation. 

Statistical  mean  variation  for  bOTS. 

Statistical  mean  variation  for  girls. 

The  mean  variation  increases  witli  advance  in  years.  From  6  to 
13  there  is  a  gradual  rise  in  the  variation.  At  this  age  the  increase  in 
lung-capacity  almost  ceases  for  girls  and  so  also  does  the  variation. 
Chart  XV  shows  almost  no  increase  in  lung-capacity  between  the 
years  12  and  14.  The  variation  for  the  corresponding  years  in  chart 
XVI  shows  a  fall  but  with  a  rise  again  at  14  where  the  lung-oapac* 
ity  begins  to  increase  as  shown  by  chart  XV. 

At  1 3  for  boys  it  is  just  the  opposite.  Variations  rise  very  rapidly 
as  does  the  growth. in  lung-capacity,  the  latter  appearing  one  year 
later.  The  coincidence  between  changes  in  growth  and  changes  io 
variation  are  very  noticeable  in  all  the  physiological  curves. 

The  mean  variation,  for  both  boys  and  girls  combined,  as  is  shown  vet 
the  solid  line  of  chart  XVI,  increases  very  rapidly  from  13  to  17 
owing  to  the  fact  that  girls  after  13  grow  but  little  more  while  boys 
undergo  most  rapid  growth  thereafter,  thus  of  course  throwing  the 
mean  variation  for  the  total  result  much  higher. 
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Test  (10):  Beaction-time. 

In  taking  up  this  section  of  the  results  we  re4um  to  the  mental 
processes  in  contra-distinction  to  the  three  preceding  tests,  which 
were  purely  physiological.  In  explaining  apparatus  and  methods, 
tests  (9)  and  (10)  were  treated  in  a  different  order  from  that  in 
which  they  were  taken,  here  it  seems  convenient  and  proper  also  to 
reverse  the  order  on  account  of  the  relative  complexity  of  the  two. 
The  simple  reaction  time  alone  will  be  considered  first.  In  the  fol- 
lowing three  tests  the  arithmetical  averages  were  calculated  as  well 
as  the  median  values.  In  order  to  show  the  difference  between  the 
results,  as  calculated  by  the  two  different  methods  I  have  tabulated 
the  arithmetical  averages  under  Th,  and  the  median  values  under  Tp. 
The  same  comparison  is  drawn  by  the  graphic  method  in  the  chart, 
the  dotted  line  being  the  arithmetical  averages  and  the  solid  lines 
the  median  values.  In  order  to  illustrate  the  method  of  median 
values  I  have  selected  from  my  results  a  card  of  a  boy  8  years  old. 
The  point  of  objection  to  the  arithmetical  average  is  brought  out 
somewhat  more  plainly  in  the  following  figures  than  would  be  the 
case  with  the  average  card  but  by  choosing  a  somewhat  extreme  case, 
the  underlying  principle  can  be  most  easily  seen  and  the  difference 
made  all  the  more  forcible  for  illustration.  As  was  explained  under 
methods,  each  child  was  given  ten  trials.  The  results  for  the  teo 
reactions  of  this  8-year-old  boy  were  as  follows  :  24,  23,  48,  22,  21, 
24,  43,  21,  22,  19.  The  arithmetical  average  of  these  ten  is  26.7^ 
whereas  the  median  value,  or  the  value  half  way  between  the  fifth 
and  sixth  counting  either  from  the  largest  or  from  the  smallest  as  X, 
is  22.5.  The  variations  of  each  result  from  the  mean  value  are  XAf 
0.5,  25.5,  0.5,  1.5,  1.5,  20.5,  1.5,  0.5,  and  3.5  respectively,  making « 
mean  variation  of  5.7.  A  glance  at  the  original  data  will  show 
in  order  to  get  what  we  would  consider  the  representative 
time  of  that  boy,  48  and  43  ought  not  have  as  much  influeoee 
them  as  21,  22  and  23  which  fall  nearer  the  average.  By  tbe 
value,  instead  of  allowing  them  to  count  in*  direct  proportios 
size,  they  are  rather  allowed  to  count  as  one  in  a  series  of  tedn« 
ever,  these  extreme  data  such  as  48  and  43,  are  not  allow4»A 
unnoticed  by  the  method  of  median  values  without  exci 
fluence  whatever.  On  the  contrary  their  influence  i 
mean  variation  for  the  child  where  their  effect  properly  iMii^pt  U% 
this  the  average  of  mean  variations  for  the  child  is  5«7^  flWiff  cust 
been  for  the  two  figures  48  and  43  his  mean  v 
been  only  1.4  instead  of  the  6.7.    They  increase 
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Table  IX. 

• 

Heaction'time. 

Agt, 

Ta 

Tp 

rwtf 

MY 

B 

MV 

G 

MV 

A 

B 

C 

y 

NB  m 

6 

31.7 

29.5 

5.6 

5.0 

28^t 

4.6 

22^ 

6.4 

28.5 

29.5 

28.3 

99 

60 

49 

7 

30.9 

29.2 

5.4 

5.5 

26.7 

4.6 

31.5 

6.2 

29.2 

29.5 

28.2 

98 

60 

4S 

8 

28.7 

26.2 

4.9 

3.9 

24.5 

3.9 

26.0 

3.1 

26.6 

25.8 

28.6 

96 

49 

47 

9 

26.9 

25.0 

4.1 

4.1 

24.3 

5.4 

25.5 

4.9 

23.2 

25.3 

26.8 

99 

60 

49 

10 

23.3 

21.5 

4.2 

3.6 

21.0 

2.6 

22.5 

4.3 

21.0 

20.5 

26.0 

97 

60 

47 

11 

21.0 

19.5 

3.7 

3.4 

18.5 

3.1 

20.6 

3.4 

19.8 

19.8 

19.2 

101 

50 

51 

12 

20.7 

18.7 

3.6 

3.1 

17.8 

2.7 

19.8 

3.5 

18.3 

19.6 

19.5 

106 

66 

50 

13 

20.5 

18.7 

3.3 

3.0 

17.8 

2.9 

20.5 

3.5 

18.6 

18.6 

22.5 

110 

61 

59 

U 

19.1 

18.0 

3.0 

2.9 

18.0 

3.0 

18.7 

3.0 

16.8 

17.6 

19.3 

104 

60 

54 

15 

18.4 

17.2 

3.0 

2.7 

16.7 

2.3 

18.9' 

2.7 

16.0 

17.0 

19.0 

102 

51 

61 

16 

17.0 

15.5 

2.8 

2.3 

14.7 

1.6 

17.2 

2.6 

15.6 

16.0 

16.0 

87 

48 

39 

17 

17.0 

15.5 

3.0 

3.3 

14.7 

1.9 

16.3 

2.6 

14.8 

16.5 

16.2 

91 

47 

44 

Ta,  reaction-time  in  hundredths  of  a  second 

— arithmetical  averages. 
?p,  reaction-time  in  hundredths  of  a  second — 

median  values. 
mVy  average  individual  mean  variation, 
if  F,  statistical  mean  variation. 
B^  reaction-time  for  boys  in  hundredths  of  a 

second. 
if  F,  statistical  mean  variation  for  boys. 


G^  reaction-time  for  girls  in  hundredths  of  a 

second. 
ifF',  statistical  mean  variation  for  girls. 
Ay  reaction-time  of  bright  children. 
By  reaction-time  of  average  children. 
Cy  reaction-time  of  dull  children. 
Ny  number  of  children. 
NB,  number  of  boys. 
NGy  number  of  girls. 


/a  //  ^*  /i 

FiQ  22.    Chart  XVII. 
Boys  and  girls. 


Hoys. 

Girls. 

Boys  and  girls,  arithmetical  average. 
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Fio.  28.    Chart  XVIII. 

Statistical  mean  variation. 

Statistical  mean  variation  for  boys. 

Statistical  mean  variation. 

Average  individual  mean  variation. 


Pio.  24.    Chart  XIX. 

■ Bright. 

Average. 

DuU. 


justly  so,  for,  by  the  mean  variation  we  wish  to  n^ 
larity  of  his  separate  results  from  the  general  average* 
was  calculated  for  both  boys  and  girls  combin®^>  *^ 
separately.    The  mean   for  boys  and  girls    co^^^ 
Arithmetical  averages  always  falls  half  way  bet^v^^^ 


80  J.  A.  GUberty 

and  girls  separately  ;  not  so  with  the  median.  The  median  for  boys 
and  girh  combined  frequently  falls  below  or  above  both  that  of  the 
girls  and  that  of  boys  when  taken  separately.  Illustrations  of  this 
can  be  seen  in  charts  IX,  age  13  ;  XII,  age  7  ;  XVII,  age  8;  XXII, 
age  14  ;  XIII  ages  6,  7,  8  and  11.  This  difference  of  the  median 
from  the  average  clearly  shows  the  heterogeneity  of  the  two  classes. 

It  must  also  be  noted  that  mean  variations  for  boys  and  girls  com- 
bined are  much  larger  than  for  each  separately,  which  also  shows  the 
heterogeneity  of  the  data. 

The  time  of  simple  reaction  decreases  with  age.  Boys  and  girls 
at  6,  when  averaged  together,  react  in  29.5  hundredths  of  a  second. 
This  decreases  to  the  age  12  where  the  time  is  18.7  hundredths  of  a 
second.  From  12  to  13  no  increase  is  made,  remaining  at  18.7  for  18 
also.  From  13  on,  there  is  gradual  increase  until  16  when  the  time 
is  15.5  hundredths  of  a  second.     At  17  no  gain  is  made. 

The  results,  when  considered  for  girls  and  boys  separately,  show 
marked  difference  in  sex.  Girls  are  slower  at  7  than  at  6.  At  6  the 
time  required  was  29.5  while  at  7  they  required  31.5.  At  8  there 
was  a  gain  to  26.0.  From  this  on  there  was  a  gradual  gain  in  ability 
and  a  decrease  in  time  till  12,  where  the  time  was  19.8.  At  13,  how- 
ever, 20.5  hundredths  of  a  second  were  again  required  leaving  the 
girls  only  one  thousandth  of  a  second  better  at  13  than  they  vere  at 
11.  After  this  there  was  an  increase  again  till  17  where  the  reaction- 
time  for  girls  was  16.3. 

The  curve  for  boys  shows  no  change  from  the  general  law  of 
increase  from  6  to  7.  From  12  to  14  there  is  a  marked  difference  in 
the  rapidity  of  increase.  At  12  the  time  required  was  17.8  ;  at  13  it 
was  the  same  ;  at  14  there  is  a  loss  in  ability,  the  time  being  18.0. 
Thus  the  boys  were  worse  at  14  than  at  12  and  but  very  little  better 
than  they  wore  at  11.  After  14  they  again  increased  with  almost 
the  same  rapidity  as  they  did  before  11  until  16  and  17  where  14.7 
hundredths  of  a  second  were  required.  Both  boys  and  girls  seemed 
to  increase  less  rapidly  from  eight  to  nine  than  at  the  other  age& 
Boys  were  quicker  than  girls  throughout. 

The  mean  variations,  represented  in  chart  XVIII,  decrease  with 
advance  in  years.  For  boys,  during  the  period  from  11  to  14  when 
the  actual  time  of  reaction  remained  almost  stationary,  the  mean 
variation  did  the  same,  showing  a  slight  difference  at  12  in  the  same 
way  as  the  curve  for  boys  in  chart  XVII.  There  is  also  a  mailced 
break  in  the  curve  of  variation  from  8  to  9  corresponding  to  tht 
slight  decrease  in  the  rate  of  ability  at  the  same  ages  in  ofaart  XYIL 
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The  relation  between  mean  yariation  and  mean  reaction-time  is 
rendered  most  marked  by  comparing  the  carves  in  charts  XYII 
and  XVIII  for  both  boys  and  girls  combined.  At  most  points  where 
there  is  a  marked  change  in  rate  of  increase  in  chart  XYII  there  is 
also  a  corresponding  change  in  the  variation  at  that  age.  In  this, 
age  1*3  offers  the  only  exception.  Wherever  the  rate  of  increase  in 
ability  from  one  age  to  another  is  less  than  the  average  rate  of 
increase,  the  variation  for  that  period  becomes  higher  and  therefore 
worse. 

In  this  test  also  the  data  were  separated  and  recalculated  to  find 
the  reaction-time  of  those  who  were  bright,  of  average  mental  ability 
and  dull  respectively.  The  results  are  recorded  in  cojumns  A,  B  and 
V  respectively,  table  IX  The  difference  here  becomes  very  notice- 
able as  can  be  seen  by  referring  to  the  graphic  representation,  chart 
XIX.  The  bright  children  react  much  more  quickly  than  the  dull 
Not  so  much  difference  is  noticeable  between  those  who  were  con- 
sidered bright  by  the  teacher  and  those  who  were  judged  of  average 
ability.  It  is  shown  here  that  we  judge  of  a  child's  mental  ability 
by  the  quickness  or  rapidity  with  which  they  were  able  to  act. 
Another  fact  is  that  all  children  are  considered  of  about  equal  men- 
tal ability,  or  in  other  words,  all  grades  of  children  react  in  about 
the  same  length  of  time  just  before  those  ages  in  which  changes  of 
growth  manifested  themselves,  viz  :  11  and  16.  The  average  re- 
action-time of  all  ages  for  bright  children  was  20.7  hundredths  of  a 
second ;  for  those  of  average  ability  it  was  21.3  ;  for  doll  children 
22.4. 

Test  (9) :  Meaction  with  discrimination  and  choice. 

Here,  as  in  the  other  mental  tests,  ability  increaaed,  and  the  length 
of  time  required  decreased  with  advance  in  age.    This  test  implies 
more  complicated  mental  activity  and,  as  woald  be  expected,  the 
influences  which  affect  mental  life  show  themielvea  more  plainly  in 
the  curve  representing  such  development.     For  eome  cause  or  other 
development  between  6  and  7  is  arrested  for  girls  here,  as  well  as  in 
the  test  on  reaction -time.     Bovs  seem  to  suffer  no  anoh  back-set  but, 
starting  at  53. l/  hundredths  of  a  second,  continually  increase  from  6 
till  13.     Fron^  13  to  14  they  suffer  a  slight  loBS  after  which  they  gain 
till  17,  losing  slightly,  however,  from    16  to  .IB.     At  17  the  time 
required  for  boys  was  30.6  hundredths  of  a  ■eoond.     Boys  may  be 
said  to  undergo  only  one  loss,  that    being  alio  of  small   moment. 
Girls  suffer  two  marked  losses,  the  first  from  0  to  7^  inoreasing  the  time 
required  from  51  hundredths  to  52.8  hundredtha of  p  second.     After  7 
6  • 
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TaBLK  X. 

ReaeHon  with  discrimificUion  and  chotce. 

Age, 

Ta 

7J) 

mv 

MY 

E 

B 

MV^ 

G 

jfr 

\    A 

B 

C 

K 

KB 

6 

55.8 

52.5 

10.2 

6.0 

1.1 

^5 

5.3 

5y). 

6.5 

52.3 
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54.6 

99 

60 

1 

54.1 

53.0 

9.4 

8.1 

1.1 

49.0 

8.8 

52.8 

9.4 

52.0 

62.7 

66.5 

97 

49 

8 

48.8 

47.8 

8.5 

6.5 

.9 

48.0 

5.7 

47.5 

5.5 

47.6 

47.6 

50.0 

96 

49 

9 

4*1,5 

45.0 

8.1 

6.8 

1.2 

44.5 

6.3 

46.0 

7.2 

45.8 

46.0 

42.3 

98 

49 

10 

42.2 

41.0 

7.3 

4.9 

1.2 

40.0 

4.9 

41.5 

4.5 

39.7 

41.0 

46.5 

97 

50 

11 

40.5 

38  5 

7.0 

5.8 

1.2 

38.7 

5.8 

38.8 

5.7 

39.0 

38.0 

38.0 

101 

6(1 

12 

38.9 

37.0 

6.1 

5.5 

l.I 

38.5 

6.0 

37.0 

4.9 

37.0 

36.6 

37.0 

106 

56 

13 

39.9 

39.5 

6.2 

5.8 

1.2 

36.0 

5.1 

41.5 

5.5 

39.0 

38.1 

42.8 

no 

51 

14 

36.3 

36.5 

6.5 

4.9 

.9 

36.7 

4.5 

35.5 

5.4 

33.5 

36.3 

36.8 

104 

60 

15 

34.8 

33.5 

5.9 

4.9 

.8 

31.1 

5.5 

34.5 

3.8 

30.5 

34.0 

36.6 

102 

61 

16 

34.0 

32.5 

5.4 

4.3 

1.0 

31.5 

3.9 

35.0 

3.9 

32.7 

32.7 

34.3 

87 

48 

It 

32.1 

31.2 

5.4 

4.0 

.7 

30.5 

3.5 

31.5 

4.4 

32.5 

30.0 

31.2 

91 
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Tfl,  discriminjition-tinic  in   hiindrctUlw   of  a 

second — a  ritliinctical  aveniges. 
Tp^   discriniination-timo   in   hundredths  of  a 

second. 
mv,  averaj^e  individual  mean  variation. 
MV,  sftatisiieal  mean  variation. 
Ej  average  number  of  errors  made  by  reacting 

to  rod. 
B,  dirtcrimination-time  for  boys  in  hundredths 

of  a  second. 


MV.  sUicifitical  mean  variatiou  for  bOTS. 
G,  discrimination-time  for  girls  iu  hnndredi 

of  a  second. 
MV\  statistical  mean  variatioD  for  g^ris. 

A,  discrimination-time  for  bright  children. 

B,  discrimination-time  for  average  children. 

C,  discrimination-time  for  dull  children. 
X,  numl)er  of  children. 

KB,  num1x;r  of  boyi*. 
A7/,  number  of  girls. 


they  increase  in  ability  very  rapidly  till  the  Jige  12,  where  the  length  of 
time  was  37  hiinilredths.  From  12  to  13,  however,  they  lose  just  as 
much  as  they  had  gained  during  the  two  years  preceding  12,  thus 
requiring  41.5  hundredths  of  a  second  at  13  which  is  the  same  length 
of  time  re(iuired  as  at  age  1(>.  After  1 3  comes  another  very  rapid  gain 
till  17,  with  the  exception  of  a  small  loss  from  15  to  16  similar  to  the 
loss  experienced  by  the  boys  at  that  age.  At  17  the  time  required 
for  girls  was  31.5  hundredths  of  a  second.  Boys  are  better  in  this 
test  tlian  girls.  The  average  of  all  the  boys  of  all  ages  is  39.8  while 
that  of  the  girls  is  41.  Not  quite  so  much  difference  is  seen  here, 
however,  as  in  the  simple  reaction-time  where  the  average  for  boys 
was  20.2  while  that  of  the  girls  was  22.3. 

Columns  A,  B  and  Cof  table  X  show  the  length  of  time  for  bright^ 
average  and  dull  children  respectively.  In  these  results  not  quite  so 
much  difference  is  noticeable,  which  is  perhaps  duo  to  the  fact  that 
they  contain  a  somewhat  smaller  element  of  reaction-time,  to  which 
brightness  and  quickness  are  such  close  correlates.  In  this  test, 
when  all  ages  are  considered,  40.1  is  obtained  as  a  result  for  bright 
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Fig.  25.    Chart  XX. 

Boys  and  tfirls. 

Boys. 

Girls. 


Arithmetical  averages— boys  and  grlrls. 

children  ;  for  average  children,  40.2,  and  for  the  dull  ones  an  average 
of  42.0  hundredths  of  a  second.  It  is  very  evident  from  these  figures 
that  in  this  test  the  rule  also  applies  that  the  brighter  the  child  the 
more  quickly  he  is  able  to  react  with  discrimination    an<l  <^-  ^^*      • 

The  average  of  the  mean  variations  for  separate  cni  ^  re  , 
by  the  dotted  line,  chart  XXI,  decreases  gradually  wU^i  XuhT*^"S^ 
from  12  to  14  where  there  is  a  marked  increase,  Blio>vii^i?  J 

the  effects  of  puberty  durinc:  that  period.  :.      .  , 

So  far  as  the  comparative  mean  variations  for  ly^j 
concerned,  but  little  can  be  said,  since  the  curves  cros 
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BO  frequently  as  to  be  of  little  value  for  comparisoDs  between  them 
and  those  in  the  main  curve  for  development.  The  same  general 
agreement  exists  between  the  main  curve  and  the  curves  for  variation 
in  that  there  is  increase  in  both  with  advance  in  years. 

As  explained  under  apparatus  and  methods  the  child  was  asked  to 
react  when  blue  appeared  in  the  stimulating  apparatus  and  not  to 
react  when  red  appeared.  It  is  difficult  for  anybody  to  keep  from 
reacting  to  the  red,  for  the  reaction  becomes  somewhat  automatic 
and,  if  the  attention  flags,  not  infrequently  reaction  to  red  follows. 


V         ^^         ^^        /J        /♦ 

Fio.  36.    Chart  XXI. 

Statistical  mean  variatioo. 

Statistical  mean  variation  for  bojra. 

Statistifial  mean  variation  for  girls. 

AvcraKC  individual  mean  variation. 
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Column  J^of  table  XI  records  the  average  number  of  reactions  each 
child  made  to  red  out  of  the  twenty  trials  given  him.  In  order  to 
be  sui'e  that  the  child  discriminated  between  blue  and  red,  as  many 
reds  had  to  be  disclosed  as  blues,  being  irregularly  mixed  bo  that  the 
numbers  in  column  JS"  would  represent  the  number  of  mistakes  made 
in  20  instead  of  10,  the  latter  of  which  would  only  represent  the 
reactions  to  blue.  Twenty  of  the  1192  children  tested  made  the 
error  of  reacting  to  the  red  four  times  during  the  series  of  triala.  Oat 
of  1192  tested  420  made  no  errors  at  all  by  reacting  to  the  red. 
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Test  (11):  Time-memory. 

As  in  the  preceding  tests,  also  in  this  one,  ten  trials  were  given 
each  child  and  after  taking  the  median  value  of  these,  the  average  of 
the  mean  variations  for  the  separate  results  or  data  was  calculated. 
Besides  taking  the  median,  the  arithmetical  average  was  taken  for 
the  sake  of  comparison.  The  arithmetical  averages  are  to  be  found 
recorded  in  column  JEa  and  the  median  values  in  column  Ep  of  table 
XL  The  median  values  for  boys  and  girls  are  placed  in  columns  B 
and  G  respectively.  The  averages  of  the  mean  variations  for  sepa- 
rate children  are  in  the  column  headed  mv;  -SfF'represents  the  mean 
variation  for  the  total  result,  while  MV  and  MV"  give  the  same 
for  boys  and  girls  respectively. 

Columns  JEh  and  Ep  are  used  in  constructing  the  two  curves  of 
chart  XXV  for  the  sake  of  comparing  the  results  according  to  the 
two  methods.  Ages  are  at  the  bottom  on  the  line  of  abscissas.  The 
figures  to  the  left  indicate  in  hundredths  of  a  second  the  amount  of 
error  made  in  making  the  second  sound  the  same  length  as  the  first, 
which  was  two  seconds  long.  The  second  sound  was  always  made 
too  short  and  the  numbers  thus  indicate  the  amount  of  shortage  in 
hundredths  of  a  second. 

The  length  of  time,  by  using  the  arithmetical  averages,  is  less  than 
the  median  values  from  6  to  10  years  of  age.  Here,  the  curves,  rep- 
resenting  the  result  in  graphic  form,  cross.  From  10  to  15  the 
error  is  greater  by  arithmetical  averages  than  by  median  values; 
from  15  to  16  the  error  is  less  ;  at  17  it  is  worse  again.  In  calculat- 
ing the  results  of  this  test  the  use  of  the  method  of  median  values  is 
of  still  more  importance  than  in  the  preceding  tests,  owing  to  the  fact 
that  the  variations  are  sometimes  extremely  large.  Frequently 
results  were  obtained  in  which  all  but  one  or  two  fell  short  of 
the  correct  time  by  40  hundredths  of  a  second  or  more  while  these 
two  exceptions,  owing  to  some  disturbance  or  distmctioa  either  exter- 
nal or  internal,  were  20  or  25  hundredths  too  long.  Aoouracy  with 
small  mean  variation  demands  a  perfectly  even  flow  of  oonsciousness. 
During  the  first  sound  of  two  seconds  the  child  simply  site  and  listens 
with  no  responsibility  as  to  bow  long  the  sound  shall  go ;  all  he  has 
to  do  is  to  judge  its  length.  When  it  becomes  hit  turn  to  make  the 
sound  his  responsibility  and  continuous  wondering  whether  the  sound 
is  yet  long  enough  make  the  time  seem  longer  than  it  really  is  and 
consequently  he  stops  it  too  soon. 

The  effect  of  suggestion  in  such  a  test  is  peeqliar.  For  my  tests 
the  separate  records  of  the  child  were,  of  coOfM^  kq^  secret  until  all 
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Table  XI. 

.  • 

Age 

.  Ea 

Ep 

mv 

AfV 

« 

Tiine- 

'-'J 

Mir 

memory. 
G     MV 

A 

B 

C 

K  KB  NO 

J^ 

56.7 

62.0 

24.6 

23.4 

^S- 

25.1 

67.0_ 

23.2 

55.6 

68.6 

69.6 

94 

53 

42 

T 

59.G 

66.5 

27.9 

20.2 

63.5 

20.6 

68.5 

20.4 

66.8 

66.5 

67.3 

96 

49 

47 

8 

52.7 

54.3 

23.6 

22.8 

48.5 

22.3 

57.0 

22.3 

48.6 

69.3 

69.0 

96 

49 

47 

.9 

56  2 

60.0 

23.0 

23.5 

47.6 

22.4 

73.5 

19.3 

60.0 

66.0 

46.5 

97 

49 

^ 

To 

489 

48.5 

20.2 

18.1 

48.5 

21.8 

46  6 

15.8 

40.3 

49.6 

69.5 

95 

49 

46 

11 

44.2 

41.0 

20.8 

18.2 

40  5 

16.6 

41.0 

20.2 

45.0 

42.0 

48.0 

101 

60 

51 

12 

41.6 

36.8 

17.6 

21.3 

35.8 

21.8 

37.6 

18.7 

28.5 

49.3 

44.6 

106 

56 

60 

^.13 

363 

33.0 

17.9 

21.4 

24.5 

22.0 

36.0 

.19.5 

36.0 

25.8 

33.5 

no 

51 

59 

14 

35.9 

30.0 

18.7 

16.1 

31.5 

14.2 

31.0 

17.8 

28.3 

28.8 

42.5 

103 

49 

64 

15 

37.6 

3S.0 

18  0 

19.4 

34.5 

15.3 

39.0 

21.9 

22.5 

36.0 

45.0 

102 

51 

61 

16 

41.6 

44.0 

16  6 

16.7 

38.0 

16.5 

49.0 

14.0 

43.3 

39.3 

47.0 

87 

48 

39 

n 

39.9 

35.5 

13.8 

15.8 

34.0 

13.8 

40.0 

17.8 

33.6 

38.8 

31.3 

91 

47 

44 

'//.-"'•/  /''.'•*    ■'/^.'■■-■'"'   /'!'  1/ 
Ea^  hundredths  of  a  second  short  in  mem-    MV\  statistical  mean  variatioii  for  girls. 

ory  of  two  seconds — arithmetical  aver-  .1,  hundredths  of  a  second  short  for  bright 

ages.  children. 

Ep,  hiuKlredths  of  a  second  short  in  mem-  B,  hundredths  of  a  second  short  for  aver- 

ory  of  two  seconds — median  values.  age  children. 

mv,  averiigo  individual  mean  variation.  C\  hundn?dths  of  a  second  short  for  dull 

MV,  statistical  mean  variation.  children. 

B,  liundredths  ol  a  second  short  for  >x>vs.  K,  numl)er  of  children. 

MV.  statistical  mean  variation  for  bovs.  XB,  numlwr  of  l)0vs. 
Gy  hundredths  of  a  second  short  for  girls,    i  NO,  number  of  girls. 

had  been  taken.  After  taking  the  series  of  ten  trials  I  again  tried  a 
number  of  individuals  telling  them  each  time  the  amottnt  of  error 
made.  Tliev  soon  learned  to  correct  their  error  somewhat  and  not 
infrequently  made  the  sound  too  long  instead  of  too  short. 

A  few  of  the  vounger  children  made  the  second  sound,  not  quite 
half  as  long  as  it  should  have  been,  making  an  error  of  more  than 
100  hundredths  of  a  second.  Onlv  38  out  of  the  1193  tested  in  all, 
judged  the  sound  longer  than  it  really  was.  It  is  interesting  to  note 
also  that  10  out  of  these  fell  in  the  two  ages  12  and  13,  the  former 
having  0  and  the  latter  10.  none  of  the  other  ages  having  more  than 
three  each. 

In  time-memory  the  average  child  is  worse  at  7  than  at  6,  worse  at 
9  than  at  H  and  worse  at  10  than  at  14.  The  irregularity  at  the 
period  of  puberty  falls  later  in  the  curves  of  this  test  than  in  the 
others.  After  the  second  decrease  in  abilitv  from  8  to  9  there  is  a 
rapid  increase  in  ability  till  14.  Thereafter  it  is  reversed  and  there 
is  more  rapid  loss  than  there  was  previous  gain,  leaving  the  child  con- 


Mental  and  physical  development  of  school-children. 


87 


H\ 


Jr 


r 


V 

I 


// 


/J 


/r 


/r 


■* 


y 


Fio.  27.    Chart  XXI I. 

Boys  and  «rirl8. 

Boys. 

Girls. 


Arithmetical  averages. 


siderably  worse  at  16  tban  he  was  at  12.  From  16  to  17  there  is 
another  rapid  increase  in  accuracy.  At  6  the  child  is  62  hundredths 
in  error ;  at  7  the  error  is  66.5  ;  at  8  it  is  54.3.  After  rising  again 
at  9  to  60  there  comes  tlie  rapid  increase  in  accuracy  till  the  best 
point  is  reached  at  14  where  there  is  only  an  error  of  30  hundredths 
of  a  second. 

The  results,  when  divided  into  boys  and  girls,  show  two  very  dis- 
tinct differences.  Both  boys  and  girls  lose  from  6  to  7.  With  the 
exception  of  a  very  slight  change  in  the  average  increase  from  8  to 
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10,  boys  grow  better  till  the  age  13.  Girls  from  8  to  9  undergo  an 
enormous  loss,  making  the  sound  at  the  latter  age  73. 5  hundredths  of 
a  second  too  short.  Thus,  at  this  age  they  are  far  worse  than  at  any 
other  period  between  6  and  17.  From  9  to  10  an  exceedingly  rapid 
gain  is  made  and  thereafter  there  is  a  continuous  gain  till  14,  in- 
stead of  stopping  at  13  as  the  boys  did.  Boys  and  girls  both  lose 
from  this  point  till  16  where  they  again  begin  gaining.  At  Is  is  the 
best  time  for  boys,  their  error  being  only  24.5  hundredths  too  short ; 
girls  reach  their  best  point  at  14  with  an  error  of  31  hundredths  of  a 


Fig.  28.    Chart  XXIII. 

Statistical  mean  variation. 

Statistical  mean  variation  for  boys. 

Statistical  mean  variation  for  fdrls. 

Average  individual  mean  variation. 

second.  In  this  test  also,  hoys  greatly  excel  the  girls,  as  can  be 
seen  by  comparing  columns  B  and  G  of  table  XI  and  also  the  curves 
of  chart  XXII. 

In  recalculatin<:(  the  results  for  comparison  between  bright,  aver- 
age and  dull  children  the  amounts  of  error  made  by  them  are  41,5, 
47.4  and  51.1  respectively.  The  separate  averages  for  each  age  aud 
grade  of  children  are  recorded  in  columns  .1,  JB  and  C  of  table  XL 

In  general,  ability  increases  with  advance  in  years.  This  same  is 
true  of  the  curves  of  chart  XXIII,  representing  the  mean  variations 
for  time-memory.     There  is  one  thing  here  which  is  important 
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eorroborating  the  conclusion  referred  to  under  reaction-time,  viz:  that 
where  a  special  change  in  relative  growth  between  two  ages  occurs 
for  the  better,  the  mean  variation  changes  for  the  worse.  In  chart 
XXIV  the  mean  variation  for  both  boys  and  girls  decreases  from 
6  to  7,  whereas  the  general  ability  for  tinae-memory,  chart  XXII, 
increases  for  the  corresponding  period.  The  same  can  be  noticed  also 
in  ages  8  to  10  and  14  to  16  where  the  most  marked  changes  occurred. 


General  compabison  of  skx. 
In  order  to  get  a  general  estimate  of  the  mental  differences  of  sex 
from  the  results  obtained,  the  final  averages  of  each  age  in  muscle- 
sense,  sensitiveness  to  color-differences,  force  of  suggestion,  reaction- 
time,  reaction  with  discrimination  and  choice,  and  time-memory  were 
thrown  together  into  a  general   average    for    the    respec  i         g 

mu  1  J  J  •     ^^1.1^    'VII       The  same  are 

These  general  averages  are  recorded  in  table   -^**- 

presented  in  the  curves  of  chart  XXIV.     The    ages   are  indicated 
at  the  bottom  on  the  line  of  abscissas.    The  figures  at  ^^'y  ^^^^^'^  ^^ 
given  no  definite  value  except  to  serve  as  relative  pom        y 
judge  the  curves.     The  higher  the  figure  the  worse  the  record,  just  as 
1  .      ,  ,    ,  TT^i  11  Fi  tar V  motor  ability 

was  the  case  in  the  tests  mentioned  above,      v  oii*"f«  /     u 

and  fatigue  were  not  included  in  this  general  average 

-   ,    .    ,      .  r     ^n  the   rest,  and,  also 

of  their  having  a  somewhat  different  nature  trom  ^ 

.     ir  ♦•    11^  the  lower  the  fig- 
one  was  the  reverse  of  the  other  in  that,  m  latig"*^  ,,^i„„*^ 

true  for  voluntary 
ure  the  better  the  record  while  the  reverse  was    ^  u^^^^.o^    ^u 

liidecl     nowever,   the 
motor-ability.     Could  these  two  have  been  mci"         »    for  it  will  b 

result  would  have  been  all  the  more  in  favor  of         J 

-   .      T>er  cent,  ana  con- 
remembered  that  when  these  two  were  reducea  *'^  *.  ,      ^^      rp,     , 
.  -       -  i.         w  of  boys.      1  ne  boys 

sidered  together  the  balance  was  greatly  in  favor  ^ 

became  tired  sooner  but  they  also  tapped  much  f»®  *ii   margin  of  ad 
The  only  superiority  shown  for  the  girls  is  a  ^'^^^^.^^^  ^o  on  page 
vantage  in  discrimination  for  color-differences,    ^  ^        between  7  and 
48 ;  the  boys  have  the  advantage  very  decidedly  ^^ 
8  but  thereafter  girls  are  better.  .  x:  I V  i«  very  interest. 


vrx   nt^vruu   i/uc  oautc   auiiiLV.        X'  1  Ulli    tUlS  aiTc.    i>i*^ 

.  .O     '  til' 

diverge  in  opposite  directions  more  and  more  to  ^        ^^^^  ^^^ 

The  general  law  of  increase  in  ability  is  ^^^'^''^^^lented  in  gra^?\^ 
by  general  averages  taken  in  this  way  and    rep*'^'  l^*^lo 

form,  as  found  in  chart  XXIV. 
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Age, 

6 

7 

8 

9 

10 
11 
12 
13 
U 
15 
16 
17 


Table  XII. 

General,  comparison  of  sex, 

B+G 
35.1 
36.4 
32.9 
3H.0 
28.4 
25.8 
24.5 
23.5 
21.9 
22.8 
23.2 
20.1 


The  figures  of  tlie  table  are  rela> 
tive  numbers  deduced  from  tJio 
tests. 


B 

G 

34.1 

86.4 

34.3 

36.8 

31.6 

33.3 

30.8 

35.5 

27.7 

28.5 

25.7 

25.8 

24.1 

26.0 

21.4 

34.6 

21.5 

32.1 

21.3 

34.0 

21.4 

25.4 

19.2 

23.0 

B-¥  G,  boys  and 
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By  boys. 

G,  girls. 

Fig.  29.    Chart  XXIV. 
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Intbr-belation  of  the  results  of  the  different  tests. 

The  tests  described  in  the  preceding  pages  may  be  divided  into 
two  kinds,  mental  and  physical.  The  close  correlation  of  mind  and 
body  would  naturally  lead  one  to  expect  the  closest  sympathy 
between  the  two. 

First,  let  us  give  a  glance  at  the  relations  existing  among  the  three 
physical  curves,  viz  :  weight,  height  and  lung-capacity.  Weight 
and  height  conform  to  almost  exactly  the  same  rules.  In  both,  very 
slight  differences  exist  between  boys  and  girls  until  the  period  arrives 
at  which  boys  begin  to  grow  as  men  and  girls  as  women.  Boys  are 
slightly  heavier  and  taller  than  girls  till  between  11  and  12.  Then 
the  order  is  reversed.  In  both  height  and  weight  girls  excel  until 
between  14  and  15  where  boys  become  heavier  and  taller  and  remain 
so  the  balance  of  life.  The  most  rapid  growth  of  girls  ceases  at  13 
while  at  14  the  rapid  growth  for  boys  is  just  beginning.  This  differ- 
ence between  the  growth  of  the  sexes  is  all  the  more  forcible  when 
the  purves  for  height  and  weight,  charts  XI  and  XIII,  are  compared 
with  the  one  for  lung-capacity,  chart  XV.  After  12  the  girls  gain 
but  very  little  in  lung-capacity  while  the  boys  do  not  begin  their  real 
growth  until  14.  That  the  turning-point  in  life  comes  later  for  boys 
than  for  girls  is  verified  not  only  by  all  the  so-called  physical  curves 
but  also  by  those  which  make  the  mental  aspects  more  prominept. 
In  all  three  physical  curves  there  is  the  same  general  correspondence 
between  the  main  curve  for  each  test  and  its  accompanying  curve 
for  mean  variations.  In  all,  the  variation  increases  with  advance  in 
years  and  when  separate  periods  of  each  curve  are  considered  the 
rate  of  increase  or  decrease  in  mean  variations  changes  wherever 
there  is  a  marked  change  in  the  rate  of  growth.  The  mean  varia- 
tions for  boys  and  girls  in  the  physical  curves  are  largest  during  the 
years  from  12  to  15. 

In  considering  the  so-called  mental  curves  there  is  increase  in 
ability  with  advance  in  years  with  the  exception  of  the  test  on  the 
force  of  suggestion.  In  this  ability  decreases  till  9  in  the  sense  that 
the  suggestion  is  allowed  to  have  more  force  ;  but,  thereafter  there 
is  a  gradual  improvement  as  the  suggestion  decreases  in  strength. 

At  first  sight  the  curve  for  mean  variations  of  sensitiveness  to 
color-differences,  chart  IV,  seems  to  offer  a  marked  exception  to  the 
general  rule,  that  in  all  mental  tests  the  mean  variations  decrease 
with  advance  in  years.  This  is  not  the  case.  The  mean  variation 
rises  from  6  to  9  because  during  those  ages  a  large  per  cent,  of  the 
data  were  tens,  which  indicates  that  all  ten  colors  seemed  exactly 
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alike  to  those  children.  Consequently,  the  larger  the  per  cent,  of 
those  picking  out  all  ten  as  alike,  the  smaller  the  mean  yariation 
becomes  for  the  data  at  hand  ;  but,  could  the  57  per  cent,  of  non- 
discriminations at  6  be  turned  into  the  actual  data  which  they  could 
represent,  the  mean  variation  would  be  a  great  deal  larger  at  6  than 
what  it  is,  viz:  1.8.  Fifty-seven  cases  of  non-discrimination  necessi- 
tates 57  out  of  100  of  my  data  being  the  same:  10.  This  of  course 
throws  the  mean  variation  very  low. 

In  voluntary  motor  ability,  chart  VII,  and  fatigue,  chart  IX,  more 
of  the  physical  is  involved,  so  that  the  relation  between  them  and  the 
two  curves  for  weight  and  height  is  very  marked.  Voluntary  motor 
ability  from  12  to  14  is  very  probably  affected  by  the  very  rapid 
growth  for  the  corresponding  period  shown  in  charts  XI  and  XIIL 
Separate  relations  exist  for  boys  and  girls  between  the  curves  for 
voluntary  motor  ability,  fatigue  and  the  three  physical  curves.  The 
change  in  rapidity  of  growth  for  girls  comes  between  12  and  13  in 
weight,  height  and  chest  capacity.  The  same  change  occurs  at  the 
same  period  in  both  voluntary  motor  ability  and  fatigue.  For  boys 
the  marked  change  in  rapidity  of  growth  comes  later  than  for  girls, 
the  former  always  changing  radically  at  14  as  can  be  seen  in  charts 
XI,  XIII  and  XV.  In  fatigue  also  the  loss  at  puberty  occurs  later 
for  boys  than  for  girls,  being  at  14  instead  of  at  13  as  it  was  for  the 
girls.  In  voluntary  motor  ability  the  loss  commences  for  both  at  the 
same  place,  viz:  12,  but  girls  suffer  loss  for  two  successive  years 
while  boys  lose  only  for  one. 

In  voluntary  motor  ability  the  mean  variation  changes  but  slightly 
for  different  ages  but  in  fatigue  there  is  a  more  noticeable  decrease 
in  variation  with  advance  in  years. 

Tlic  tests  which  are  more  strictly  mental  may  be  divided  into  two 
sections  ;  the  first  composed  of  tests  (1),  (2)  and  (3)  and  the  second 
of  tests  (9),  (10)  and  (11). 

In  muscle-sonse,  test  (1),  the  effect  of  jmberty  on  the  rusults  is 
very  marked  .is  is  shown  by  chart  I,  but  in  discrimination  for  color- 
differences  almost  no  divergences  whatever  can  be  noticed  at  that 
j)erio(l.  In  the  curve  for  force  of  suggestion,  boys  and  girls  alike 
suffer  a  loss  in  ability  from  14  to  15.  The  curves  of  mean  variations 
in  these  three  tests  all  show  marked  divergences  from  the  general 
trend  during  the  years  from  12  to  15.  By  throwing  the  muscle-sense 
and  force  of  suijfgestion  into  relation,  a  purely  mental  element  is 
brought  out  in  the  latter.  Had  the  weight  been  subjected  to  the 
muscle-sense   alone   the   discriminative   ability  by  that  sense  would 
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always  h^ve  said  they  were  of  equal  weight,  for,  by  test  (1)  and  chart 
I,  it  is  shown  that  discrimination  for  weight  increases  gradually  with 
age,  but  by  considering  the  element  of  sight  we  get  a  measure  of  our 
€rror  in  judgment  in  test  (3),  chart  V. 

In  tests  (9),  (10)  and  (11),  where  more  quickness  and  accuracy  of 
action  is  involved,  the  effects  of  puberty  show  themselves  far  more 
plainly  than  in  any  of  those  hitherto  considered.  Thus,  it  might  be 
concluded  that  puberty  has  a  greater  effect  on  the  mental  thian  upon 
the  physical  aspects  of  man's  nature.  The  difference  is  far  more 
noticeable  in  girls  than  in  boys  as  can  be  readily  seen  by  referring  to 
charts  XVII,  XX  and  XXII.  This  is  specially  noticeable  in  chart 
XXIV  for  the  comparison  of  sex.  The  development  of  girls  is 
far  more  seriously  affected  by  periodic  changes  than  that  of  boys 
as  can  be  seen  by  reference  to  7,  9,  14  and  16  of  this  chart.  In  dis- 
crimination time,  chart  XX,  the  loss  in  ability  for  girls  comes 
before  that  of  boys,  the  former  beginning  at  12  and  the  latter  at  18. 
This  order  is  reversed  in  time-memory,  chart  XXII,  and  comes  later 
for  both,  boys  beginning  to  lose  in  accurrcy  at  13  and  girls  not  until 
14.  This  difference  between  discrimination-time  and  time-memory 
is  brought  out  all  the  more  forcibly  by  considering  the  respective 
curves  for  boys  and  girls  combined,  charts  XX  and  XXII.  In 
the  former  the  loss  is  between  12  and  13  ;  in  the  latter  it  occurs 
between  14  and  16. 

The  mean  variation  for  the  separate  ages  in  tests  (9),  (10)  and  (11) 
furnish  but  little  suggestion  as  to  the  effect  of  puberty.  The  aver- 
ages of  the  individual  mean  variations  for  separate  children  show 
marked  changes  from  12  to  14  in  discrimination  and  time-memory 
but  nothing  in  simple  reaction-time  as  is  shown  by  the  dash  double 
dot  lines  of  charts  XVIII  and  XXVII. 

In  all  the  curves  involving  a  time-element  there  is  marked  loss  in 
ability  from  6  to  Y  as  can  be  seen  in  charts  XVII,  XX,  XXII  and 
IX.  In  reaction-time  and  reaction  with  discrimination  and  choice, 
charts  XVII  and  XX,  the  loss  is  only  experienced  by  girls,  but 
in  the  other  two,  time-memory  and  fatigue  both  alike  suffer  some 
set-back  from  6  to  7.  The  same  thing  is  noticeable  to  a  less  degree 
in  muscle-sense  and  color  discrimination,  charts  I  and  III,  the  boys 
alone  suffering  loss  in  color-sensitiveness.  The  general  fact,  how- 
ever, is  brought  out  very  forcibly  in  comparative  curves  of  sex,  chart 
XXIV. 

An  interesting  fact  is  brought  out  by  throwing  graded  reaction  and 
the  same  with  discrimination  and  choice  into  relation  with  each  other. 
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Between  1 1  and  12,  just  before  puberty,  in  both  corves  the  bright  and 
dull  children  act  with  about  the  same  rapidity,  though  both  before 
and  after  that  age  the  dull  ones  are  much  slower  than  the  bright 
ones.  It  is  evident  from  a  glance  at  the  two  charts  XIX  and  XXII 
that  the  child  is  judged  dull  at  13  because  he  is  unable  to  act  as 
quickly.  Considering  these  charts  in  conjunction  with  the  compara- 
tive curves  of  sex,  chart  XXIV,  the  conclusion  is  suggested  that  all 
children  on  an  average  are  of  about  equal  ability  at  age  11. 

Relation  op  individual  tests  to  general  mental  ability. 

The  data  for  the  tests  on  weight,  height,  lung-capacity,  discrimina- 
tion-time, reaction-time  and  time-memory  were  recalculated  to  get 
the  relation  betw^een  the  separate  tests  and  general  mental  ability  as 
estimated  by  the  teacher.  The  curves  for  height  and  reaction  time  were 
inserted  in  part  II  under  tests  (7)  and  (10)  respectively.  The  curves 
for  height,  worked  out  in  relation  to  "  stand  "  are  found  in  chart  XV 
and  those  for  reaction  time  in  chart  XIX.  The  remainder  of  the 
curves  belonging  to  this  class  have  been  given  a  separate  section  on 
account  of  their  largely  negative  value.  It  will  be  remembered  that 
the  curves  for  height  were  of  negative  value  in  that  no  marked  rela- 
tion could  be  traced  between  them  and  the  mental  ability  of  the 
pupils  upon  whose  measurement  they  were  plotted.  The  same  is 
true  of  weight ;  also  of  chest  capacity  with  the  exception  of  the 
years  13  and  14  where  the  dull  pupils  have  a  much  smaller  lung- 
capacity.  The  curves  for  reaction -time  gave  the  most  positive  re- 
sults showing  that  the  brighter  the  child  the  more  quickly  he  is  able 
to  act.  Ill  discrimination,  the  same  relation  is  noticeable  but  to  a 
less  degree. 

The  bright  children  and  those  of  average  ability,  as  judged  by  the 
teachers,  are  about  equal  in  the  length  of  time  required  to  discrim- 
inate but  the  dull  ones  require  a  somewhat  longer  time  at  all  ages 
with  the  exception  of  9,  11  and  13.  The  difference  here  between  the 
classes  is  not  so  great  owing  probably  to  the  fact  that  it  involves  a 
smaller  element  of  reaction-time  which  shows  the  most  marked  dif- 
ference. In  turning  to  the  last  one,  viz  :  time-memory,  it  may 
be  said  in  general  that  the  brighter  the  child  the  more  accurate  his 
sense  of  time.  It  is  impossible  to  say  that  this  is  the  case  with  all 
ages,  because  the  curves,  as  can  be  seen,  cross  and  re-cross  so  fre- 
quently as  to  be  of  but  little  value  further  than  to  indicate  the  rela- 
tion of  the  three  grades  in  a  very  general  way. 
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Comparisons  with  the  bbsults  of  othbb  inybstigatobs. 

Owing  to  the  limited  amoant  of  investigation  on  the  mental  devel- 
opment of  school-children  but  little  can  be  savd  as  to  how  my  mental 
tests  agree  with  other  investigations.  For  the  purely  physical  tests^ 
weight,  height  and  lung-capacity,  more  material  presents  itself. 
For  purposes  of  comparison  with  the  first  two — weight  and  height — 
I  have  chosen  the  results  of  Bowditch*  of  Boston  and  of  Pegkhah* 
of  Milwaukee.     The  weights  of  the  children  in  both  these  investiga- 

Table  XIII. 
Comparative  weights  of  Boston^  Milwavkee  and  New  Haven  school-children. 


Age. 

B 

M 

NHa 

NHp 

B 

M 

NHa 

NHp 

Rni 

fS.  

• 

Oirls. 

■■  JOO^ 

6 

45.17 

44.81 

47.86 

46.8 

43.23 

43.12 

45.92 

44.3 

7 

49.07 

49.10 

52.08 

51.2 

47.46 

46  97 

49.65 

50.4 

8 

53.92 

53.81 

56.49 

52.5 

52.04 

50.87 

53.32 

53.0 

9 

59.23 

59.46 

61.69 

60.0 

57.07 

56.44 

69.27 

58.8 

10 

65.30 

65.35 

68  31 

68.4     * 

62.35 

62.45 

66.09 

62.7 

11 

70.18 

70.92 

75.57 

70.8 

68.84 

68.84 

72.35 

70.0 

12 

76.92 

76.08 

83.25 

82.3 

78.31 

77.82 

86.09 

84.5 

13 

84.84 

84.89 

90.95 

88.0 

88.65 

87.96 

92.97 

92.0 

14 

94.91 

95.76 

97.45 

91.7 

98.43 

97.64 

97.15 

98.0 

15 

107.10 

109.05 

109.95 

IIO.O 

106.08 

105.87 

103.06 

104.0 

16 

121.01 

122.06 

126.03 

127.0 

112.03 

11058 

111.41 

113.0 

17 

127.49 

130.35 

126.70 

130.0 

115.53 

113.32 

118.45 

113.7 

B,  weight  of  Boston  school-children  in  |  NHa^  weight  of  New  Haven  school-chil- 
pounds.  I      dren  in  pounds — arithmetical  averages. 

Jf,  weight  of  Milwaukee  school-children  j  NHp,  weight  of  New  Haven  school-chil- 
in  pounds.  i      dren  in  pounds — median  values. 

tions  as  well  as  in  mine  were  taken  in  ordinary  clothes.  My  original 
calculations  were  made  by  the  method  of  median  values  and  the 
curves  previously  given  are  plotted  upon  this  method.  Since  the 
results  of  both  Bowditcu  and  Pegkuam  were  obtained  by  arith- 
metical averages,  for  sake  of  comparison  of  the  two  methods,  and  also 
for  comparison  of  localities,  I  recalculated  my  results  by  arithmetical 


*  BowDiTCH,  Growth  of  children^  VIII.  Ann.  Kept.  State  Board  Health  MasH.,  307, 
Boston  1877. 

BowDiTCH,  Growth  of  children^  X.  Ann.  Rept.  State  Board  Health  Mass.,  35,  Boston 
1879. 

BowDiTCH,  Growth  of  children  studied  by  Galton's  method  of  percejitile  (jradeSy 
XXII.  Ann.  Rept.  State  Board  Health  Mass.,  479,  Boston  1801. 

»  Peckham,  Growth  of  children^  VI.  Ann.  Rept.  State  Board  Health  Wisconsin,  28, 
MUwaukee  1881. 
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averages.  Notwithstanding  the  protest  of  Psokhax  against  the 
median,  in  all  mental  tests,  at  least  for  getting  a  result  for  each  ohild| 
it  is  far  preferable  to  the  arithmetical  averages. 

Pbgkhah  found  that  Milwaukee  children  were  heavier  and  taller 
than  Boston  children.  New  Haven  children  are  shown  \fj  mj 
results  to  be  still  heavier  than  either  of  the  other  two.  The  com- 
parative weights  in  pounds  are  to  be  found  in  table  XIII  and  also 


Fio.  30.    Chart  XXV. 

Lower  curves  for  weisrht. 

Upper  curves  for  height. 

Boston  boys. 

Milwaukee  boys. 

Now  Haven  boys. 

New  Haven  boys— median  values. 
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in  graphio  form  in  charts  XXV  and  XXVI.  As  no  relation 
between  the  arithmetical  averages  and  median  values  was  considered 
above,  I  have  inserted  here  the  carve  of  median  values,  as  well  as  that 
of  arithmetical  averages.  Ages  are  at  the  bottom ;  the  figures  to  the 
left  indicate  height  in  inches  ;  those  to  the  right  indicate  weight  in 
pounds. 

The  height  of  the  children  in  my  tests  was  taken  with  shoes ;  those 
of  BowDiTCH  and  Peckham  were  taken  without  shoes.  After  sub- 
tracting the  height  of  an  average  heel  of  a  shoe,  which  is  about  1 
inch,  the  New  Haven  children  are  still  taller  than  those  of  Boston 
and  Milwaukee.  The  results  for  height  are  recorded  in  table  XIV 
and  charts  XXV  and  XXVI. 


Table  XIV. 
Comparative  heights  of  Boston,  Milwaukee  and  New  Haven  school^ildren. 


Age. 


M         NHa 
—  Boys. 


NJ^ 


M         NHa 
—  QirU.  — 


6  43.75  44.08  46.2  46.0 

7  45.74  46.09  47.4  47.1 

8  47  76  4S.05  49.0  48.9 

9  49.69  50.00  61.3  51.2 

10  51.68  61.85  53.0  53.0 

11  53.33  53.76'  66.7  65.9 

12  55.11  64.98>  57.2  57.0 

13  57.21  57.47^  59.2  58.8 

14  59.98  69.89  60.4  59.3 

15  62.30  62.34  63.1  62.8 

16  65.00  65.07  66.7  65.7 

17  66.16  66.60  67.1  66.1 

B,   height  of  Boston    school-children  in 

inches. 
M,  height  of  Milwaukee  school-children  in 

inches. 


43.35 
45.52 
47.58 
49.37 
Q1.34 
jy.42 
65.88 
68.16 
69.94^ 
61.10 
61.59 
61.92 


43.78 

45.93 

47.69 

49.81 

51.89* 

53.80 

66.47 

58  68 

60.50^ 

61.69 

62.16 

62.91 


45.0 
46.9 
48.8 
51.1 

63^ 

64.1 

58.3 

69.6 

60.7 

62.r 

62.8 

63.8 


NHp 

44.9 
46.9 
48.4 
60.8 
62.8 
64.6 
57.9 
60.4 
61.4 
62.5 
62.5 
63.6 


NHa,  height  of  New  Haven  school-chil- 
dren in  inches— arithmetical  averages. 

NHp,  height  of  New  Haven  school-chil- 
dren in  inches — median  values. 


This  difference  in  weight  and  height  is  very  likely  due  to  the 
smaller  proportion  of  foreigners  included  in  my  results.  American- 
born  children  are  taller  and  heavier  than  foreign-born  children.* 

So  far  as  the  relation  of  growth  of  different  ages  is  concerned,  the 
same  general  laws  appear  in  my  results  as  those  obtained  by  Bow- 
DiTcii  and  Peckham. 

It  is  interesting  to  notice  the  effect  of  the  private-school  gymnasium 
upon  the  development  of  lung-capacity.    Table  XV  and  chart  XXVII 


^  B<>wi)iTCH,  Growth  of  ckildnn^  VIII.  Ann.  Kept.  State  Board  Ilealtli  Mass.,  307, 
Bo!»ton  1877. 
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represent  a  comparison  of  my  results  taken  in  public  schools  with  the 
results  of  Anderson,  taken  in  private-schools  near  New  York.  His 
pupils  underwent  a  daily  training  in  the  gymnasium.  The  boys  in 
his  results  start  at  6  better  than  those  of  the  same  age  in  my  results. 
They  also  develop  more  rapidly.  No  loss  at  puberty  is  traceable, 
however,  in  his  results  similar  to  that  shown  in  mine.  His  results 
extend  only  to  1 5  years  of  age.  At  this  age  private-school  boys  had 
a  lung-capacity  of  205  cubic  inches;  public-school  boys  by  my  results 
only  had  a  capacity  of  170.3  cubic  inches,  and  only  202.5  cubic  inches 
at  17,  which  is  2.5  cubic  inches  less  than  private-school  boys  had  at 
15.     In  girls  the  difference  is  even  more  noticeable,  for  at  6  the  girls 


Fig.  31.    Chart  XXVI. 

Ix>wer  curves  for  weigrht. 
Upper  curves  for  height. 

Boston  jjfirls. 

Milwaukee  g^irle. 

New  Ilaveu  grills. 

Xew  Haven  girls— median  values. 
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Tablb  XV. 
Comparative  lung-capacities  for  pubHc-  and  private-school  children. 


ige. 

P 

NBa 

XHp 

P 

KHa 
Girls,^ 

NUp 

6 

64 

67.1 

56.0 

36 

49.2 

50.0 

7 

80 

65.6 

66.0 

40 

58.9 

54.0 

8 

88 

71.8 

73.0 

48 

64.2 

66.0 

9 

]06 

82.7 

83.0 

65 

73.4. 

72.6 

10 

124 

92.8 

91.5 

80 

80.3. 

82.0 

11 

144 

106.3 

104.0 

106 

83.6 

83.0 

12 

160 

117.2 

113.5 

125 

104.6. 

104.0 

13 

168 

124.4 

120.0 

136 

108.1 

105.0 

14 

188 

120.4 

125.0 

150 

107.8 

105.0 

16 

206 

170.3 

161.0 

156 

116.3 

116.0 

16 

•  -  - 

189.3 

187.0 

«  ■>  M 

119.9 

115.0 

17 

202.5 

204.0 

124.0 

118.5 

/*  lung-capacity  of  New  York  private- 
school  children. 

NHay  lung-capacity  of  New  Haven  public- 
school  children — arithmetical  averages. 


NHp^  lung-capacity  of  New  Haven  public- 
school  children — median  values. 


/a  7/         '      73  7T 

Fio.  82.    Chart  XXVII. 

Private  school  boys. 

Private  school  grirls. 

Public  school  boys. 

Public  school  girls. 


// 


yt> 
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at  private  schools  have  a  smaller  lang-capacity  but  develop  so  rapidly 
as  at  10  years  of  age  to  equal  those  of  publio  schools.  Thereafter 
the  rapid  development  continues  so  that  at  17  they  have  attained  155 
cubic  inches  while  my  results  only  show  116.8  cubic  inches  for  public- 
school  girls;  even  at  17,  public-school  girls  have  only  124  cubic  inches 
capacity,  which  is  31  cubic  inches  less  than  that  of  private-school 
girls  at  16.  The  curves  of  chart  XXVII  show  an  enormous  differ- 
ence between  the  two  classes  of  children.  There  is  added,  however, 
a  note  to  Andebson's  table  :  ^'  It  cannot  be  said  of  them  that  they 
indicate  just  what  the  averages  should  be."  The  results  of  this 
table,  however,  were  averages  of  about  600  children  of  each  age. 

In  chart  XXYII  the  ages  are  at  the  bottom  and  the  figures  at  the 
left  indicate  the  lung-capacity  in  cubic  inches. 


REMARKS  ON  DR.  GILBERTS  ARTICLE, 

BY 
E.    W.    SCRIPTURB. 

In  preparing  for  publication  Dr.  Gilbert's  Researches  an  the  men- 
tal and  physical  development  of  achooUchUdreny  several  matters 
seemed  to  me  to  require  a  further  statement. 

Suggestion-test,  The  large  and  the  small  standard  are  of  the  same 
weight,  namely,  t5=55.*.  The  diameter  of  the  small  standard  was 
c?=2.2<^'",  and  of  the  large  standard  2>z=8.2".  The  weights  of  the 
14  blocks  were  successively 

the  difference  between  any  two  successive  blocks  being  pi—pjsz5^. 
The  diameter  was  8=3.5*^  for  all.  The  resalt  of  the  child's  two 
judgments  was  that  w=zpi,  for  the  small  standard  and  to^pt  for  the 
large  standard.  The  amounts  of  difference  v^^p^^w  and  t?/=/>/— w 
can  be  taken  as  measures  of  the  effect  of  the  different  sizes  of  the 
standard  and  the  blocks  of  the  14-series.  As  all  blocks  were  cvlin' 
ders  of  the  same  length,  we  can,  if  we  neglect  effects  of  eoDtra«(t  of 
length  to  diameter,  express  the  difference  in  size  by  die  mss  of  the 
ends.  Thus  the  visual  suggestions  can  be  indicated  by  \{^ — wd*)z=:,u^ 
and  J(7r2>'— 7r8*)=M;  respectively.  As  the  differenoM  tr^aad  ?r^  disap- 
pear when  the  blocks  are  lifted  without  being  seen,  we  eaa  pat 

^4-/4(1/4)  and  Vi^fi{u). 

Full  expressions  for  f^  and  fi  for  a  given  indiTidaal  would  giv^ 
the  law  of  suggestion  for  the  given  case.  The  detsi'iin  tiiou  of 
this  law  was  not  the  object  of  the  investigation^  m  wlmrh  u.  ar.d 
Ui  were  taken  constant.  For  the  sake  of  breritj  ffe  differ r^r^'-f: 
between  the  large  block  and  the  small  block  was  telw  m  the  ^.' 
of  suggestion  ;  thus  the  constant  suggestion 

S=Ui  +  Ui=,i{7rD^''wd^. 

* 

The  result  of  this  suggestion  is 
If  by  ^  we  indicate  the  age  then 
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H=f{S,  A\ 
and  by  taking  S  =  constant,  we  obtain 

or  the  force  of  suggestion  as  a  dependent  on  age. 

Method  of  computation.    The  method  of  computing  the  results 
can  be  thus  indicated.    Let  the  results  be 

a,,  a„  .     .     .,  a. 
ft,,  ft,,  .     .     .,  ft. 


where  the  letters  a,  ft,  .     .     .,  /  refer  to  different  children  and  the 
indices  1,  2,  .     .     .,  n  refer  to  experiments  on  the  same  child. 

If  we  express  by  Mg=fi{x)  the  fact  that  JR  is  determined  from  the 
t  powers  of  x,  then  for  the  median  we  have  the  general  expression 

and  for  the  arithmetic  mean 

For  the  reasons  indicated  on   p.  23  the  mean  variations  are  deter- 
mined as  /*,. 

We  have  thus  for  the  individual  children  the  medians 

^fc=/o(ftj,   ^^,  .     .     •,  ft-) 


The  mean  variations  for  the  individual  children  will  be 
A=/,(rft.-c?6],  [ft,-c,],  .     .     ,  [ft,~oJ) 


i>;=/,([/,  -cj,  [/, -e,],  .     .     .,  [t-c,]) 
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These  mean  variations  can  be  regarded  as  psychological  quantities 
expressing  the  accuracy  of  each  child's  judgment.  The  median 
accuracy  of  judgment  for  the  particular  age  r  will  be 

This  can  be  called  the  mean  personal  insecurity. 

These  individual  quantities  are  quite  different  from  the  statistical 
mean  variations,  which  are  taken  in  order  to  show  the  homogeneity 
of  the  children  for  any  given  age.  The  median  for  a  given  age  r  is 
found  by 

The  mean  variation  of  the  children  from  the  general  mean  will  be 

Limited  aeries.     In  tests  (1),  (2)  and  (3)  it  was  discovered  too 
late  that  the  series  of  blocks  and  colors  did  not  extend  far  enough 
to  include  extreme  cases.     In  each  table  there  is  a  column  with  the 
percentage  of  cases  where  the  least  perceptible  difference  or  the 
force  of  suggestion  went  beyond  the  limits  of  the  apparatus,  and  in 
the  charts  dotted  curves  are  given  for  these  cases.     Gilbert  states 
that  the  column  of   mean  values  does  not  give  the  quite  correct 
result  unless  it  be  considered  in  relation  to  the  column  of  percentages 
just  mentioned.     This  statement  would  be  true  if  the  mean  value 
used  had  been  the  arithmetic  mean  but  is  not  true  for  Gilbert's 
results  as  the  mean  value  used  was  the  median.     As  explained  on 
p.  32  the  separate  values  influence  the  median  only  as  being  above 
or  below  it.     The  median  child  remains  just  the  same  whetber  an 
extreme  child  exceeds  the  recording  power  of  the  apparatus  or  not. 
The  columns  of  means  and  their  curves  are  thus  completely  correct 
in  themselves.    The  columns  of  percentages  of  no-discrimination  give 
really  another  representative  value  of  no  particular  use  in  itself  but 
quite  important  when  compared  with  the  medians  as  indicating  the 
form  of  the  frequency-curve  and  the  even  course   of   the  curve  of 
results  according  to  age.     In  this  respect  it  is  as  important  as  the 
mean  variation. 

The  column  of  these  percentages,  although  having  no  influence  on 
the  median,  does  have  an  influence  on  the  mean    variation.      The 
mean  variations  are  all  too  small  by  a  quantity  i  following  the  law 
(;=/(P).     If  the  positive  and  negative  mean  variations  had  been 
calculated  for  the  (lOO— P),^  of  the  cases  separately,  a  deduction  on 
the  assumption  of  (11),  p.  12,  would  have  rendered   it  possible  to 
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calculate  the  actual  meau  variation  for  the  whole  number  indepen- 
dent of  the  limitations  of  the  apparatus.  The  gain,  however,  would 
have  been  incommensurate  with  the  labor;  the  mean-variation-curves 
would  resemble  those  actually  given  and  would  simply  be  steeper  at 
the  left. 

The  columns  headed  PB  and  PG  give  us  the  means  of  answering 
the  question  as  to  when  the  difference  between  the  boys  and  girls 
recorded  for  any  given  age  is  to  be  considered  as  a  true  differepce 
between  the  sexes  or  as  merely  the  result  of  the  finite  number  of 
cases  considered. 

The  method  is  as  follows.  Let  the  percentage  of  the  total  n  boys 
within  the  limits  of  the  test  be  jt>=(lOO — PB)^  and  of  those  beyond 
be  g'  =  PB"^ ;  likewise  for  n  girls  let  the  percentages  be  />'= 
(100— P6r);^,  q'zziPGfL  According  to  a  well-known  theorem*  we 
can  assert  with  a  probability  of  4>(y)  that  the  two  classes  are  differ- 
ent, provided 


/2/>2'  ,    2pq' 


'  ^      n  n 


where  4>(y)  is  the  function  expressed  on  p.  20. 

I  have  tested  some  specimen  cases  in  this  way  and  find  that  for 
these  three  tests  it  cannot  be  asserted  in  many  cases  with  a  practical 
certainty  of  4>(y) =0.99997 8  that  there  is  a  real  difference  between  the 
two  sexes. 

Atiother  test  is  furnished  by  Bayks's  theorem  used  on  p.  38.  This 
theorem  can  be  applied  to  all  the  tables. 

In  a  like  manner  the  differences  between  successive  ages  can  he 
tested. 


^  Illustrated  in  Lexis,  Einleitung  in  die  Theorie  der  Bevolkerungstatistik,  103.  Stress- 
burg  1875. 


EXPERIMENTS   ON   THE   HIGHEST  AUDIBLE  TONE, 

BY 

E.  W.  ScRiPTXjRK  and  Howard  F.  Smith. 

The  highest  audible  tone,  or  the  upper  limit  of  pitch,  is  that  tone  at 
the  extremity  of  the  series  of  tones  arranged  according  to  pitch  beyond 
which  any  rise  in  frequency  of  vibration  fails  to  produce  a  sensation 
of  tone.  The  highest  audible  tone  is  defined  psychophysically  by 
the  frequency  of  the  physical  vibrations  corresponding  to  it.  The 
term  "  vibration  "  is  understood  to  mean  one  complete  pendular  oscil- 
lation including  both  phases.  The  highest  audible  tone  has  been 
differently  determined  by  various  observers :  Sauveur,  6  400 : 
Chladni,  8  192  ;  Wollaston,  25  000  ;  Savart,  24  000  ;  Despretz, 
36  864  ;  Blake,  40  000  to  60  000. 

The  great  discrepancy  in  the  results  is  usually  said  to  have  been 
due  to  the  imperfections  of  the  apparatus  employed.  There  is  no 
need,  however,  of  this  assumption,  as  there  is  a  source  of  variation 
quite  sufficient  to  explain  the  discrepancy ;  it  is  unquestionable  that 
these  men  worked  with  tones  of  different  intensities. 

Even  in  the  very  latest  experiments  the  factor  of  intensity  has  been 
generally  overlooked.  Savart  was  the  first  to  observe  that  the 
highest  audible  tone  was  different  for  different  intensities.  Rayleigh* 
took  care  to  keep  his  tones  of  approximately  the  same  intensity. 
Blake,  who  used  a  succession  of  steel  bars  of  varying  length,  pro- 
duced the  tone  by  a  pendulum-hammer  swinging  over  a  graduated 
scale,  thus  insuring  a  nearly  uniform  stroke  and  correspondingly 
uniform  intensity  of  tone.  These  experiments,  however,  went  no 
farther  than  to  secure  a  constant  intensity. 

The  highest  audible  tone  requires  in  each  case  a  measurement  of 
intensity  as  well  as  of  pitch  in  order  to  complete  its  determination. 
It  thus  becomes  important  to  inquire  how  the  pitch  of  this  tone 
depends  on  the  intensity,  or,  in  other  words,  to  determine  what  the 
highest  audible  tone  is  for  each  intensity. 

Apparatus. 

The  first  step  in  solving  this  problem  was  the  selection  of  an  ap- 
paratus giving  tones  of  the  required  pitch,  but  so  arranged  that  the 

^Ratleioh,  Acoustical  observations;  Very  high  notes,  Phil.  Mag.,  1882  (5) 
XIII  344. 
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intensity  could  be  kept  constant  at  any  desired  point  and  could  be 
readily  and  accurately  varied.  Tuning  forks  were  not  used  because 
the  range  for  the  highest  audible  tone  is  so  wide  that  a  very  large 
number  of  forks  would  be  required,  and  also  because  they  do  not 
admit  any  accurate  regulation  of  intensity.  The  rods  of  Konig  with 
pendulum-hammer  are  in  some  respects  better  than  the  forks  but  are 
not  very  easy  to  manipulate  in  rapidly  conducted  tests,  such  as  are 
necessary  in  order  not  to  fatigue  the  observer  ;  moreover,  the  sound 
of  the  impact  of  the  hammer  cannot  fail  to  be  a  disturbing  element 
in  the  experiment.  Neither  the  forks  nor  the  rods  give  a  sustained 
tone,  but  one  of  rapidly  decreasing  intensity. 

The  Galton-Koenig  whistle  was  selected  as  the  most  reliable  and 
readily  manipulated  instrument  for  the  tests  proposed.  It  gives  a 
sustained  tone  as  long  as  the  blast  of  air  continues  ;  the  pitch  of  the 
tone  is  readily  and  accurately  varied.  The  whistle  consists  of  a 
brass  tube,  about  7^™  in  length  with  a  cap  screwing  over  one  end. 
To  this  cap  there  is  attached  an  accurately  fitting  piston,  which 
moves  inside  the  tube  as  the  cap  is  screwed  upward  or  downward. 
The  outside  of  the  tube  is  marked  with  a  longitudinal  scale  the  unit 
of  which  is  1"™,  the  length  of  the  scale  being  12™".  The  screw  is  so 
arranged  that  one  complete  turn  of  the  cap  carries  the  piston  a  dis- 
tance of  1"™.  The  upper  rim  of  the  cap  is  divided  into  ten  divisions, 
each  one  representing  a  movement  of  the  piston  through  0.1°*°^. 
These  divisions  being  very  large,  the  sub-divisions  of  0.01™*"  can  be 
obtained  by  the  eye  without  error.  The  maker's  graduation  was 
verified  to  0.01""".  The  whistle  is  blown  by  a  current  of  air  forced 
into  the  bottom  of  the  tube  ;  near  the  bottom  there  is  a  narrow  slot 
extending  across  one-half  of  the  circumference.  The  whistle  is  thus 
a  closed  labial  pipe  and  the  tone  produced  will  be  determined  by 

V 

n  being  the  number  of  vibrations,  ii  the  velocity  of  sound  and  /  the 
length  of  the  pipe.  The  velocity  of  sound  in  dry  air  at  0°  C.  is 
generally  given  as  330. 7"" ;  for  the  temperature  of  «°  it  will  be 


330.7y^l  ^  0.00367  t. 

The  average  temperature  of  the  room  used  can  be  taken  as  20*  C.  ;  as 
the  temperature  was  not  recorded  we  can  assume  ±  1°  C.  as  the 
limit  of  fluctuation  during  a  set  of  experiments.  This  gives  v  = 
342.625'"  with  a  mean  error  of  5  percent,  (estimated).     As  the  actual 
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mean  variation  for  a  set  of  results  seldom  exceeded  5  per  cent,  it  may 
well  be  supposed  that  the  constant  of  precision  of  the  measurementM 
was  in  this  case  determined  by  technical  errors  and  not  by  psyclio- 
logical  variations.    In  future  experiments  it  will  be  necessary  to  main- 
tain the  room  at  an  even  temperature  during  each  set  of  expcrimentH  ; 
and  to  calculate  the  pitch  with  the  appropriate  value  of  v  for  each 
change,  possibly  also  to  be  on  guard  against   sudden   barometric 
changes.- 

It  may  seem  remarkable  that  we  should  have  neglected  to  record 
the  temperature  of  the  room.  We  give  the  following  aa  reasons :  \ . 
we  did  not  expect  after  the  elimination  of  the  error  of  air-prewur4j 
to  find  the  psychological  sources  of  error  smaller  than  the  tecbnical 
ones  ;  2.  the  temperature  of  the  air  has  not  been  regarded  iu  p«^ 
vious  experiments  ;  3.  it  is  not  the  custom  of  psychological  labors 
tories  to  pay  attention  to  the  psychological  and  instrumental  «rfvr» 
due  to  changes  in  temperature. 

Several  means  of  blowing  the  whistle  have  been  empk^w* 
Galton*  used  a  single  rubber  bulb.  Zwaardemakbb*  u«ed  u  J**^ 
nel  with  a  rubber  membrane  stretched  across  the  large  opeciifi^  i«<* 
smaller  end  being  connected  with  the  whistle  by  a  rubber  tuW  :  ^ti* 
funnel  was  depressed  through  a  constant  distance.  The««  nwtfci^ 
are  none  of  them  strictly  reliable.  The  pressure  is  interfniU4««l 
cannot  be  accurately  regulated.  The  only  possible  method  <rf 
ing  a  current  of  air  of  constant  intensity,  seems  to  be  hrmt^^ 
rotary-fan  blower.  This  method  has  been  previously  de«crifcl#  m^ 
tested."  The  source  of  power  used  by  us  was  an  electric  MiHr  mt^ 
by  the  city-current ;  there  were  no  perceptible  fluci«il«iii  m 
speed.  The  fan- wheel  of  the  blower  made  from  13  OQO  itfiH^ 
revolutions  a  minute.  The  blast  was  carried  by  a  rubber  mtHgm^ 
a  room  in  another  part  of  the  laboratory  ;  thus  all  nou^  v^  ^^ 
machinery  was  avoided.  The  hose  led  to  a  rubber  Imff^m  m^^, 
was  a  stop-cock.  The  rubber  tube  ended  in  a  glass  X-M^pilf  ^e^, 
a  rubber  tube  on  each  end  of  the  cross-arm.  One  of  tm^tKt^^fi^^ 
whistle,  the  other  to  a  water- manometer.  The  irianoBMNi^^lg^T^,^^ 
graduated  to  millimeters  ;  the  height  of  the  column  ox  ^^^ptoi»  «-^^, 


^Galton,  Whistles  for  audibility  of  shHUnot^Sj  Inqwi^^* 
38,  New  York  1888. 

*  ZwAABDSHAKER,  Dev  Umfang  des  OeJidrs  in  den  versch 
Zt.  f.  Psych,  u.  Phys.  Sinn.,  18»4  VII 10. 

•Scripture,  A  constant  blast  for  acoustical  purposes  y 
IV  582. 
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pressure  of  the  blast  of  air  supplied  to  the  whistle.  The  pressure 
was  regulated  by  the  stopcock.  In  this  manner  a  constant  blast  of 
air  could  be  maintained  for  any  given  time  and  the  intensity  could 
be  varied  at  will.  The  fluctuations  of  pressure  as  indicated  by  the 
manometer  did  not  exceed  1  per  cent.  Experiments  were  made  with 
five  different  pressures,  60"",  1 00"°,  160"",  200""  and  260"".  Within 
the  limits  of  accuracy  of  6  per  cent,  with  which  the  experiments  were 
conducted,  the  intensity  of  the  vibratory  movement  could  be  con- 
sidered as  varying  in  direct  proportion  to  the  pressure  of  the  blast. 

In  some  of  the  earlier  experiments  we  used  a  foot-blower  as  a  bel- 
lows. Even  the  best  bellows  cannot  be  accurately  regulated  ;  a  foot- 
blower  still  less  so.  The  following  mean  variations  are  from  experi- 
ments on  trustworthy  observers.  With  the  foot-blower  we  find,  for 
example,  mean  variations  of  10<]^,  14^,  5^,  9^,  Sj^,  IS^  ;  with  the 
rotary-fan  blower,  5^,  d'^,  2j^,  7,^,  4^,  2^.  The  records  are  not  on 
the  same  observers  in  the  two  cases  but  the  difference  is  sufficient  to 
indicate  quite  a  gain  in  accuracy  by  using  the  rotary  blower. 

The  whistle  was  started  near  0,  i.  e.  above  the  upper  limit  of  pitch, 
and  the  cap  was  gradually  unscrewed  until  the  observer  detected  a 
tone.  The  reading  of  the  scale  was  observed  at  this  point.  The 
cap  was  unscrewed  a  little  further  to  make  sure  that  a  good  musical 
tone  was  heard ;  then  it  was  screwed  up  again,  stopping  at  the  instant 
the  observer  lost  the  tone.  The  two  readings  were  noted  down  in 
separate  sets,  D  and  A.  This  was  repeated  five  times,  making  10 
records  with  the  given  intensity.  Sets  of  records  were  made  in  suc- 
cession with  the  five  pressures,  beginning  at  50"".  After  a  rest  of 
about  3  minutes  another  series  of  50  records  was  made  but  the  pres- 
sures were  used  in  the  reverse  order.  This  reversal  of  the  order  of 
the  pressures  eliminated  the  error  of  fatigue,  if  there  was  any. 

It  will  be  noticed  that  the  method  differed  from  that  used  by 
previous  observers,  being  the  method  of  regular  variation.* 

The  execution  of  the  experiments  was  in  charge  of  H.  F.  Smith 
who  is  responsible  for  the  care  exercised.  The  setting  up  of  the 
blower,  shafting  and  belting  was  done  by  the  laboratory  mechanic, 
J.  II.  Hogan,  who  controlled  the  running  of  the  machinery  during 
the  experiments.  Rubber  belting  was  used,  but  owing  to  its  inferior 
flexibility  it  should  in  future  be  avoided  for  small  pulleys  like  that 


'Scripture,  On  the  method  of  regular  variation y  Am.  Jour.  Psych.,  1891 IV 
577. 

Scripture,    Ueber  die  Aenderungsempfindlichkeitj  Zt.  Psych.    Phys.    Sinn., 
1894  VI  472. 


JStiperiments  on  the  highest  audible  tone.  109 

on  the  blower  ;  with  the  high  speed  used  it  has  been  ignited  by  the 
slipping.  The  whole  arrangement  of  apparatus  was  supervised  and 
inspected  by  E.  W.  Scripture.. 

Computation. 

The  median  value  was  taken  for  each  single  set  of  five  of  the  same 
kind.  For  the  result  descending  or  for  the  result  ascending  the  two 
medians  were  weighted  in  the  usual  way  inversely  as  the  square  root 
of  the  mean  variations  and  were  then  averaged.  For  the  final  result 
the  four  medians  were  weighted  and  averaged. 

As  the  use  of  the  median  is  new,  all  the  results  were  calculated 
also  in  the  usual  way  to  obtain  the  arithmetical  mean.  The  compo- 
nents were  weighted  in  the  regular  way. 

The  computation  was  done  by   E.  W.   Scripture  with  the  aid 
of  Cbbllb's,  Bechentafeln.     There  were  in  all  120  sets  of  5  results, 
each.     The  median  of  each  set  was  first  recorded,  then  the  error  of 
each  result  from  its  median  was  written  underneath  it     The  average 
of  each  set  and  the  error  of  each  result  were  likewise  computed  and 
were  written  beside  the  median  and  its  errors.     It  was  soon  noticed 
that  the  average  seldom  differed  much  from  the  median  ;  this  was 
used  as  a  check  on  the  computation  of  the  average,  the  whole  com- 
putation being  repeated  in  case  of  much  divergence.     It  was  also 
noticed  that,  given  the  median  and  the  average,  the  errors  from  the 
average  could  be  calculated  from  the  column  of  errors  from  tbe 
median  ;  for  the  latter  half  of  the  work  this  was  done  by  the  amanu- 
ensis while  the  computer  calculated  the  errors  directly.     As  a  creden- 
tial for  the  reliability  of  the  computation,  it  can  be  said  that  only  one 
mistake  in  the  calculation  of  the  errors  was  found  in  the  results  veri- 
fied in  this  way.     The  mean  errors  of  each  of  the  240  sets  of  five 
errors  were  computed  according  to  the  formula  on  pp.  18, 24,  tbe  divis- 
ion by  4.5  being  performed  from  the  multiplication  table  for  45. 
The  square  root  of  each  mean  error  was  taken  from   a  table  of 
square  roots.    The  reciprocals  for  weights  were  written  as  decimals 
to  two  places. 

Influence  of  intensity. 

The  results  are  given  in  table  I.  Although  the  results  were  calcu- 
lated into  vibrations,  they  were  allowed  to  stand  in  the  table  as 
hundredths  of  a  millimeter  in  order  to  avoid  tlie  imi)ression  of  a  false 
degree  of  accuracy  which  arises  when  0.01"""  is  turned  into  a  whole 
number  with  zeros  at  the  end.  In  the  curve  (tig.  33)  the  frequencies 
are  given  for  the  sake  of  comparison. 


no 


jE  W.  Scripture  and  Howard  F.  Smithy 


60000 


S5000 


$0000 


fSOOO 


1M>0OO 


3S000 


30000 


2S00O 


^0000 


fSOOO 


jooao 


sooo 

Sfi V£ fSO^ ZfO 

Fio.  33. 

Table  I. 
Unit  of  measurement,  0.01""". 
50'"".         100™™.       150™™.       200™™. 

^.  .  ( 916  464  368  276 

rsisnop s    ^i^  4^0  364  «:i 

„.  .  i  955  524  381  835 

waters -;    ^43  514  3;,  s^g 

o       «.  j938  566  365  265 
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r,    V  i923  527  364  339 

Gosling -       ,17  J07  38«  881 

^    ,  .  ,  i  907  424  317  207 

rurDisn ->    ^oj  405  j.>o  ^^ 

Large  figures,  computation  with  medians. 
Small  figures,  computation  with  averages. 
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difference  was  not  calculated.  An  inspection  of  the  table  shows  that 
the  averages  run  along  closely  with  the  medians  ;  the  calculation  of 
the  averages  .would  require  considerable  labor  and  would  add  noth- 
ing to  our  knowledge. 

The  table  makes  evident  that,  within  the  limits  of  accuracy  em- 
ployed, D — A  is  not  a  function  of  the  intensity.  * 

Fatigue. 

Single  sets  of  experiments  sometimes  showed  considerable  differ- 
ences whether  taken  at  the  beginning  or  at  the  end  of  the  series. 
To  determine  the  amount  of  fatigue  the  difference  between  the  first 
pair  and  the  last  pair  for  each  pressure  was  computed.  Thus  a  table 
was  formed  giving  the  differences  between  the  1.  and  10.  pairs,  2. 
and  0.  pairs,  3.  and  8.  pairs,  4.  and  7.  pairs,  5.  and  6.  pairs.  The 
values  showed  such  irregularity  that  it  can  not  be  said  either  that 
fatigue  raises  the  upper  limit  or  lowers  it. 
^  In  similar  manner  some  of  the  mean  variations  were  compared. 
The  result  was  the  same  ;  it  cannot  be  said  that  fatigue  influences 
the  regularity  of  judgment. 

The  attempt  was  made  to  fatigue  the  ear  directly.  After  the  com- 
plete set  of  experiments  was  finished  with  Bishop,  the  whistle  iras 
blown  steadily  for  45  seconds  at  200°*'"  pressure  and  then  1 0  records 
were  taken  at  that  pressure.  The  change  of  upper  limit  was  not 
sufficient  to  warrant  any  conclusion.  This  line  of  experiment  lay 
somewhat  aside  from  the  problem  and  was  not  extended. 

Miscellaneous  observations. 

A  phenomenon,  closely  related  to  fatigue,  appeared  in  the  oscilla- 
tory change  from  sound  to  silence.  If  the  whistle  was  kept  station- 
ary at  the  pitch  where  the  tone  had  just  been  lost,  the  tone  would 
alternately  be  heard  and  lost  again.  The  experience  is  similar  to  the 
phenomenon  of  fluctuation  of  attention  with  weak  sensations. 
Another  fact  noticed  was  that  even  above  where  the  tone  could  no 
longer  be  heard,  an  indefinite,  somewhat  painful  sensation  was  felt  in 
the  ear. 

It  may  not  be  uninteresting  to  note  certain  questions  arising  con- 
cerning the  functions  of  the  middle  and  internal  ear.  Helmholtz'S 
piano-string  theory  of  the  function  of  the  cochlea  being  accepted, 
does  the  eneriify  re<juired  to  arouse  the  shorter  resonating  membranes 
increase  as  the  pitch  of  the  membrane  increases?  If  so,  why  should 
there  be  the  oscillating  fluctuation  in  the  hearing  of  the  tone  as  just 
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noted  ?  The  question  of  the  end-organs  being  left  aside,  might  not 
the  abilty  of  accommodation  by  the  tympanum,  as  determined  by  the 
action  of  the  M,  tensor  tympani  be  the  determining  factor  for  the 
highest  audible  tone  ?  The  extent  of  the  reflex -action  of  a  muscle 
depends  to  some  degree  on  the  intensity  of  the  stimulus  affecting 
the  sense-organs.  The  impulse  to  accommodation  proceeding  through 
sensory  and  motor  centers  might  be  weaker  for  weak  sounds,  the 
tympanum  would  be  less  tightly  stretched  and  as  the  pitch  increased 
the  limit  of  accommodation  would  be  reached  sooner  than  with  louder 
sounds.  On  the  other  hand  loud  sounds  would  produce  a  much 
greater  tension  and  therefore  a  higher  accommodation.  If  this 
hypothesis  is  justifiable,  the  highest  audible  tone  would  be  a  matter 
of  tympanic  accommodation.  The  oscillations  mentioned  would  cor- 
respond to  the  oscillatory  fatigue  and  recovery  of  the  nervous  cen- 
ters regulating  muscular  effort. 

In  this  connection  it  may  be  suggested  that  the  gradual  falling  off 
in  the  pitch  of  the  highest  audible  tone  with  advancing  age*  may  be 
due,  1.  to  the  gradual  loss  of  function  of  the  resonating  organs  of 
the  cochlea,  proceeding  from  those  of  higher  pitch  downward  ;  2.  to 
the  gradual  obtuseness  of  these  organs,  rendering  them  f  unctionless 
for  a  given  intensity  but  capable  of  answering  to  greater  intensities  ; 
or,  3.  to  a  gradual  decrease  in  the  power  of  accommodation.  The 
problem  cannot  be  settled  till  Zwardbmaaker's  experiments  are 
repeated  with  different  intensities. 

^  ZwARDBM A  AKKB,  DcT  Umfang  dea  Oehdrs  in  den  verschiedenen  Lebenajahren, 
Zt.  Psych.  Phya.  Sinn.,  18»4  VII 10. 
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ON  THE  EDUCATION  OF    MUSCULAR    CONTROL    AND 

POWER, 

BY 

E.  W.  ScRiPTUBE,    Theodate  L.  Smith    and    Emily  M.  Bbowv. 

In  an  article  on  the  course  of  muscular  training  Fschneb*  recorded 
the  number  of  times  day  after  day  that  he  was  able  to  raise  two  damb- 
bells,  about  0^^  lbs.  each,  once  a  second  from  his  side  to  over  his 
head.  The  records  extended  over  sixty  days  in  succession.  They 
show  a  steady  general  gain  with  small  oscillations,  the  general  course 
of  the  curve  representing  the  increase  of  power  owing  to  practice  and 
the  oscillations  showing  the  conflicting  effects  of  fatigue.  The  final 
conclusion,  as  stated  by  Fechneb,  is  that  during  the  first  14  days 
there  were  no  permanent  effects  of  practice  visible,  that  up  to  the  40. 
day  there  was  a  gradual  gain  and  that  with  th«  4 1 .  day  there  was  a 
great  gain  which  increased  rapidly  with  great  oscillations  till  the  55. 
day,  after  which  there  was  a  sudden  fall. 

YoLKMANN*  made  experiments  on  the  education  of  the  fineness  of 
space-discrimination  as  judged  by  the  skin,  using  Webbb's  compass 
in  the  usual  way.  These  experiments,  however,  are  not  quite  com- 
parable with  Fechner's  as  each  series  was  made  at  a  single  sitting. 
Volkmann's  two  series  of  experiments  on  sight  extended  over  12 
days  and  gave  curves  similar  in  form  to  his  touch  curves.  Volk- 
mann's curves  resemble  Fechneb^s  if  we  omit  the  flat  part  of  slow 
increase  at  the  beginning  on  the  supposition  that  both  skin  and  eye 
have  already  received  their  early  training.  In  the  same  article  Volk- 
mann  relates  experiments  showing  that  practice  of  the  finger-tip  of 
the  left  hand  increases  the  fineness  of  touch  of  the  finger-tip  of  the 
right  hand  but  does  not  increase  that  of  the  left  fore-ann.  Farther 
experiments  show  that  practice  on  the  third  phalanx  increases  the 
fineness  on  the  first  phalanx.  Thus,  training  of  one  portion  of  the 
body  trains  at  the  same  time  the  symmetrical  part  and  also  neighbo^ 
ing  parts. 


^Fechner,  Uher  den  Gang  der  Mtiskelubungf  Ber.  d.  k.-flftohs.  Gee.  d.  Wfrn., 
math.-phys.  Kl.,  1857  IX  113. 

^  VoLKMANN,  Ueber  den  Einfluss  der  Uebung  auf  dcu  Erkennen  rdunUieker  J}ii- 
tanzeUf  Ber.  d.  k.-s&chs.  Ges.  d.  Wiss.,  math.-phys.  El.,  1858  X  88. 
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Fechnbb*  relates  an  observation  by  Wbbbb  on  the  ability 
to  write  with  the  left  hand  obtained  by  learning  with  the  right 
hand.  Fechnbb  states  that  practice  in  writing  the  figure  9  back- 
ward with  the  left  hand  frequently  caused  him  involuntarily  to 
write  the  9  backward  when  he  used  the  right. 

These  observations  seemed  of  sufficient  importance  to  justify  a 
further  inquiry  regarding  the  general  law  of  education  followed  by 
our  muscular  abilities  and  also  regarding  the  possibility  of  what  may 
briefly  be  called  "  cross-education."  It  proved  most  convenient  to 
make  experiments  on  muscular  control  and  on  muscular  power  ;  the 
former  were  carried  out  by  Miss  Smith,  the  latter  by  Miss  Brown. 

MUSOULAB   CONTBOL, 

In  undertaking  the  experiments  on  muscular  control  two  ques- 
tions were  proposed  :  1.  Can  steadiness  of  movement  be  increased  by 
practice  ?  2.  If  so,  is  such  increase  confined  to  the  muscles  immedi- 
ately trained  or,  as  in  the  case  of  discriminating  sensitiveness  of 
the  skin,  are  the  corresponding  muscles  in  the  opposite  half  of  the 
body  affected. 

The  apparatus  used  for  these  experiments  consisted  of  a  Brown  <fe 
Sharpe  twist-drill  gauge,  2"'"  thick,  having  a  series  of  60  holes  vary- 
ing in  size  from  0.0400  in.  to  0.2280  in.  (0.1160™"  to  5.7912""").  This 
was  fixed  on  a  board  in  a  vertical  position  and  connected  with  one 
pole  of  a  battery.  From  the  other  pole  a  flexible  connector  led  to  a 
light  rod  75°"*  long  in  the  end  of  which  a  needle  was  inserted.  An 
electric  bell  introduced  into  the  circuit  recorded  any  contact  of  the 
needle  with  the  gauge-plate. 

In  the  first  experiments  the  method  was  tried  of  putting  the 
needle  without  touching  the  plate  into  as  many  successive  holes  of 
decreasing  size  as  possible,  ending  the  trial  at  the  first  error. 
Although  the  results  indicated  a  marked  increase  of  steadiness  in 
both  hands,  the  mean  variation  was  so  great,  owing  largely  to  the 
element  of  fatigue  which  limited  the  number  of  experiments  taken 
at  one  time,  that  they  were  thrown  aside  as  worthless.  After  an 
interval  of  three  weeks,  during  which  the  results  of  the  previous 
training  had  disappeared,  the  experiments  were  resumed.  This  time 
the  measure  of  accuracy  was  the  ability  to  insert  the  needle  into  a 
single  hole  0.1 285  in.  (3.2639™"')  in  diameter.    The  vertical  metal  plate 


*  Fechitib,  BecbachtungeUy  welehe  zu  beweisen  scheinetij  doss  durch  die  Uebung 
der  Oliedtr  der  einen  Seite  die  der  andern  zugleich  mil  geUbt  werdeUf  Ber.  d.  k.- 
sBohB.  Qee.  d.  Wiss.,  math-phya.  Kl.,  1858  X  70. 
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containing  tbe  bole  was  placed  directly  in  front  of  the  observer  ;  i 
right  fore-arm  was  rested  on  the  edge  of  tbc  table ;  the  stick  w 
graapod  like  a  pencil  and  by  a  steady  movement  of  tbe  band  an 
wrist  the  metal  point  was  inserted  in  tbe  hole.  Any  contact  of  tl 
point  against  the  side  of  the  hole  was  counted  as  an  error.  The  p 
cent,  of  successful  insertions  was  considered  tbe  meaaureof  accurac 
Since  the  completion  of  the  experiments  a  new  apparatus  (fig.  34)  h: 


been  invented  especially  for  the  purpose.  It  represents  the  reau 
of  previous  experience  and  will  be  used  for  future  work.  It  consis 
of  a  flat  block  of  hard  rubber  suj)i)orted  vertically  by  a  rod.  On  tl 
face  of  the  block  is  a  strip  of  brass  in  which  there  are  five  hard  rn 
ber  circles,  1""",  2"'"',  3'""',  4"""  and  5"""  in  diameter.  Electrical  co 
nection  is  made  by  a  binding-post  at  the  back.  Tbe  edges  of  tl 
circles  are  flush  with  the  brass.  The  object  is  to  touch  the  rubb 
circle  with  the  metal  point  by  a  single  steady  movement.  Sufficie 
unKteadiness  of  the  hand  will  cause  the  point  to  touch  the  meti 
whereupon  the  alarm  is  rung.  With  the  same  circle  the  steadiness 
the  liand  can  be  considered  to  be  directly  proportional  to  tbe  p 
cent,  of  successful  trials.     The  movement  of  the  hand  is  guided  1 

The  ex])eriments  were  all  made  by  Misa  Smith  with  the  drill  gauj 
before  the  invention  of  the  new  apparatus.  The  first  set  consisb 
of  20  experiments  with  the  left  hand  ;  the  result  was  60  per  cent.  < 
successful  trials.  Immediately  thereafter  20  experiments  were  ma< 
with  the  right  hand,  with  a  result  of  SO  per  cent,  of  successful  (rial 
On  the  following  day  and  on  each  successive  day  two  handred  e 
perimentB  were  taken  with  the  right  hand,  the  same  conditions 
regard  to  lime,  bodily  condition  and  position  in  making  tbe  expei 
ments  being  nriintainei!  .is  far  as  pos-tible.  The  percentage  of  su 
ccMsful  trials  ran  as  follows :  61,  64,  65,  75,  74,  75,  82,  79,  78,  S 
The  increase  In  accuracy  is  represented  in  the  curve  in  fig.  35. 

On  the  10.  day  the  left  liand  was  tested  with  twenty  experimen 
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as  before,  with  76  per  cent,  of  euccessfal  trials,  thus  showing  an 
increase  of  twenty-six  per  cent,  without  practice  in  the  time  during 
which  the  right  hand  had  gained  as  shown  by  the  figures  above. 


That  the  increase  of  steadiness  was  not  due  to  mere  training  of 
the  muscles  is  shown  by  the  increase  of  steadiness  in  the  unpractised 
left  hand.  That  it  was  due  to  a  training  of  the  attention  seems  to 
be  indicated  by  the  following  facts.  1.  After  a  week's  practice  it 
was  possible  by  a  special  effort  of  attention  to  insert  the  needle  into 
the  hole  successfully  for  any  given  ten  times.  2.  Any  distraction  of 
attention  due  to  noises  or  other  disturbances  invariably  lowered  the 
per  cent,  of  steadiness.  3.  Either  bodily  or  mental  fatigue  lowered 
the  result. 

As  to  the  effect  of  different  directions  of  attention  :  concentration 
upon  the  muscular  movement  to  be  performed  was  unfavorable,  but 
fixation  of  attention  upon  the  objective  point  to  be  reached  by  the 
needle  was  productive  of  the  best  results.  Fatigue  of  the  muscles  of 
the  eye  was  a  more  noticeable  result  than  fatigue  of  the  muscles 
directly  practised.  To  obviate  this  it  was  necessary  to  close  the  eyes 
for  a  few  seconds  between  each  series  of  ten  experiments. 

From  the  results  of  these  two  thousand  experiments  the  following 
conclusions  seem  justified. 
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1.  Steadiness  of  movement  can  be  increased  by  practice. 

2.  This  increase  of  steadiness  is  not  limited  to  the  control  of  the 
muscles  immediately  trained  but  affects  the  control  of  the  cor- 
responding muscles  on  the  opposite  side  of  the  body. 

3.  This  training  seems  to  be  of  a  psychical  rather  than  of  a  physi- 
cal order  and  to  lie  principally  in  steadiness  of  attention. 

Muscular  power. 

The  experiments  on  the  increase  of  muscular  power  due  to  practice 
were  made  by  Miss  Brown.  The  apparatus  consisted  of  a  mercury 
dynamometer  with  a  rubber  bulb.  The  mercury  was  contained  in 
a  closed  bottle  from  the  bottom  of  which  rose  an  open  vertical  glass 
tube.  Another  tube  from  the  bottle  led  to  the  bulb  by  means  of 
rubber  tubing.  The  bulb  and  the  space  in  the  bottle  were  filled  with 
water,  thus  giving  water-transmission  of  the  pressure.  By  means  of 
a  Y-tube,  a  stopcock  and  an  adjustable  reservoir  of  water  the  mer- 
cury could  be  readily  adjusted  to  the  zero-point.  The  graduation 
on  the  scale  back  of  the  mercury  tube  was  in  inches.  The  person 
experimented  on  was  seated ;  the  bulb  was  grasped  in  the  hand  and 
was  squeezed  as  strongly  as  possible.  The  height  attained  by  the 
mercury  was  observed  ;  after  about  a  minute  employed  in  making  the 
record  and  resting,  the  experiment  was  repeated.  Ten  experiments 
were  made  on  each  occasion  excepting  the  16.,  when  only  6  were 
made.  The  first  set  was  made  on  7  III  1804  with  the  left  hand  ;  the 
average  was  29.6  inches.  Immediately  thereafter  a  set  was  made 
with  the  right  hand.  On  following  days  the  experiments  with  the 
right  hand  were  repeated  with  results  as  given  in  the  table. 


Date, 

J 

Pressure 

in  inches 

if  arch. 

of 

mercury. 

L 

R 

7 

29.6 

28.8 

8 

88.7 

9 

85.6 

10 

86.6 

12 

40.9 

U 

44.7 

15 

47.0 

16 

48.8 

20 

42.3 

48.6 

Immediately  after  the  experiments  with  the  right  hand  on  the  20. 
they  were  again  made  with  the  left  hand  which  had  not  been  used 
in  the  mean  time. 
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The  results  show  a  steady  increase  in  the  muscular  power  of  the 
right  hand  due  to  direct  practice  and  also  an  increase  in  the  power 
of  the  left  hand  due  to  what  we  might  call  "indirect  practice." 

During  the  progress  of  the  experiments  Miss  Brown  exercised 
both  arms  with  dumb-bells  on  three  successive  evenings  for  a  short 
time.  The  muscles  so  intensely  exerted  in  the  dynamometer  measure- 
ments are  not  very  strongly  called  into  play  in  the  dumb-bell  exer- 
cise. Nevertheless  we  prefer  not  to  lay  weight  on  the  actual  form 
of  the  law  of  increase  in  power  of  the  right  hand  but  to  confine  the 
statement  of  the  result  to  the  single  fact  that  practicing  the  right 
hand  develops  the  left  also. 
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BLINDSPOT, 

BY 

E.  W.  Scripture. 


No  greater  misfortune  could  happen  to  psychology  than  to  have  it 
supposed  that  its  measurements  were  physical  or  physiological  rather 
than  purely  mental.  The  phenomena  of  consciousness  are  not  unat- 
tainable things  situated  at  the  central  termination  of  nerve-pathi; 
they  are  directly  given,  purely  mental  facts  known  to  every  savage 
or  child  regardless  of  the  existence  of  brain  or  nerves  or  sense-organs. 
As  purely  mental  facts  we  can  measure  them  by  one  another  with  an 
accuracy  rapidly  approaching  that  of  physics.  As  mysterious  pro- 
cesses resulting  from  a  complicated  succession  of  physiological 
changes,  we  can  do  nothing  with  them. 

The  treatment  of  the  blind-spot  is  a  striking  illustration  of  the  dif- 
ference in  the  physiological  and  the  psychological  points  of  view. 

In  Helmholtz's  Physiologische  Optik  the  blind-spot  is  treated  u 
a  physiological  matter  and  is  used  to  prove  that  the  optic  nerve  is 
not  directly  sensitive  to  light.  The  first  step,  however,  is  men- 
tal; in  our  field  of  vision  we  find  a  constant  spot  on  which 
we  are  blind.  We  may  know  nothing  about  the  optic  nerve 
or  the  function  of  the  eye,  but  the  fact  of  blindness  can  easilr 
be  made  apparent.  It  is  my  object  to  show  how  this  blind- 
spot  can  be  measured  as  a  fact  of  consciousness  without  the  assump- 
tions of  the  passage  of  rays  into  the  eye,  etc.  After  such  psycho- 
logical measurements  have  been  made,  the  results  can  be  conipared 
with  the  position  of  the  Papilla  nervl  opt  lei  in  relation  to  the  optical 
axis  of  the  eve  and  its  non-sensitiveness  can  be  deduced. 

The  apparatus  required  consists  of  a  board  with  a  straight  side 
(drawing-board),  a  T-square,  a  draughtsman's  triangle  or  a  straight 
piece  of  wood  or  metal  to  be  used  as  a  sliding  piece  against  the 
square,  a  millimeter-scale  and  three  pins.  Two  pins  are  pounded 
into  the  board  close  to  the  straight  edge;  the  head  is  fixed  so  that 
one  is  seen  exactly  behind  the  otl  .  The  other  pin  is  fastened  into 
the  sliding  piece  or  triangle  and  i    moved  from  one  side  in  a  line  at 
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right  angles  to  the  line  of  the  two  pins  until  it  just  disappears;  this 
is  the  edge  of  the  blind-spot.  The  T-square  is  now  moved  nearer  or 
farther  away  and  the  measureme/it  repeated.  The  results  for  the 
left  eye  are  indicated  in  the  diagram. 
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The  two  vision-pins  are  at  any  points  a  and  h.  The  edge  of  the 
T-square  is  put  at  c;  at  the  point  e  the  movable  pin  disappears. 
When  the  T-square  is  placed  at  rf,  the  pin  disappears  at  f.  What 
is  the  angular  distance  of  the  edge  of  the  blind  spot  from  line  of 
regard  ?  Drag^^  parallel  to  ah\  this  gives  gfe^icp  as  the  angle  to 
be  determined.     Since  ge^zce-^dfy  and  gf^=:  cd^  we  get  at  once 


tan  (p  = 


_^ce^df 


cd 


If  we  thus  determine  (p  for  the  inner  edge  and  in  a  like  manner  <p* 
for  the  outer  edge  of  the  blind-spot,  the  angular  diameter  of  the 
blind-spot  is  (p':=z(p'  ^  (p. 
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The  visit  of  several  expert  swordsmen  to  Yale  furnished  the  oppor- 
tunity for  some  experiments  on  their  rapidity  and  acouracy  in  acme 
of  the  fundamental  movements  of  fencing. 

The  first  experiment  included  a  determination  of  the  simple  reac- 
tion-time and  of  the  time  of  muscular  movements.  The  fencer  stood 
ready  to  lunge,  with  the  point  of  the  foil  resting  to  one  side  against 
a  metal  disc.  A  flexible  conducting  cord,  fastened  to  the  handle  of 
the  foil,  hung  in  a  loop  from  the  back  of  the  neck.  A  large  mettl 
disc  was  placed  against  the  wall  directly  in  front  of  the  fencer  at  t 
distance  of  75^™.  Just  above  this  disc  was  a  small  piece  of  paper 
which  could  be  moved  by  an  operator,  standing  a  distance  away.  A 
movement  of  the  paper  was  the  signal  upon  which  the  Innge  was 
executed,  t.  The  movement  of  the  paper  was  accomplished  by  a  single 
movement  of  an  electric  switch.  The  spark-method  of  recording 
was  so  arranged  that  the  primary  circuit  passed  through  the  electric 
switch,  a  spark-coil,  the  flexible  conducting  cord,  the  foil  and  either 
one  of  the  two  discs.  Every  make  and  break  of  this  circait  made  a 
spark-record  on  the  drum.  As  long  as  the  foil  rested  against  the 
small  disc  the  current  was  closed.  The  movement  of  the  switch 
broke  the  circuit  for  an  instant,  making  a  record  of  the  moment  of 
stimulus.  The  first  movement  of  the  foil  broke  the  circuit  at 
the  small  disc,  making  a  record  of  the  moment  of  -reaction.  Tlie 
striking  of  the  foil  against  the  large  disc  made  a  third  record.  The 
time  between  the  first  and  second  records  gave  the  simple  reaction- 
time;  that  between  the  second  and  third  gave  the  time  of  move- 
ment through  the  given  distance.  About  10  experiments  were  made 
on  each  person. 

In  the  second  experiment  there  was  one  piece  of  paper  each  above, 
beside  and  below  the  direction  of  the  foil.     The  point  of  the  foil 


*  Bliss,  Researches  o7i  reaction-time  and  attention,  Stud.  Yale  P^.  Lab.,  188S- 
1893  I  1  (8,  14). 
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3.  When  once  the  mind  is  made  up  to  execute  a  movement^  f  enoen 
are  far  quicker  in  the  actual  execution.  In  rough  figures,  it  takes 
them  only  half  as  long  as  the  average  individual 

4.  As  the  mental  process  becomes  more  complicated,  the  time  re- 
quired by  the  average  fencer  is  greater  than  that  required  by  a 
trained  scientist.  The  shortest  time  of  all,  however,  is  that  of  Dr. 
Hammond,  whose  mental  quickness  has  probably  been  developed  in 
some  other  way. 

5.  The  general  conclusion  seems  to  be  that  fencing  does  not 
develop  mental  quickness  more  than  scientific  pursuits,  bat  it  does 
develop  to  a  high  degree  the  rapidity  of  executing  movements.  It 
would  be  important  to  determine  if  this  holds  good  of  the  other 
sports  and  exercises,  or  if  some  of  them  are  especially  adapted  to 
training  mental  quickness. 
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MEASUREMENTS  OF  ILLUSIONS  AND  HALLUCINATIONS 

IN  NORMAL  LIFE, 

BY 

C.    E.   Seashore,   Ph.D. 


PART  FIRST. 

Illusions   op   weight  :   influence   of  knowledge   of   size   on 

judgment  of  weight. 

When  an  object  lifted  is  found  heavier  than  was  expected,  it  is 
overestimated,  and  when  it  is  found  lighter  than  was  expected,  it  is 
underestimated.  The  strongest  and  most  frequent  illusion  of  this 
kind  in  normal  life  is  perhaps  that  which  is  caused  by  our  accustomed 
associations  between  the  properties  of  size  and  weight  of  objects . 
The  aim  in  Part  First  of  this  research  is  to  investigate  the  nature 
and  extent  of  the  illusions  of  weight  as  caused  by  knowledge  of  the 
size  of  the  body  lifted.  Illusions  of  weight  from  other  sources  are 
incidentally  considered.  The  experiments  were  made  between 
October,  1893,  and  May,  1895. 

The  problem  is  a  development  from  a  test  made  by  Gilbert'  on 
the  suggestive  force  of  size  on  judgment  of  weight.  Dbesslab'  has 
made  a  statistical  study  of  the  same  illusion,  and  it  had  previously 
been  noticed  and  subjected  to  experiment  by  others.'  Since  the 
present  experiments  were  completed,  a  monograph  by  Gbiffing*  has 
appeared,  in  which  he  touches  upon  the  same  illusion  in  so  far  as  it 
is  connected  with  the  sense  of  impact  and  pressure ;  Floubnot'  also 
reports  a  very  popular  experiment  on  the  same  illusion. 


^  OiLBEBT,  Researches  on  the  menial  and  physical  development  oj  school  children.  Stud. 
Yale  Psych.  Lab.,  1894  II  43-45,  69-63. 

"  Dresslab,  Studies  in  the  psychology  of  touch,  Am.  Jour.  Psych.,  1894  VI  313. 

'  Charpentieb,  Analyse  de  quelques  SUments  de  la  sensation  de  poids^  Archives  de 
Physiol,  1891  (5)111126. 

MiJLLEB  and  Schumann,   Ueber  die  psychologischen    Grundlagen  der   Vergleichung 
gehobener  Oetoichte,  Archiv.  f.  d.  ges.  Physiol.  (PflQg.),  1889  XLV  37. 

^Qriffing,  On  the  sensations  of  pressure  and  impact,  Psych.  Rev.,  1895  II  Suppl.  I. 

•  Flouknot,  De  Vin/luence  de  la  perception  visuelle  des  corps  sur  leur  poids  apparent 
L'Add^  Psych.,  1894  I  198. 
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jFirst  aeries  of  experiments :  Influence  of  size  on  judgment  of  u>eighi 

when  size  is  estimated  by  direct  sight. 

Two  sets  of  cylindrical  blocks  SI"*"*  in  length  were  made  of 
brass  tubing  with  hard-rubber  ends.  An  additional  hard-rubber 
disk  on  each  end,  2™™  thick  and  15"™  in  diameter,  served  for  the 
place  of  grasping.  The  entire  length  of  each  block  was  thus  35"*™. 
In  order  that  the  appearance  of  the  surface  should  not  suggest  any 
definite  material,  the  blocks  were  all  painted  a  dull,  smooth  black 
with  optical  varnish. 

Each  set  consisted  of  IV  blocks.  Set  A  varied  in  size  and  had  a 
uniform  weight,  while  Set  B  varied  in  weight  and  had  a  uniform 
size.  The  blocks  in  Set  A  varied  in  diameter  according  to  a 
geometric  series  in  which  the  regular  increment  is  one-tenth.  Those 
in  Set  B  were  arranged  in  arithmetic  series  according  to  weight  with 
a  successive  difference  of  5*^. 

In  the  following  account  the  blocks  will  be  distinguished  by  the 
names  A  and  B  with  their  respective  numbers  in  the  series. 

The  blocks  of  Set  A  were  of  a  constant  weight,  80*^,  and  of  diame- 
ters in  millimeters  as  follows,  beginning  with  the  smallest  :  20.0, 
22.0,  24.2,  26.6,  29.3,  32.2,  35.4,  39.0,  42.9,  47.2,  51.9,  5V.1,  62.8,  69.1, 
76.0,  83.6,  91.9. 

The  blocks  of  Set  B  were  of  a  constant  diameter,  42.9"",  and  of 
weights  ill  grams  as  follows,  beginning  with  the  lightest :  40,  45,  50, 
65,  60,  65,  70,  75,  80,  85,  90,  95,  100,  105,  110,  115,  120. 

It  is  to  be  observed  that  the  uniform  weight  for  Set  A  is  the  same 
as  the  weight  of  B  (9),  the  middle  block  in  Set  B  ;  and  the  uniform 
size  in  Set  B  is  the  size  of  A  (9),  the  middle  block  in  Set  A.  The 
limit  in  diameter  of  the  extremes  was  determined  by  the  size  which 
will  admit  of  uniform  grasp. 

The  material  of  which  the  blocks  were  made  was  not  appreciably 
subject  to  change  from  the  ordinary  variations  of  temperature  and 
atmospheric  condition.  The  weight  was  made  accurate  within  a 
limit  of  0.025^. 

The  two  sets  were  placed  on  a  tray  that  had  a  soft,  black  cloth 
bottom,  Set  A  being  arranged  in  order  of  size  and  Set  B  in  order  of 
weight. 

The  observer  placed  himself  by  the  table  on  which  the  tray  stood 
in  such  a  position  that  by  moving  back  and  forth  he  could  lift  any 
block  from  its  place  in  Set  B  and  still  retain  approximately  the  same 
angle  of  the  arm  and  hand.     He  was  requested  to  select  for  each 
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weight  in  Set  A  a  corresponding  one  in  Set  B,  by  taking  one  at  a 
time  from  A  and  placing  it  by  the  side  of  successive  blocks  in  B 
with  which  he  wished  to  compare  it,  lifting  one  at  a  time  until  he 
found  the  one  in  B  which  he  thought  had  the  same  weight  as  the 
one  from  A.  He  was  required  to  use  the  same  hand,  in  the  same 
position,  and  to  clasp  the  disks  of  the  blocks  carefully  between  the 
thumb  and  middle  finger,  so  that  in  every  case  the  touch  and  the 


Table  I. 

JUiision 

of  weight  when  the  blocks 

are  seen  direcUy, 

A 

B 

C 

D 

MV 

20.0 

110.2 

—22.9 

+30.2 

16 

22.0 

103.8 

—20.9 

+23.8 

7.0 

24.2 

98.2 

—18.7 

+18.2 

5.0 

26.6 

94.4 

—16.3 

+14.4 

6.5 

29.3 

94.0 

—13.6 

+14.0 

6.5 

32.2 

89.2 

—10.7 

+  9.2 

8.0 

35.4 

86.3 

—  7.5 

+  6.3 

5.0 

39.0 

85.4 

—  3.9 

+  6.4 

4.0 

42.9 

83.8 

0 

+  3.8 

6.0 

47.2 

80.4 

-f-  4.3 

+  0.4 

5.0 

51.9 

76.6 

-f-  9.0 

—  4.1 

4.0 

57.1 

71.6 

+14.2 

—  8.9 

5.5 

62.8 

69.0 

-f-19.9 

—11.0 

6.5 

69.1 

65.8 

+26.2 

—14.2 

6.5 

76.0 

64.2 

+33.1 

—15.8 

6.5 

83.6 

61.2 

+40.7 

—18.8 

6.0 

91.9 

58.6 

+49.0 

—21.4 

6.5 

A^  size  of  the  block  in  Set  A  (having  a  !     D,  grams  by  which  the  estimated  weight 
weight  of  80ff).  of  the  block  in  Set  A  differed  from  its 

B^  weight  of  the  block  in  Set  B  (having   true  weight ;   average  of  a   total  of  25 
a  diameter  of  42.9™">)  chosen  as  equal  in   experiments  on  15  persons, 
weight  to  the  block  of  Set  A.  \     MV,    mean  variation ;    to  obtain  the 

Cj  number  of  millimeters  by  which  the   mean  variation  for  the  series  each  result 
diameter  in  Set  A  differed  from  that  in   is  to  be  divided  by  6. 
Seta  ! 

grip  would  be  constant.  He  was  at  liberty  to  try  each  block  a 
sufficient  number  of  times  to  satisfy  himself,  but  was  warned 
against  making  so  many  repetitions  that  a  disturbing  fatigue  would 
set  in.  When  the  experiment  was  repeated  on  the  same  day,  sufficient 
rest  was  allowed  between  each  set,  and  the  observer  was  always 
cautioned  to  guard  against  any  guess-work,  theory,  or  memory  of 
previous  judgments.     The  observer  had  no  names  for  the  blocks,  but, 


4  C  E.  Seashore^ 

as  he  indicated  his  choices,  the  experimenter  kept  private  record. 
He  saw  the  difference  of  size  in  A  and  was  told  the  difference  and 
order  of  weight  in  B.  Before  beginning  the  experiment^  he  had  the 
privilege  of  trying  the  blocks  at  random,  and  in  the  experiment  no 
restrictions  were  made  in  regard  to  what  order  the  A's  should  be 
taken  in  the  set. 


Ihfluimcc  or  sizi  on  jummcmts 

or  WII6NT 


MPORTIOMAI  UNITS 


FlO.  1. 
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'*'^     Influcncc  or  size  on  judgments 

OF  WCICHT 

DlFrCRCNCC   IN  SIZC*X«A-B  IM  MM. 

DlFFCRCNCC    IN  WCIGHT,YbB-A  IN  0. 

Actual  ncsults 
Ideal  results 
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This  method  insures  a  direct  measurement  of  the  illusion  caused 
by  the  influence  of  size  in  discrimination  of  weight.  The  results  are 
given  in  Table  I,  and  are  graphically  represented  in  figures  1  and  2. 

In  fig.  1  each  successive  increment  of  -^  of  the  size  is  repre- 
sented by  one  unit  of  the  abscissa.    If,  according  to  Weber's  law, 
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proportional  increments  are  perceived  as  eqaal  increments,  the 
successive  differences  are  equal.  The  chart  thus  represents  the  dif- 
ferences in  diameter  as  perceived. 

The  curve,  fig.  2,  shows  that,  with  slight  exception,  proportional 
increments  of  size  produce  illusions  of  equal  absolute  differences  in 
weight. 

The  uniformity  of  the  mean  variation  is  strong  evidence  of  the 
regularity  of  the  illusion.  In  these  25  experiments  it  varies  between 
4^  and  8^.  The  15  observers  are  in  such  consensus  that  even  in  the 
case  of  the  greatest  illusion  the  mean  variation  is  only  6.5^,  while 
for  the  ninth  weight,  where  there  is  no  illusion,  the  error  of  observa- 
tion is  6^.  This  fact  tends  to  show  that  the  influence  due  to  size  in 
the  determination  of  weight  within  a  middle  range  is  almost  as  potent 
as  an  absolute  difference  in  weight. 

This  regularity  is  further  emphasized  by  the  fact  that  there  is  not, 
for  all  these  observers,  a  single  exception  as  to  the  direction  of  the 
illusion  in  the  first  three  and  last  six  blocks  in  the  set. 

The  psychological  laws  expressing  the  influence  of  knowledge  of 
size  on  judgment  of  weight,  within  a  limited  range,  may  be  formu- 
lated as  follows : 

1.  Bodies  of  similar  material  that  have  the  same  weight,  but  differ 
in  size,  appear  to  differ  in  weight  when  compared. 

2.  The  larger  is  underestimated  and  the  smaller  is  overestimated. 

3.  The  intensity  of  this  illusion  varies  directly  with  the  perceived 
amount  of  difference  in  size  between  the  bodies  compared. 

Second  series  of  experiments :  Persistence  of  the  illusion  of  weight 

A.     Actual  relations  of  weight  unknown. 

Having  determined  that  the  direction  of  the  illusion  was  the  same 
for  all  persons  tried,  and  that  it  approximated  the  same  amount,  the 
next  step  was  to  test  its  persistence. 

In  this  problem  the  first  question  to  be  settled  was  this  :  Does  the 
illusion  persist  in  spite  of  continued  practice  in  attempting  to  gain 
accuracy  in  discrimination  for  weight,  as  long  as  the  observer  does 
not  know  the  actual  weight  or  the  presence  of  the  illusion  ? 

Four  careful  observers  were  selected  and  subjected  to  the  same 
tests  independently,  according  to  the  same  method  of  experimenting 
as  in  the  preceding  series. 

Each  observer  tried  the  same  complete  experiment  twenty  times, 
under  similar  circumstances,  making  two  experiments  each  day.     No 
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suggestion  as  to  the  degree  of  accuracy  or  success  was  gi^en  daring 
the  progress  of  the  experiments.  The  instructions  emphatioallj 
expressed  were  :  ^'  The  object  of  these  experiments  is  to  determine 
whether  you  can  improve  in  the  accuracy  of  this  discrimination  by 
practice.  Do  not  allow  yourself  to  be  influenced  in  the  least  by 
memory  of  previous  judgments  or  any  theory  of  order  or  expected 
results." 

In  addition  to  the  error  of  observation,  expressed  by  the  choice  of 
corresponding  B's  for  A  (9),  an  extra  test  for  the  normal  degree  of 


Table  11. 

Persistences 

if  the  illusion  ofw 

eight  when  the  fact  of  the  illusion  is 

not  knottm. 

C 

Dr 

MV 

Dii 

MV 

Dm 

MV 

Div 

MV 

AD 

—22.9 

+22.8 

2.0 

+33.8 

1.8 

+31.8 

1.7 

+27.8 

1.9 

+28.9 

—20.9 

+18.5 

0.8 

+31.0 

1.4 

+28.3 

1.5 

+23.3 

2.8 

+25.3 

—18.7 

+16.5 

0.9 

+25.5 

2.1 

+23.8 

10 

+19.0 

2.1 

+20.9 

—16.3 

+13.5 

1.1 

+19.0 

3.0 

+20.1 

1.2 

+  16.5 

2.0 

+17.3 

—13.6 

+11.8 

1.3 

+16.8 

2.8 

+15.8 

1.0 

+14.8 

2.2 

+14.4 

—10.7 

+  8.5 

1.7 

+10.8 

3.1 

+12.6 

1.4 

+11.5 

2.4 

+10.8 

—  7.6 

+  6.8 

1.2 

+  6.3 

4.8 

+  8.3 

1.8 

+  6.5 

2.1 

+  6.7 

—  3.9 

+  3.5 

1.6 

+  1.3 

3.0 

+  3.8 

2.0 

+  4.0 

1.9 

+  3.1 

0 

+  2.3 

1.6 

—  2.3 

3.2 

—  1.0 

1.5 

—  0.5 

1.1 

—  1.5 

+  4.3 

—  0.8 

1.2 

—  7.5 

2.5 

—  5.3 

0.2 

—  3.0 

2.0 

—  4.1 

-f-  9.0 

—  4.0 

0.9 

— IJ.O 

4.2 

—10.5 

1.7 

—  7.0 

2.2 

—  8.9 

-f-14.2 

—  7.0 

1.5 

—15.3 

3.3 

—15.6 

0.5 

—12.5 

3.0 

—12-6 

-fl9.9 

—  9.8 

1.4 

—19.3 

2.3 

—20.6 

1.0 

—18.0 

2.8 

—16.9 

+26.2 

—12.3 

1.5 

—21.8 

2.5 

—25.0 

l.l 

— 21.H 

3.3 

—20.1 

-f-33.1 

—15.0 

2.1 

—23.8 

2.6 

—28.2 

2.6 

—26.0 

1.8 

—23.0 

+40.7 

—16.0 

1.6 

—26.8 

4.0 

—32.6 

3.8 

—30.3 

2.1 

—26.4 

+49.0 

—22.8 

1.8 

—33.0 

2.8 

—37.4 

4.5 

—37.3 

4.2 

—32.6 

C,  number  of  niillimeters  by  which  the 
diameter  in  Set  A  differed  from  that  in 
SetB. 

2>/,  D/i,  Dm,  Dir,  number  of  grams  by 


four  observers,  I,  11,  III,  IV ;  averages  of 
20  experiments  each. 

A  />,  average  for  the  four  observers. 

iTF,  mean  variation;  the  mean  variation 


which  the  estimated  weight  of  the  block  '■  for  the  series  is  obtained  by  dividing  by 
in  Set  A  differed  from  its  true  weight,  for  I  4.5 


accuracy  of  the  observer  was  obtained  by  employing  the  method  of 
suspending  the  blocks  which  will  be  explained  in  the  next  series  of 
experiments.  This  test  was  made  after  the  twenty  regnlar  experi- 
ments. The  observer  seated  himself  behind  a  screen  and,  keeping 
his  hand  in  a  comfortable  position  on  the  other  side  of  the  screen, 
lifted  the  blocks  by  the  handles  in  such  a  manner  that  he  had  no 
knowledge  or  intimation  of  the  size  of  the  bodies  lifted.     The  mean 
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variation  thus  found  for  the  whole  set  of  blocks  is  slightly  less 
than  the  mean  variation  recorded  in  the  table  for  twenty  trials  on 
any  single  block. 

The  results  of  these  experiments,  showing  the  persistence  of  the 
illusion  when  the  actual  weight  is  not  known,  are  given  in  Table  II. 

This  table  proves  that  the  illusion  is  regular  and  persistent.  It 
cannot  be  eliminated  by  practice  as  long  as  the  actual  weight  is  not 
known. 


PcMisTCNce  or  the  illusion  or  wciont 

A*B.rACT  or  ILLUSION  UNKNOWN 
C.PaCT  op  ILLUSION  KNOWN 


FlO.  3. 


This  persistence  of  the  illusion  justifies  the  procedure  of  making 
successive  tests  of  the  principle  on  the  same  observer  under  varied 
conditions  for  the  purpose  of  comparison. 


B.     Actual  relations  of  weight  known. 

Does  the  illusion  persist  when  the  observer  is  familiar  with  the 
apparatus  and  knows  the  nature  of  the  illusion  and  the  actual  rela- 
tions of  weight  ?  To  test  this,  I  used  the  same  apparatus  as  before 
and  the  same  method,  except  that  the  observer  was  made  acquainted 
with  every  essential  of  the  apparatus  before  beginning  the  experiment* 

For  observers  I  secured  ten  professors  and  graduate  students  who 
had  all  done  special  work  in  psychology  and  could  be  depended 
upon  for  reliable  introspective  analysis  and  critical  judgment.    Eack 
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one  knew  the  general  trend  of  the  illasion  as  found  in  previoiis 
measurements,  but  no  one  knew  what  the  extent  of  the  illusion  was 
for  other  persons  under  the  present  conditions.  They  knew  the 
actual  weight  and  were  to  determine  the  apparent  weight.  This  was 
very  difficult  because  there  was  a  conflict  between  knowledge  and 
feelingy  and  the  former  was  to  be  governed  by  a  conscious  effort. 
In  previous  experiments  the  observer  was  supposed  to  exercise  all 
possible  skill  in  matching  the  blocks  correctly  by  lifting  them,  but 


Tablr  III. 

Uusion  of 

weight  when  the  fact  of  (he  i 

C 

AD 

MV 

—22.9 

4-16.5 

4.0 

—20.9 

4-15.6 

4.2 

—18.7 

4-13.6 

4.1 

—16.3 

4-11.0 

4.6 

—13.6 

4-11.0 

4.9 

—10.7 

4-  7.8 

5.1 

—  7.6 

4-  6.6 

3.4 

—  3.9 

4-  5.0 

4.0 

0 

4-  2.3 

4.4 

-f-  4.3 

—  1.0 

3.2 

-f  9.0 

—  6.0 

3.0 

-f  U.2 

—  6  5 

3.7 

-fl9.9 

—11.5 

8.9 

-h26.2 

—  11.5 

2.2 

4-33.1 

—  14.5 

3.5 

4-40.7 

—  17.0 

3.5 

4-49.0 

—  19.5 

5.1 

C,  number  of  millimeters  by  which  the 
diameter  in  Set  A  differed  from  that  in 
Set  B. 

AD^  number  of  grams  by  which  the 
estimated  weight  of  the  block  in  Set  A 


differed  from  its  true  weight;  average  for 
ten  observers. 

MV^  mean  variation;  the  mean  Taria- 
tion  for  the  series  is  obtained  by  dividing 
by  3.2. 


here  it  was  required  to  discriminate  between  known  weight  and  felt 
weight  and  to  estimate  the  amount  of  difference  by  matching  the 
blocks  as  before. 

The  full  record  of  the  experiments  upon  these  ten  observers  is 
contained  in  Table  III. 

The  curves  in  fig.  3  give  a  diagrammatic  representation  of  the 
intensity  of  the  illusion  (A,B)  when  the  fact  of  the  illusion  is  unknown, 
and  (C)  when  it  is  known.    A  is  the  curve  from  Table  I,  fig.  2,  placed 
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here  for  compariBon ;  B,  dotted  line,  is  the  average  for  the  four 
observers,  Table  II ;  and  C  is  the  average  for  the  ten  observers, 
Table  III. 

The  coincidence  of  the  judgments  of  the  observers  is  an  extraor- 
dinary phenomenon,  considering  that  the  discrimination  is  very 
difficult  under  these  circumstances,  and  that  no  one  could  be 
influenced  by  the  records  of  others.  The  conclusions  are  plainly 
warranted  that  : 

1.  The  illusion  of  weight  persists  even  after  the  observer  knows 
its  nature,  extent,  and  cause  ; 

2.  Its  intensity  is  somewhat  less  than  when  the  actual  conditions 
are  unknown  to  the  observer. 

To  carry  the  test  further  and  require  the  observer  to  repeat  it  a 
great  number  of  times,  would  be  to  find  out  how  long  it  would  take 
him  to  learn  to  make  the  proper  allowance  for  the  illusory  feeling. 
It  is  difiicult  to  say  whether  that  feeling  can  be  wholly  educated 
away,  but  we  must  suppose  that  a  person  can  finally  educate  himself 
to  make  proper  allowance  for  it  or  neglect  it. 

Third  series  of  experiments :  Dependence  of  the  illusion  of  weight 

upon  the  directness  of  sight. 

Thus  far  only  the  diameter  in  Set  A  had  been  varied.  In  the 
present  series  another  quantity,  the  directness  of  sight,  was  varied. 
Each  experiment  consisted  of  four  sets  of  tests.  The  aim  was  to 
secure  a  judgment  of  weight  when  the  size  of  the  bodies  compared 
was  made  prominent  in  different  degrees  as  follows  :  (I)  size 
estimated  by  direct  sight,  (2)  size  estimated  by  indirect  sight,  (3) 
visual  memory  of  size,  and  (4)  no  knowledge  of  size. 

These  conditions  were  obtained  through  the  following  four  sets  of 
variations,  corresponding  respectively  to  the  above  requirements  : 

1.  The  conditions  of  the  first  set  were  fulfilled  by  the  method 
pursued  in  the  previous  experiments.  The  observer  looked  directly 
at  the  block  as  he  grasped  it  between  the  thumb  and  second  finger, 
and  its  proportions  were  emphasized  by  the  comparative  amount  of 
space  it  occupied  in  the  limited  opening  between  the  grasping 
fingers.  The  effort  to  grasp  the  disks  accurately  attracted  the 
attention  of  his  eyes  in  that  direction. 

2.  In  this  series  of  experiments,  additional  apparatus  was  required 
for  suspending  the  blocks.  It  consisted  of  handles,  made  of  exactly 
the  same  length  as  the  blocks  and  supplied  with  disks   on  the  ends. 
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made  of  the  same  material  and  in  the  same  shape  as  the  disks  on  the 
blocks.  To  secure  lightness  they  were  made  in  the  shape  of  a 
slender  spool.  These  handles  rested  on  a  sapport  in  the  same  posi- 
tion as  the  tray,  and  from  them  the  blocks  were  suspended  100"°'" 
below,  by  means  of  silk  cords.  Each  block  was  supplied  with  a 
loop  of  silk  cord,  which  could  readily  be  slipped  off  and  on  a  hook 
at  the  lower  extremity  of  the  suspended  cord.     The  combined  weight 


Tabt.k  IV. 

lUusion  of 

weight  under 

various 

circumstances. 

c 

D 

MV 

E 

MV 

F 

MV 

G 

MV 

—22.9 

+24.5 

8.9 

+12.0 

6.0 

+  8.6 

4.4 

—0.5 

2.4 

—20.9 

+23.0 

8.0 

+10.0 

5.0 

+  7.5 

3.8 

+1.6 

3.7 

—18.7 

+19.5 

9.0 

+  9.0 

5.0 

+  6.5 

3.9 

—0.5 

3.0 

—16.3 

+19.5 

8.4 

+  6.5 

4.5 

+  2.5 

3.6 

0 

2.0 

—13.6 

+17.0 

7.8 

+  4.0 

5.0 

+  1.6 

4.8 

+0.6 

1.5 

—10.7 

+12.0 

9.3 

+  3.5 

3.6 

+  2.6 

4.6 

—0.5 

1.5 

—  7.5 

+  9.0 

6.0 

+  2.5 

3.9 

+  3.6 

6.0 

—0.6 

2.5 

—  3.9 

+  4.5 

2.5 

+  2.0 

3.8 

+  1.0 

3.6 

—1.6 

2.5 

0 

+  1.6 

2.8 

—  1.0 

4.0 

+  0.6 

4.3 

+0.6 

2.5 

+  4.3 

—  1.6 

2.7 

—  2.5 

3.7 

—  0.5 

5.1 

+1.0 

1.0 

+  9.0 

—  6.0 

2.8 

—  4.5 

5.5 

—  2.6 

3.8 

—1.0 

1.6 

-fl4.2 

—  7.5 

2.6 

—  6.0 

4.6 

—  3.5 

4.0 

—1.0 

1.7 

-f-19.9 

—14.0 

3.2 

—  7.0 

4.9 

—  4.5 

3.8 

—1.0 

5.8 

-f26.2 

—19.0 

4.2 

—  7.0 

4.6 

—  4.5 

4.5 

—1.5 

4.6 

-f33.1 

—18.5 

3.5 

—  9.5 

54 

—  6.5 

1.5 

—1.0 

4.0 

+40.7 

—24.5 

4.8 

—10.5 

7.0 

—  8.0 

2.6 

+0.5 

3.5 

+49.0 

—27.5 

5.2 

—  12.5 

8.2 

—12.0 

4.9 

—2.0 

3.4 

C,  number  of  millimeters  by  which  the 
diameter  in  Set  A  differed  from  that  in 
SetB. 

i>,  E,  F^  G,  number  of  grams  by  which 
the  estimated  weight  of  the  block  iu  Set 


/>,  with  direct  vision  of  size. 

E,  with  indirect  Tiaion  of  size. 

F,  with  visual  memory  of  size, 
(r,  with  no  knowledge  of  size. 

MV,  mean  variation;  the  mean  varia- 


A  differed  from  its  true  weight ;  averages    tion  for  the  series  is  obtained  by  dividing 
for  ten  observers  in  each  series.  by  3.2. 


of  a  handle  with  hook  and  cord  was  2^.  Employing  this  method  of 
suspending  the  blocks,  the  observer  naturally  directed  his  attention 
to  the  handle  by  which  he  lifted.  Since  the  blocks  hung  lOO"" 
below  the  handle,  they  were  out  of  the  line  of  direct  rision 
and  not  in  contact  with  any  body  whose  contiguity  would  limit  the 
space  occupied  or  contrast  its  size. 
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.  8.  The  weights  were  again  suspended.    The  observer  looked  at 
each  block  as  it  was  hooked  on  but  shut  his  eyes  while  lifting  it. 

4.  The  observer  was  blindfolded  for  the  final  set.  He  was  then 
required  to  lift  the  suspended  blocks  by  the  handles  without  know- 
ing whether  he  was  lifting  a  big  one  or  a  little  one.  He  remembered 
the  range  of  the  sizes  but  did  not  know  which  block  in  the  series 
was  presented. 

The  purpose  of  the  variations  was  not  told  to  the  observer.  He 
was  simply  asked  to  subject  himself  to  four  tests  necessarily  to  be 
taken  successively  on  the  same  observer.     Definite  instructions  were 
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given  at  each  step  so  far  as  this  could  be  done  witbout  ma  mg  mojr 
sucr&restions  pertainine:  to  the  illusion.     The  whole  expe  ^  ,    , 

observer  occupied  from   80   to   100   minutes,    stim^^ie  "7^^ 

allowed  between  the  different  sets.  The  observers  ^®^f  d^M^ 
cautioned  not  to  let  the  results  of  one  test  influence  tbeir  ju  gmemm 
another.  .  .     ^  ^ 

The  following  statements  are  based  upon  the   res^  ■ 

Table  IV  (fig.  4).  ,      •  „    ;« 

1.  Visual  knowledge  of  size  causes  the  greatest    i  nked 
mination  of  weight,  when  the  body  lifted  is  direct  X  ^        ^^ 
its  size  is  brought  into  prominence  by  the  conap^' 
space  that  it  occupies  in  a  limited  area.                                  rnti 

2.  The  influence  of  size  on  judgment  of  weight  i^         inttj 
object  is  placed  out  of  the  line  of  direct  vision  a^^^  ^^^^ 
object  whose  contiguity  would  favor  a  comparison 
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3.  Visaal  memory  of  size  causes  a  less  intense  illusion  of  weight 
than  that  which  is  produced  by  looking  at  the  blocks  while  lifting. 

4.  Size  has  no  influence  on  the  perception  of  weight  when  the 
observer  has  no  knowledge  of  it. 

tourth  series  of  experiments  :  Dependence  of  the  illusion  of  toeighf 
upon  the  senses  by  which  knowledge  of  size  is  acquired. 

In  all  the  foregoing  experiments  the  perception  of  difference  in 
size  was  purely  visual.  The  next  problem  was  to  settle  the  question : 
Does  the  illusion  of  weight  vary  with  the  different  senses  by  which 
the  image  of  size  is  produced  ? 

It  is  impossible  to  draw  a  strict  line  of  demarcation  between  the 
different  sensory  elements  which,  besides  sight,  unite  in  building  up 
a  percept  of  size,  because  they  generally  codperate,  and  their  effects 
fuse.  For  the  purpose  of  comparison,  I  aimed  to  get  a  measure  of 
the  illusion  of  weight  due  to  size  when  knowledge  of  size  was 
acquired  through  each  of  the  following  channels  predominatingly : 
(1)  muscle  sense,  (2)  touch,  (3)  sight,  (4)  muscle  sense,  touch  and 
sight. 

These  conditions  were  approximately  attained  by  the  following 
respective  methods  of  procedure. 

1.  Without  having  seen  the  blocks,  the  observer  seated  himself  on 
a  high  stool  behind  a  screen,  in  such  a  position  as  was  occupied  when 
he  stood  by  the  tray  and  looked  at  the  apparatus,  so  that  his  arm  and 
hand  would  be  comfortably  adjusted  over  the  tray,  on  the  other  side 
of  the  screen.  The  blocks  were  then  handed  him  in  the  same  order 
as  before,  but  placed  on  end  on  the  tray,  so  that  by  dropping  his 
thumb  and  fingers  around  a  block  the  observer  included  it  in  his 
grasp,  holding  it  by  the  circumference  ;  he  thus  acquired  a  knowl- 
edge of  its  size  mainly  by  the  muscle  sense  in  the  fingers. 

2.  Seated  in  the  same  position,  after  a  brief  rest,  the  observer  held 
out  his  hand,  not  resting  it  on  anything,  and  the  blocks  were  placed 
on  his  fiat  palm,  one  at  a  time.  An  image  of  the  height  (length)  of 
the  block  was  inevitably  transmitted  from  the  experience  in  the  first 
set,  but  the  proportional  size  was  here  estimated  chiefly  by  the 
area  of  touch  or  pressure. 

3.  The  method  of  estimating  comparative  size  by  direct  sight,  as 
pursued  in  the  previous  experiments,  eliminates  all  other  sensory 
elements  than  sight. 
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4.  In  the  6nal  set  the  blocks  were  again  pUM^  <*  wc,  iii*c   li* 
observer  occupying  the  same  position  as  in  the  third  «ft-  jcn*>*^jc  tu*: 
blocks  by  the  circumference  as  in  the  firrt  »et  <4  ui»  •»-**►  nuc 
in  addition,  looked  directly  at  them.     Hence,  there  wa*  th*  widviumJ 
effect  of  muscle  sense,  touch  and  sight. 

Upon  the  basis  of  the  results  of  the  second  Berie«  of  exp«ifi*«fU, 
I  considered  it  justifiable  to  make  these  four  nucce^nixe  tenU  ini  tU- 
same  person.  Furthermore  the  advantage  of  the  ord^r  will  U- 
noticed.  In  the  first  and  second  sets  he  had  not  aeeo  tb*r  bloek^. 
The  estimate  of  the  length  was  a  proper  influence  to  carry  over  u, 
the  second  set ;  it  was,  namely,  a  memory  of  the  fact  that  tli*  ieiiifti 
was  a  constant  quantity.  The  third  set  could  not  be  vaAwsu^'  •#; 
any  previous  judgments,  because  the  record  was  Kepi'  > 

blocks    had  not  been   recognized.     In    the    fourth    »et   si    ^MtMK 
against  influence  from  previous  judgments   was   *^«»»   ^        r- 
because  the  observer  was  after  truth  and  not  con»i»t4Ji»  .  - 

No  test  on  the  error  of  observation,  or  mean  vB>ri^ 
was  no  influence  of  siffht,  was  here  included,    iHtc^ 
practically  be  the  same  as  found  in  the  fourth  set  o 
and  the  record  of  A  (9)  in  each  set.  ,      .  ^^ 

The  sensations  of  touch  and  pressure  cannot  l>©  ^^'  ' 

Indeed,  since  the  blocks  cannot  be  placed    witi»o 


there  is  really  a  sense  of  impact  in  the  second  8«  *  4^  m  ^  *—^^ 

space-giving  characters  of  these  sensations  is  spo 


That  muscle  sense,  touch,  sight  and  other    ^^ 
isolated  does  not  detract  anv  from  the  value  01 
ments.     In  the  first  set,  skin  and  joint  sensation "  ^ 

second  set,  joint  and  muscle  senses  are  slightly  ^        ■■■niai'lhi  ^n    -^ 

In  the  third  set,  all  of  these  senses  join  in  deto 
a  body,  but  since  all  but  one  are  constant,  i*-  ^^ 
sight,  to  discriminate  for  differences  in  size.  trtrrkT 

In  the  first  set,  the  observer  had  not  seen  ^"^^  -    wua^  ^ 
ence  that  they  differed  in  size  puzzled  him.       \      m^m  4t  ^ 
picked  one  up  his  first  concern  was  to  fix  a'^     '.    ^m  -    ^^- 
estimating  the  relative  extent  of  the  grasp  re<l^ 
the  second  set,  attention  was  again  called  to    ^  \ 
similar  manner,  but  here  the  estimate  of  the    ^ 

indefinite  and  uncertain.     In  the  third  set,  h^  ^^        

flion  at  a  glance,  without  any  effort,   and    1*^    *^  j        k^J 
himself  particularly  about  the  estimation   of    ®*  ^    ^£^  fc^t_ 

aet,  his  attention  was  again  called  to  the  app^*^*^  " 
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lifted?  Theoretically,  if  size  has  a  suggestive  influence  upon 
judgment  of  weight  by  leading  the  observer  to  expect  a  body  to  be 
heavy  or  light  according  as  it  is  large  or  small,  a  similar  association 
between  judgment  of  weight  and  knowledge  of  the  specific  gravity 
of  the  material  lifted  ought  to  cause  an  illusion  of  weight,  under 
favorable  circumstances.  If  a  body,  seen  to  be  made  of  a  heavy 
material  but  containing  a  light  deceptive  core,  be  lifted,  it  will  rise 
too  easily  because  lifted  with  an  effort  calculated  to  raise  a  heavier 
weight,  and  it  ought  to  be  underestimated  for  the  same  reason  that 
a  large  block  in  Set  A  is  underestimated.  In  the  same  manner,  if 
a  body  apparently  made  of  a  solid  piece  of  light  material  bat 
containing  a  heavy  deceptive  core  be  lifted  with  a  motor  adjustment 
adapted  to  the  apparent  weight,  it  will  require  more  effort  than  was 
expected  to  raise  it,  and  it  ought  to  be  overestimated  for  the  same 
reason  that  the  small  block  in  Set  A  is  overestimated. 

This  problem  suggests  a  wide  range  of  experiments,  but  there  are 
very  great  difficulties  in  the  way  of  an  accurate  measurement.  The 
methods  I  have  employed  in  this  series  are  only  partially  successful. 
An  attempt  was  made  by  three  sets  of  experiments  to  bring  out  the 
following  variations  in  the  conditions  of  the  bodies  to  be  lifted  : 

1.  Same  size  and  weight  but  different  material ; 

2.  Same  size  but  different  material  and  weight ; 

3.  Different  size,  weight  and  material. 

First  set. 

Four  blocks  were  made  of  the  same  shape  and  size  as  the  B's,  i.  e. 
42.9"'"  in  diameter,  and  the  same  weight  as  the  A's,  i.  e.  80^.  One 
was  made  of  cork,  one  of  wood,  one  of  copper  and  one  of  lead.  The 
first  two  were  filled  and  the  last  two  were  cored  out  until  each  one 
weighed  80^.  This  was  done  so  carefully  that  the  surfaces  in  their 
natural  color  suggested  that  the  weights  were  turned  out  of  solid 
pieces  of  the  respective  materials  and  were  uniform  throughout.  It 
was  thought  that  the  observers  would  possess  a  fairly  definite 
knowledge  of  the  specific  gravity  of  these  four  kinds  of  material 

The  method  was  to  require  the  observer  to  take  one  of  these  at  a 
time  and  match  it  in  the  original  Set  B.  Ten  observers  tried  the 
experiment,  but  the  amount  of  error  which  may  be  due  to  the  illusory 
influence  is  not  more  than  what  must  be  allowed  for  the  mean  varia- 
tion. This  set  was  a  failure  because  the  lead  was  too  light  to  allow 
any  one  to  suppose  that  it  was  solid,  and  the  cork  was  so  heavy  that 
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the  observer  at  once  concluded  that  it  was  filled.  The  illusion  was 
quite  effective  in  the  wood  and  the  copper  blocks,  but  the  judgments 
of  these  were  influenced  by  the  deceptive  appearance  of  the  other 
two,  so  that  the  mean  variation  was  large. 

Second  set. 

Three  blocks  were  made  the  same  size  as  the  B's,  i.  e.  42.9™™  in 
diameter,  but  of  the  following  materials  with  their  respective 
weights  :  (1)  cork,  natural  weight  40*^,  loaded  to  65»  ;  (2)  wood, 
natural  weight  65*^,  loaded  to  80*^ ;  (3)  lead,  natural  weight  not 
determined,  cored  out  so  as  to  weigh  120*^.  Their  appearance 
suggested  that  they  were  uniform  throughout.  The  aim  was  to 
make  them  feel  different  from  what  the  observer  expected  them  to 
feel  ;  but  not  so  much  that  he  would  suspect  that  they  had  a  false 
appearance.  Nothing  was  said  by  explanation  or  question  as  to  the 
character  of  the  material  before  beginning  the  experiments.  After 
these  experiments  about  60^  of  the  observers  stated  that  they  had 
taken  the  blocks  to  be  made  solid  of  the  materials  seen  on  the 
surface.  About  20^  were  uncertain,  and  the  rest  thought  that  they 
had  a  deceptive  appearance. 

Fourteen  observers  gave  this  result  in  selecting  corresponding 
B's  for  the  lead  block  :  one  overestimated,  six  right,  and  seven 
underestimated.     The  average  amount  of  the  underestimation  was  8^. 

In  the  same  manner  fourteen  observers  gave  the  following  results 
in  matching  the  cork  block  :  one  underestimated,  four  right,  and 
nine  overestimated.  The  average  amount  of  the  overestimation  was 
7^,  which  may  be  considered  as  due  to  the  \b*  surreptitious  weight. 

The  twenty-nine  observers  who  matched  the  wooden  block  gave 
these  results :  three  underestimated,  seven  right,  and  nineteen 
overestimated.     The  average  amount  of  overestimation  was  10^. 

The  apparatus  cannot  be  counted  a  real  success  until  it  contains  an 
appreciable  illusion  for  all  observers  and  still  has  no  suggestion  of 
deceptive  appearance.  Nevertheless  this  fragmentary  set  of  experi- 
ments shows  that : 

1.  When  a  body  containing  a  surreptitious  light  core  is  lifted 
with  a  motor  adjustment  adapted  to  the  expected  weight  of  a  certain 
material  and  it  feels  lighter  than  was  expected,  that  body  will  be 
underestimated  in  weight  ;  and 

2.  When  the  body  lifted  contains  a  deceptive  heavy  core,  the 
observer  will  overestimate  the  weight  of  that  body,  especially  if  he 
does  not  suspect  the  presence  of  the  core. 
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Third  set. 


The  largest  and  the  smallest  of  the  blocks  of  Set  A  were  used  and 
in  addition  two  extra  blocks  were  made,  here  called  respective! j  P 
and  L  for  brevity.  P  was  a  solid  piece  of  pine  wood  turned  to 
exactly  the  size  of  the  largest  A,  which  made  it  weigh  75<^.  L  was  a 
solid  piece  of  lead  turned  in  the  shape  of  the  smallest  A  until  it 
weighed  75 <^  ;  the  length  was  kept  the  same  as  that  of  A,  but  the 
diameter  had  to  be  reduced  to  1-6""^  in  order  to  secure  the  proper 
weight.  This  made  it  a  little  more  than  two  steps  smaller  than  the 
smallest  A,  according  to  the  ratio  of  the  diameter  of  the  A's. 

The  aim  was  to  determine  whether  the  illusion  would  be  greater 
between  the  largest  and  the  smallest  blocks  in  A,  which  appeared  to 
be  made  of  the  same  material,  than  betw^een  P  and  L,  whose  appar- 
ent material  suggested  the  proper  weight.  By  the  method  followed 
each  of  these  four  blocks  was  to  be  matched  twice  in  Set  B,  taking 
them  in  reverse  order  so  as  to  avoid  errors  due  to  the  order  of 
sequence.  Eighteen  observers  had  two  trials  each.  The  averages  of 
the  B's  selected  were  :  For  largest  A,  4.6  ;  for  smallest  A,  13.4 ; 
for  L,  12.8  ;  and  for  P,  5.3  ;  with  the  corresponding  average  mean 
variations  :  For  largest  A,  6»  ;  for  smallest  A,  9» ;  for  L,  10* ;  and 
for  P,  7'.  Hence,  although  P  weighed  5«  less  than  largest  A,  it  was 
estimated  to  be  on  the  average  3.58  heavier,  making  the  illusion  in 
P  8^  less  than  the  illusion  in  largest  A.  And,  although  L  was  over 
two  steps  smaller  than  smallest  A,  and  weighed  5*  less,  it  was 
judged  to  weigh  only  three  grams  less.  Taking  the  average  of  the 
results  previously  obtained  for  the  A's,  the  illusion  for  L  is  found  to 
be  about  7^  less  than  for  smallest  A. 

In  the  thirty-six  trials  the  illusion  was  stronger  for  largest  A  than 
for  P  twenty-nine  times,  equal  six  times  and  weaker  once.  Similarly 
it  was  stronger  for  smallest  A  than  for  L  thirteen  times,  equal  nine 
times,  and  weaker  only  fourteen  times,  although  L  was  over  two 
steps  smaller  than  smallest  A. 

I  place  no  great  confidence  in  the  quantitative  determinations  in 
this  series  of  experiments,  because  not  all  the  conditions  were  suffi- 
ciently controlled,  but  the  general  qualitative  results  are  positive.  It 
has  been  proved  in  two  different  ways  that  knowledge  of  the 
material  lifted  influences  the  judgment  of  weight,  namely  : 

1.  When  there  is  no  illusion  on  account  of  size,  there  is  under 
certain  circumstances  an  illusion  caused  by  knowledge  of  the 
material  lifted  ;  and. 
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2.  When  there  is  an  illusion  due  to  size,  it  is  not  so  strong  when 
the  difference  in  size  is  proportional  to  the  specific  gravity  of  the 
material  lifted  as  when  there  is  no  definite  knowledge  of  the 
material. 

General  remarks  on  (he  experime^its  in  Part  First. 

Owing  to  the  nature  of  the  subject  the  method  employed  is  neces- 
sarily a  combination  of  the  experimental  and  the  statistical.  It  is 
experimental  because,  whenever  practicable,  I  have  varied  t  e 
conditions  and  repeated  the  tests  on  the  same  individual.  On  the 
other  hand,  a  sufficient  number  of  persons  from  the  various  vocations 
have  been  tried  to  satisfy  the  statistical  demands  and  justify  the 
conclusion  that  the  main  laws  derived  are  fairly  universal. 

Apparatus. 

The  difference  between  the  B's  was  made  5^,  because  in  *^.^*"^ 

metical  series  that  is  about  the  average  limit  of    ais^ 

•  u.      •.!.•     .u  u  ^    *  A      T-He    possible  varuMe 

weight  within  the  range  here  investigated.      -» ^^    t'  .         ^^ 

error   due  to  this  cause  is  ±2.5«.     This  source   of   error  ^^^^^^^ 
distributed   throughout   the   series  ;    hence,    it    does  « 

expression  for  the  general   intensity   of   the    ill^^^^      ' 
causes  minute  fluctuations  in  the  curves  of  the  resu 


If  a  wider  range  had  been  investigated,  the  B  s    s  accordi 

made  to  vary  in  weight  by  an  increment  of  abou     tt"      j^  ^ 
Weber's  law,  in  order  that  the  perceptions  of  diff^^ 


been  equally  appreciable  in  discriminative  conscio  ^ 

constant  difference  was  used  merely  for  convenience, 

ment  ought  not  to  modify  the  results  appreciably-  game  fm  ^ 

The  additional  2^  of  the  suspending  apparatus  i«^  ^^eidbi  1^  ^ 

the  blocks,  and  this  increase  in  the  total  range  ot  efAedA 

small  effect  on  the  results  that  it  may  practically  <Jia«ii 

In  a  series  of  cylinders  of  equal  length  but  var>  xyvMnM^ 

is  a  constant  illusion  in   regard  to    length.       ^  '^  rder 

increases  with  the  decrease  of  the  diameter.       ^  j^  g 

blocks  should  have  appeared  to  be  of  the   sanic  umrf 

actually  have  varied  in  geometric  ratio  with  a  vc   j 
This  could  not  be  done  in  the  present  test  because 
conditions  was  that  the  grip  should  be  uniform.  ^ 

The  temperature  of  the  blocks  was  kept  practi 
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Observers. 

The  following  essential  requisites  were  kept  in  view  in  selecting 
observers  : 

1.  They  shall  be  careful  and  competent  observers  ; 

2.  They  shall  have  no  previous  knowledge  of  the  special  principles 
involved  or  of  the  direct  purpose  of  the  experiment ; 

3.  They  shall  not  know  how  or  of  what  material  the  blocks  are 
constructed ; 

4.  They  shall  be  in  a  comfortable  condition  and  free  from  emo- 
tional disturbances  ; 

5.  They  shall  be  trusted  not  to  work  according  to  any  prejudicial 
scheme  or  preconceived  theory. 

These  qualifications  could  only  be  secured  in  a  relative  manner, 
but  the  aim  was  scrupulously  adhered  to  so  far  as  resources  and 
temporary  conditions  permitted.  Discrepancy  in  the  attainment  of 
these  requirements  accounts  for  many  of  the  partial  variations  from 
the  general  law  of  the  illusions.  The  requirements  were  altered  for 
the  fifth  and  the  latter  part  of  the  second  series  so  as  to  suit  the 
special  demands  of  those  cases.  On  the  whole,  I  was  fortunate  in 
securing  the  assistance  of  reliable  observers,  who  worked  with  a 
scientific  interest. 

Elimination  of  errors  in  method. 

There  is  a  law  that  when  two  bodies  of  approximately  the  same 
weight  and  size  are  lifted  in  succession,  the  weight  of  the  latter  is 
overestimated.  The  extent  of  this  error  varies  considerably  for 
different  persons  and  for  the  same  person  at  different  times.  In  the 
present  experiments  it  was,  however,  practically  eliminated  by 
requiring  the  observer  to  lift  two  blocks,  to  be  compared  alternately 
several  times  before  forming  his  decision. 

In  certain  cases  there  may  have  been  a  slight  error  due  to  the 
order  in  which  the  blocks  were  taken  up  to  be  matched.  This  applies 
to  both  the  A's  and  the  B's.  Thus  in  the  second  series  it  was 
found  that  the  curve  of  the  illusion  is  a  little  more  regular  when  the 
A's  are  taken  in  order  than  when  they  are  taken  at  random.  In  the 
same  manner  the  illusion  might  depend  slightly  on  how  many  B's 
were  picked  up  and  tried  before  a  decision  was  reached.  These 
inrtnenees  may  have  affected  some  vsingle  choices,  but  they  do  not 
appreciably  change  the  expression  for  the  general  intensity  of  the 
illusion.     This  was  proved  by  actual  measurements. 


Measurements  of  illusions  and  hallucinations  in  normal  life,     21 

The  memory  image  for  weight  sinks  very  rapidly  during  the  first 
ten  seconds.  The  blocks  were  therefore  placed  so  that  the  observer 
could  change  from  one  to  the  other  by  the  least  possible  movement 
and  change  of  position.  He  could  deliberately  lay  down  one  and 
pick  up  another  in  three  seconds.  The  time  required  for  this  transi- 
tion was  the  same  for  all  the  blocks. 

There  is  an  illusion  of  weight  caused  by  fatigue  in  lifting  objects. 
This  illusion  did  not  affect  the  present  experiments  because  the 
bodies  compared  were  lifted  alternately  several  times.  Furthermore 
the  number  of  trials  was  always  limited  to  such  an  extent  that  there 
would  be  no  necessary  cause  for  any  disturbing  fatigue  from  continu- 
ous exertion. 

The  known  error  in  judgment  of  weight  caused  by  lifting  a  light 
body  after  a  heavy  one,  was  here  avoided  by  the  fact  that  the  final 
discrimination  was  not  made  until  the  observer  had  reached  two 
blocks  that  appeared  to  weigh  the  same.  The  error  was  frequently 
involved  in  the  first  trials  of  any  experiment  where  there  was  a 
decided  difference  between  the  blocks,  but  as  the  observer  found  his 
way  up  to  those  that  appeared  more  and  more  alike,  it  was  gradually 
eliminated  before  he  reached  a  final  decision. 

The  weight  of  a  body  depends  upon  its  mass  and  the  velocity 
with  which  it  is  lifted.  Therefore  special  precaution  was  always 
taken  to  get  the  observer  to  lift  the  block  to  the  same  height  and 
with  the  same  velocity  as  nearly  as  possible. 

In  the  case  of  direct  sight  the  observer  would  often  for  a  moment 
try  to  avoid  the  distraction  of  sight  by  not  looking  at  the  block. 
Such  judgment  would  then  inevitably  be  exceptional  and  be  governed 
by  the  conditions  of  indirect  sight  or  visual  memory. 

Some  partial  variations  from  the  general  trend  of  the  illusion  in 
direct  sight  are  due  to  this  cause.  When  the  observer  took  such 
liberty  only  once  or  twice,  I  did  not  interfere,  but  if  he  proposed  to 
continue  I  was  obliged  to  inform  him,  in  some  guarded  statement, 
about  the  conditions  required. 

Suggestions  for  further  experiments. 

I  chose  the  diameter  of  middle  A  as  the  diameter  for  all  the  B's, 
merely  because  it  was  the  middle.  The  B's  might  have  been  made 
any  size  within  the  range  of  the  A's.  As  a  development  and  further 
proof  of  the  present  test,  the  following  variations  might  be  tried. 
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1.  Construct  the  B's  all  the  same  size  as  the  smallest  A,  making 
one  90«f  and  the  rest  decreasing  by  steps  of  5^  each,  down  to  26^. 
That  would  allow  the  same  range  of  the  illusion  as  the  present 
apparatus,  since  the  smallest  A  might  be  judged  fully  three  times  as 
heavy  as  the  largest  A. 

2.  Construct  the  B's  all  the  same  size  as  the  largest  A,  making  the 
lightest  70«f  and  the  rest  increasing  by  10*^  each  step  up  to  about  240«^. 

3.  Similarly  construct  the  B's  in  separate  sets  respectively  of  the 
same  size  as  each  of  the  intermediate  A's. 

From  tentative  tests  made  it  appears  that  the  illusion  would  have 
approximately  the  same  intensity  under  these  conditions  as  was 
determined  by  the  apparatus  and  method  employed.  The  difference 
between  the  principle  of  the  first  two  classes  of  apparatus  suggested 
and  the  one  employed  is  that,  according  to  the  former,  a  quantity  is 
measured  by  a  direct  comparison  which,  according  to  the  latter,  is 
measured  by  an  intermediate  step.  This  would  be  true  when  two 
A's  are  compared  by  means  of  the  B's.  When  an  A  is  compared 
with  a  B,  the  process  is  the  same  in  both  cases.  It  will  be  observed 
that  in  all  these  suggested  experiments  it  is  the  same  objects  that 
are  measured,  but  the  measuring  is  done  by  different  means  in  each 
set  of  experiments. 

How  does  the  illusion  vary  with  a  greater  variation  in  diameter  of 
the  cylinders,  with  different  ranges  of  weight,  and  with  variation  in 
the  shape  of  the  weights?  These  and  similar  questions  demand 
solution  by  experiment,  but  the  measurements  can  not  be  made  as 
definite  and  as  accurate  as  those  in  the  present  research. 

Dr.  Scripture  has  a  set  of  weights  made  large  enough  to  use  in 
demonstrations  before  large  audiences.  It  consists  of  cubical 
wooden  boxes  loaded  with  lead  to  the  desired  weights.  There  are 
only  two  corresponding  to  my  A's,  the  smaller  8.2*^'"  cube  and  the 
larger  60*^™  cube,  each  weighing  8 J  lbs.  Those  that  correspond  to 
my  B's  are  all  15^""  cube  and  range  by  J  lb.,  each  step  from  2  lbs.  up 
to  17  lbs. 

I  tried  the  experiment  with  this  apparatus  on  four  men  with  the 
following  result :  The  large  box  was  matched  with  boxes  of  5.75 
lbs.,  4.25  lbs.,  4.25  lbs.,  and  2  lbs.,  by  the  respective  observers — 
average  4  lbs. — that  is  there  was  an  underestimation  of  3  lbs.,  4^ 
lbs.,  4.25  lbs.,  and  6.75  lbs.  respectively — average  4.4  lbs.  The  small 
box  was  matched  with  8.5  lbs.,  14.75  lbs.,  18.25  lbs.,  and  10.26  lbs. 
respectively — average  11.9  lbs. — that  is,  there  was  a  corresponding 
overestimation  of  0.5  lb.,  6   lbs.,  4.25  lbs.,  and   1.5   lbs. — average  2.9 
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lbs.  That  means  that  mainly  on  account  of  this  difference  in  size 
the  observers  made  a  difference  of  2.75  lbs.,  10.5  lbs.,  9  lbs.,  and  8.25 
lbs.  respectively — average  7.6  lbs. — between  the  two  boxes,  which 
both  had  the  same  weight,  8.75  lbs.  That  is,  the  smaller  is  judged 
to  weigh  2.9  times  as  much  as  the  larger.  This,  it  will  be  observed, 
slightly  exceeds  the  average  amount  of  the  illusion  between  the 
extremes  in  my  set. 

This  illusion  is  based  upon  the  difference  in  volume,  but  a  compari- 
son between  Dr.  Scripture's  set  and  mine  shows  that  it  depends  very 
much  upon  the  shape  of  the  weights  and  whether  two  or  three 
dimensions  are  varied.  The  diameters  of  the  smallest  and  the  largest 
A  are  in  the  ratio  of  20  :  91.9  ;  while  the  one  dimension  of  the 
boxes  stands  in  the  ratio  8.2  :  60,  and  still  the  illusion  is  not 
much  stronger  in  the  latter  case.  It  is  therefore  evident  that  it  does 
not  vary  direetly  with  the  volume.  The  range  of  the  weight  is  the 
great  factor  which  must  here  be  taken  into  consideration.  It  would 
be  very  desirable  to  try  the  folio  wmg  variations  : 

1.  Extend  Set  A  with  additional  blocks  on  both  ends,  making  the 
smallest  as  small  as  possible  when  a  shell  is  filled  with  mercury  to 
80^  and  the  largest  as  large  as  possible  without  exceeding  the  given 
weight.  Handle  them  in  the  most  convenient  way  and  match  them 
in  an  extended  series  of  the  B's  to  determine  whether  the  illusion 
varies  with  the  variation  in  diameter  according  to  Weber's  law. 

2.  With  the  same  scale  of  variations  in  size  make  different  sets  of 
different  weight.  Sets  of  40«,  160«,  and  320»  would  perhaps  be  the 
best  weights  to  try  in  addition  to  the  original  set  of  80^. 

3.  Since  the  illusion  depends  very  much  upon  the  shape  of  the 
body  lifted,  it  would  be  very  interesting  to  determine  the  compara- 
tive amount  of  the  illusion  when  all  three  dimensions  are  varied  as 
in  regular  cubes  or  spheres. 

Drbsslab*  found  that  of  bodies  (lead  sheets)  which  have  the  same 
weight  and  the  same  size  but  different  shape,  the  one  which  appears 
the  most  compact,  the  circle,  will  be  judged  to  be  the  heaviest.  The 
same  principle  ought  to  apply  to  the  cube  and  the  sphere  ;  and  it 
actually  appears  that  this  is  confirmed  by  Dr.  Scripture's  cubical 
boxes  as  well  as  by  CharpentierV  brass  balls. 

Since  on  impact  the  weight  of  a  body  varies  with  its  mass  and  the 
square  of  the  distance  through  which  it  falls,  the  normal  association 


*  Dresslar,  studies  in  the  psychofogy  of  touch,  Am.  Jour.  Psych.,  1894  IV  49. 
'Charpentier,  Analyse  de  quelques  elements  de  la  sensation  de  poids,   Archives  de 
Physiol,  1891(5)111  126. 
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between  weight  and  velocity  of  impact  is  quite  strong  and  definite. 
Hence  on  the  basis  of  what  has  been  determined  the  following 
experiment  may  be  suggested :  Construct  an  apparatus  such  that  a 
ball  may  appear  to  fall  through  a  given  distance  and  impinge  upon 
the  hand ;  but,  by  a  secret  device,  it  falls  only  a  part  of  that 
distance  or  conversely,  through  a  greater  distance.  The  disappointed 
expectation  in  regard  to  the  velocity  of  impact  ought  to  cause  an 
illusion  which  might  readily  be  measured. 

The  difficulties  encountered  in  the  fifth  series  of  experiments  urge 
the  investigation  of  another  problem,  the  effect  of  color  on  discrimi- 
nation of  weight.  Several  observers  stated  that  it  had  a  decided 
influence  on  their  judgments.  The  experiment  might  be  performed 
somewhat  as  follows :  Make  a  standard  set  of  twenty  blocks  corre- 
sponding to  the  B's  above,  of  an  **  indiflerent "  color.  Let  these 
vary  by  steps  of  3*^  each,  making  the  ninth  weigh  80*^.  Make 
another  set  of  eighteen  blocks,  nine  of  the  "  indifferent"  color  and 
the  remaining  nine  of  each  of  the  respective  spectral  colors,  together 
with  black  and  white.  Let  these  last  nine  be  weighted  to  80«  ;  four 
of  the  "indifferent"  to  11^,  74*,  71^,  and  68^  each  ;  and  the  remain- 
ing five  "indifferent"  to  83«f,  86«,  89»,  92»,  and  95«  each.  Require 
the  observers  to  match  each  block  from  the  second  set  with  one  in 
the  first  set,  which  will  serve  as  a  measure. 

Dbesslar^  seems  to  make  an  unjustifiable  inference  in  regard  to 
the  variation  of  this  illusion  with  the  degree  of  intelligence  of  the 
observer.  He  used  eight  cylinders  having  a  constant  weight  132%  a 
constant  diameter  1  inch,  and  length  varying  by  steps  of  one-half 
inch  each.  Such  a  difference  causes  quite  a  decided  illusion  for 
everybody.  lie  concludes  that  those  who  arranged  them  in  regular 
order  according  to  the  illusion  were  the  most  suggestible.  That  is 
not  necessarily  so.  All  that  he  can  conclude  is  that  those  who 
arrange  them  in  regular  order  have  the  finest  power  of  discrimina- 
tion ;  for  since  the  illusion  exists  for  all  persons,  an  error  in  the 
arrangement  is  the  same  as  an  error  of  observation  when  there  is  an 
absolute  difference  in  weight.  One  who  has  a  very  fine  power  of 
discrimination  may  arrange  the  weights  in  perfect  order  according 
to  the  illusion  even  if  the  illusion  is  not  half  as  strong  with  him  as 
with  another  person  who  is  a  poor  observer  and  cannot  judge  weights 
well  enough  to  arrange  these  in  order.  Dresslar's  apparatus  does 
not  afford  him  any  definite  measure  for  the  intensity  of  the  illusion. 


*  Dresslar,  studies  in  the  psychology  of  touch,  Am.  Jour.  Psych.,  1894  IV  41. 
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To  justify  his  conclusion  he  should  have  measured  the  extent  of  the 
illusion  for  the  different  classes  of  observers.  This  Gilbert*  did  in 
his  tests  on  school  children,  and  he  found  that  the  intensity  of  the 
illusion  decreases  quite  regularly  in  children  from  the  age  of  9  to  17. 
From  6  to  9  the  suggestion  increased,  but  from  9  to  17  inclusive  it 
decreased,  the  amount  of  the  illusion  for  his  apparatus  being  as 
follows  for  the  respective  ages  beginning  with  9  :  60.0%  43.5»,  40.0», 
40.5»,  38.0«,  34.6«,  36.0«,  34.5»,  and  27.0».  If  we  admit  that  children 
at  17  have  a  higher  degree  of  intelligence  than  children  at  9,  this 
proves  just  the  reverse  of  Dbesslab's  conclusion.  To  experiment 
further  upon  this  very  important  problem,  a  very  satisfactory 
arrangement  would  be  had  by  taking  Dbesslab's  method  of  classi- 
fying pupils  into  three  classes  according  to  general  intelligence  and 
testing  them  by  the  apparatus  used  in  this  research. 

Pst/chological  analysis. 

Perception  of  weight  is  an  interpretation  by  discriminative 
consciousness  of  a  very  complex  series  of  peripheral  sensory 
elements  with  a  conative  feeling  of  effort  in  the  light  of  an 
intricate  series  of  associated  ideas.  An  illusion  of  weight  is 
caused  when  any  of  these  factors  stand  out  in  an  unnatural 
relation.  Thus  if  the  skin  be  inflamed,  the  haptic  sensations  will 
be  abnormal ;  if  the  muscles  be  fatigued  or  the  joints  disordered, 
the  muscle  sense  and  the  joint  sense  will  give  a  wrong  impres- 
sion ;  if  the  central  associations  through  memory,  imagination, 
and  comparison  be  mistaken,  the  interpretation  will  be  false  ; 
and  if  the  exerted  effort  be  disproportionate  to  the  object,  the 
expended  energy  will  be  incorrectly  estimated. 

In  order  to  see  the  psychological  process  in  the  present  illasioD, 
let  us  take  an  example,  magnify  that  instantaneous  perceptive 
process,  and  analyze  it  into  its  constituent  elements  in  a  sohematic 
way. 

The  weight  of  an  object  is  to  be  determined  by  lifting  it  in 
view.  The  first  step  consists  in  the  presentation  of  a  sensation 
complex,  which  is  the  sensory  report  of  the  eye  and  hand  upon 
seeing  and  grasping  the  object  to  determine  its  spatial  relations. 
Though  knowledge  of  size   may  not  be  necessary  for  the  peroep- 


*  Gilbert,  Researches  on  the  menial  and  physical  development  ofBchooi  thUdren,  Stud. 
Yale  Psych.  Lab.,  1894  II  60. 
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be  utilized  and  all  previous  associations  set  aside.  Instead  of  taking 
a  new  course  in  the  second  trial  and  estimating  the  amount  of  effort 
only  by  the  experience  with  these  particular  blocks,  interpretative 
consciousness  ignores  that  and  follows  the  formerly  set  paths  of 
habit.  It  receives  the  new  reports  from  the  spatial  senses  for  each 
trial,  compares,  discriminates,  and  commands  as  before,  often  irre- 
spectively of  the  immediately  preceding  experience.  This  is  liable 
to  continue  as  long  as  the  observer  is  not  informed  of  the  illusion. 

But  how  explain  the  persistence  of  the  illusion  when  the  observer 
knows  all  about  it  ?  Suppose  he  has  been  told  that  two  objects  have 
the  same  weight,  and  he  has  empirically  discovered  that  the  weight 
seems  to  vary  inversely  with  the  size.  He  lifts  them  and  the  orig- 
inal illusion  persists.  The  same  explanation  must  here  be  extended. 
He  does  not  possess  will  power  enough  to  disregard  the  accustomed 
manner  of  association  and  put  into  practice  what  he  ought  to  know. 
Size  has  ever  before  been  influential  in  determining  weight,  there- 
fore, relatively,  it  can  not  be  suppressed.  This  is  not  a  sign  of 
weakness  in  discrimination  or  judgment ;  it  is  the  working  princi- 
ple for  those  whom  we  consider  most  intelligent.  That  feeling  of 
interest  which  sight  commands  is  persistent  and  insists  on  distribut- 
ing the  felt  weight  throughout  the  perceived  volume  ;  and  in  the 
ordinary  flow  of  conscious  activity,  it  is  almost  impossible  to  muster 
force  enough  to  dam  it  up. 

The  same  principle  is  confirmed  by  the  variation  of  the  illusion 
with  the  directness  of  sight.  It  is  illustrated  by  the  four  steps  in 
the  third  series  of  experiments.  If  we  may  represent  attention  as  a 
force,  attention  to  spatial  sensations  and  attention  to  direct  sensa- 
tions of  weight  are  two  forces  which  have  generally  worked  in  the 
same  direction;  but,  under  these  illusory  circumstances,  the  former 
has  turned  against  and  opposes  the  latter.  As  one  decreases  the 
other  increases.  In  direct  sight  attention  to  size  has  a  strong  oppos- 
ing force  to  attention  to  weight ;  in  direct  sight  the  former  decreases 
and  the  latter  increases  ;  in  visual  memory  the  corresponding  increase 
and  decrease  is  still  greater  ;  and,  when  there  is  no  knowledge  of 
comparative  size,  attention  to  size  loses  jill  force  and  there  is  no 
illusion. 

The  same  principle  is  again  exemplified  in  the  fourth  series  of 
experiments,  though  somewhat  differently.  Previous  to  this  the 
knowledge  of  comparative  size  had  been  acquired  by  sight.  Here 
sight  was  excluded  in  the  first  two  steps.  Size  was  estimated  by 
the  other  spatial  senses.     It  is  more  of  an  effort  to  determine  size  by 
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touch  or  muscle  sense  than  by  sight.  Hence  it  requires  more  atten- 
tion, which  would  otherwise  be  accorded  to  the  sense  of  weight. 

Again  it  is  evident  that  the  same  principle  suffices  to  explain  the 
illusion  due  to  the  suggestive  force  of  the  material. 

In  a  wordy  then,  the  illusory  influence  of  size  upon  judgment  of 
weight  consists  in  disappointed  expectant  attention.  We  continue 
to  be  disappointed  because  we  will  not  take  the  temporary  circum- 
stances into  sufficient  account. 


PART  SECOND. 

Experimental  applications  of  the  principle  op  suggestion   in  • 

NORMAL   presentations    OF   SENSE. 

There  is  no  dearth  of  observations  on  "  errors  of  sense,"  nor  need 
we  review  much  of  our  normal  experience  in  order  to  discover  the 
presence  of  the  force  of  suggestion.  I  have  not  undertaken  to  search 
particularly  for  new  classes  of  illusions  and  hallucinations.  The 
purpose  in  the  following  experiments  has  rather  been  to  take  up 
some  of  the  simplest  forms  and  principles  of  illusions  and  hallucina- 
tions and  submit  them  to  examination  by  applying  the  laboratory 
methods  of  psychological  experiment  to  normal  waking  life. 

The  chaotic  and  superstitious  view  of  mind  represents  it  as  lawless 
and  unknowable,  while  on  the  other  hand  we  have  the  view  that  by 
scientific  method  and  philosophical  introspection  the  laws  of  mind- 
mind,  normal  and  abnormal — may  be  studied  and  classified  just  as 
well  as  the  laws  of  matter.  Again,  on  the  one  hand  we  have  the 
phenomena  of  hypnotism,  mind  reading,  crystal  vision,  apparitions, 
telepathy,  etc.— considered  as  occult  practices,  while  on  the  other 
hand  there  is  an  attempt  to  bring  them  in  conformity  with  princi- 
ples at  work  in  normal  every-day  life.  And  yet  again  we  have  the 
claim  that  the  world  of  things  is  but  an  illusory  creation  of  imagina- 
tion, while  on  the  other  hand  there  are  those  who  regard  the  states 
and  actions  of  mind  as  fleeting  phantasms  and  place  implicit  faith  in 
the  presentations  of  sense. 

Any  attempt  to  discover  the  nature  of  sensory  illusions  and 
hallucinations  deals  with  the  core  about  which  these  contentions 
center.  It  is  surprising  that  so  little  real  scientific  work  should  have 
been  done  in  a  field  so  important.  The  whole  subject  of  "  Trug- 
wahmehmungen  "  readily  presents  itself  for  experiment  and  it  may 
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well  profit  by  the  recent  developmenlB  in  labormtory  methods  and 
facilities  for  experimental  psychology.  Working  in  this  directioDy  I 
have  the  disadvantage  of  being  one  of  the  first  to  enter  this  domain, 
and  consequently  the  method  is  tentative  and  cursoty. 

HaUucination»  of  warmih. 

Apparatus. 

The  apparatus'  for  this  experiment  was  constrncted  on  the  principle 
that  a  wire  will  be  heated  by  passing  an  electric  current  through  it. 
Two  binding  posts  were  placed  8*^™  apart  and  connected  by  a  German 
silver  wire.  They  were  then  connected  in  circuit  with  a  bichromate 
dip  cell  and  a  secret  open-circuit  key.  The  battery  and  the  stand 
supporting  the  German  silver  wire  were  placed  together  on  a  table  in 
front  of  the  observer,  while  the  open-circuit  key  was  fastened  under 
the  table,  where  it  could  be  readily  opened  and  closed  with  the  knee 
without  being  detected. 

Method  of  experimenting  and  results. 

The  experimenter  and  the  person  experimented  upon  were  seated, 
one  on  each  side  of  the  apparatus,  facing  each  other.  The  prepara- 
tory explanation  had  to  vary  with  the  observer's  knowledge  of  the 
principles  involved.  His  attention  was  called  to  the  fact  that  an 
electric  current  will  heat  a  wire  and  that  it  will  take  an  appreciable 
time  for  a  person  touching  the  wire  to  perceive  this  heat.  The 
instructions  were  :  *^  At  a  signal  which  I  will  give,  after  the  dip  is 
lowered,  grasp  that  wire  between  your  thumb  and  index  finger; 
concentrate  your  attention  on  what  you  are  doing,  and  when  yon 
feel  the  wire  become  heated,  say  Ao<." 

All  being  ready,  I  lowered  the  dip  as  mechanically  as  possible  and 
a  second  later  gave  the  signal  to  grasp  the  wire.  The  time  between 
the  signal  and  the  reaction  was  recorded  in  seconds.  In  the  first  two 
to  five  trials  I  closed  the  circuit  with  the  knee  key,  the  wire  was 
heated,  and  we  found  roughly  the  time  that  it  took  to  perceive  the 
heat.  The  observer  thus  received  a  distinct  perception  of  how  the 
wire  became  heated,  associated  this  with  the  lowering  of  the  dip, 
and  formed  a  distinct  estimation  of  the  required  time. 

Then  I  suggested  that  we  repeat  the  experiment  a  sufficient 
number  of  times  to  secure  a  fair  average.     We  proceeded  exactly  as 


*  Scripture,  Tests  on  school-ctiildrcn,  Educ.  Rev.,  1893  Y  61. 
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before,  except  that  I  left  the  current  broken  ;  thus,  although  I 
lowered  the  dip,  no  current  went  through  the  wire. 

Five  different  signals  were  used,  namely  :  (1)  a  wire  coil  whirled 
so  as  to  rattle  and  expose  a  red  card,  having  an  effect  on  eye  and  ear 
(the  starting  of  this  whirl  was  the  signal  to  grasp  the  wire) ;  (2) 
tapping  the  right  hand  with  a  pencil  (same  hand  as  held  the  heated 
wire)  ;  (3)  tapping  the  left  hand  with  a  pencil ;  (4)  tapping  on  the 
table  ;  (5)  saying  "Now  ;"  (6)  tapping  the  wrist. 

The  experiments  were  made  in  sets  of  ten  trials,  using  a  different 
signal  for  each  set.  The  signals  were  taken  in  the  order  given 
above.  When  no  heat  was  perceived  in  one  minute,  that  experiment 
was  recorded  as  a  failure.     The  results  are  contained  in  Table  VI. 


Table  VI. 


Hallucinatian  of  warmth. 


O 


Signal  1.  SignolS, 

T  MV  F       T  MV  F 


I 

II 

III 

IV 

V 

VI 
VII 

VIII 


lOi 

]4 

27 

3 

3 

13 
6 
3! 


2 
5 
7 
1 
1 
6 
2 
1 


0   13 
0  16 


2 
1 
0 
0 
0 
0 


26 
4 
3 

17 

8 
3 


6 
4 
4 

2 
1 
5 

9 

0 


SUpial  5.1  Sional  k.  SiQnal  5.  SUpicd  €. 

T  MV  r      T  MV  F      T  MV  F  ,    T  MV  F 
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M        N         E       A 


0 
0 

0  19 
Oj  2 
0  3 
0  12 
0  8 
0     3 


17  10 
21  3 
6 
5 
0 
6 
2 
1 


0 
0 
0 
0 
0 
0 
0 
0 


9    3 
19    3 


2    .. 
0  19 


23    6    0  21 
10    11.7 


3    0 

8    3 

10    2 

3     1 


I 


0  2 

1  6 
0  17 
0,  3 


4. 

4 
o 

0 
2 
3 
1 


0 

0 

1  14    6    0 

0  4    10 

0 

0 

0  7    2    0 


40 

38 

2 

12 

50 

50 

0 

18 

50 

48 

2 

23 

60 

60 

0 

8 

60 

60 

0 

3 

50 

49 

I 

11 

50 

50 

0 

10 

60 

60 

0 

4 

0,  observer.  JT,  total  Dumber  of  experimeDts. 

Ty  average  number  of  seconds  required  y,  total  number  of  hallucinations  out  of 

for  the  hallucination  to  arise.  M. 

MV,  mean  variation.  E^   total  number  of  no  hallucinations 

F,  number  of  experiments  in  which  no  within  one  minute, 

hallucination   was  produced   within  one  A^  average  number  of  seconds  for  all  T. 
minute. 

The  object  of  using  different  signals  was  to  find  if  the  hallucina- 
tion would  be  influenced  by  the  character  of  the  signal,  but  the 
conditions  could  not  be  satisfactorily  controlled  for  that  purpose, 
and  the  difference  in  time  depending  on  this  is  not  great  enough  to 
warrant  any  generalization  from  the  figures  on  that  point.  It  is, 
however,  quite  probable  that  this  division  and  use  of  different  signals 
tended  to  increase  the  force  of  the  original  suggestion  by  intensify- 
ing the  expectant  attention. 
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The  leading  mental  process  in  these  halliicinations'  was  ao  infer* 
ence.  The  fact  that  the  experimenter  performed  apparently  the 
same  manipulations  that  in  the  preparatory  trials  had  prodneed  a 
distinct  sensation,  formed  the  definite  suggestion  that,  ainoe  the 
conditions  were  in  toto  repeated,  the  resultant  sensation  would  reoor 
in  the  same  time  and  manner  as  before.  By  force  of  a  firm  expec- 
tant attention,  caused  by  this  inference,  the  image  of  the  aensstion 
realized  itself  in  a  sensation  projected  into  the  peripheral  oigaiis. 
And  in  the  positive  instances,  the  observer  felt  it  just  aa  haeqMOtod 
to  feel  it,  although  there  was  no  physical  stimulus. 

Remarks  like  these  were  frequent:  "faint,"  ^distlnoti' 
warm,''  '^  very  distinct,"  '^  suddenly  hot,''  showing  that  the 
tion  existed  in  different  degrees  of  intensity.  It  was  dHHeoHj  to 
convince  those,  to  whom  the  experiment  was  afterwards  6zpiaiBad|| 
that  the  actual  stimulus  had  really  been  withheld*  The  ^ihtfa 
observer  had  heard  a  lecturer  refer  to  the  test.  When  questioned 
after  the  test  in  regard  to  his  experience,  he  said  he  felt  the  heat 
distinctly  every  time,  although  at  first  he  thought  there  was  some 
trick  about  it.  From  these  experiments  I  conclude  that  a  mental 
image  of  a  definite  liminal  sensation  of  heat  can  be  realized  in  a 
peripheral  sensation  in  the  absence  of  any  physical  stimulus  if  there 
is  no  incongruity  in  the  phenomena  which  serve  as  suggestions. 

Ilhmons  of  photometric  changes  in  gray. 

Apparatus. 

This  apparatus  was  constructed  on  the  principle  that  the  intensity 
of  the  shade  of  a  white  surface  varies  with  the  angle  at  which  the 
rays  of  light  strike  it.  The  aim  in  its  construction  was  to  present 
two  symmetrical  white  surfaces  so  adjusted  that  they  could  be 
turned  independently  at  a  graduated  rate  and  distance,  changing 
the  angle  of  incidence  of  the  rays  of  light  that  fell  on  both  surfaces 
from  one  artificial  light. 

A  front  opening  in  a  wooden  frame,  fig.  6,  was  covered  by  black 
card-board,  which  had  two  symmetrical  openings,  2®"  apart.     The 


'  I  have  observed  the  distinction  between  illusion  and  liaUucination  first  made  \sf 
Arnold  (1806)  and  now  accepted  in  a  general  way,  namely,  that  sensory  iUuaon  is  s 
false  interpretation  of  an  object,  wliile  sensory  liaUucination  is  a  subjective  sense 
image  objectively  realized  by  external  projection;  that  is,  in  illusion  there  is  a  physictl 
cause,  while  hallucination  is  purely  subjective.  It  is,  however,  probable  that  there  is 
a  "  point  de  repere  "  in  many  of  the  phenomena  I  have  classified  as  hallucinations. 
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l.«peningB  were  6™  wide  and  8™  high.     Back  of  them   were  two 

leaves  BwiDgiDg  on  binges  at  tiie  middle  of  (he  partition  between  tb« 

openings.     Tlie  fronts  of  thene  leaves  were  covered  with  fine  white 

Bristol    board.      To    the    outer   ends    of    these    leaves,    cords   were 

Lutached,  which  wound  around  an  axle  in  the  rear  of  the  apparatus 

Hj^  such  a  manner  that  the  motion  of  the  leaves  could  be  controlled 


J  a  orank  on  the  uxle.  One  revolution  of  the  asles  constituted  the 
bindard  for  measurement  of  change  in  the  angles,  and  was  marked 
corrvspoiiding  degrees  on  the  arcs  described  by  the  outer  ends 
t  the  swingiug  leaves.  Thus  the  term  degree  is  an  arbitrary  unit 
Dd  not  xfs  of  a  circle.  For  convenience,  I  will  apeak  arbitrarily  of 
be  UBOUHl  of  change  in  the  intensity  of  shade  produced  by  the 
widglDgof  a  leaf  one  degree  in   one  second  as  a  change  of  one 
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degree^seoond.  The  figures  in  all  the  tables  of  this  section  record 
the  results  in  terms  of  such  degree-seconds. 

The  apparatus  was  placed  in  the  dark-room.  A  standard  candle, 
one  meter  in  front  of  it,  lighted  up  both  surfaces  equally.  The 
observer's  chair  was  placed  at  a  distance  of  4*°  directly  in  front  of 
the  apparatus.  The  range  of  vision  was  limited  by  two  slits  in  card- 
boards, the  one  placed  near  the  observer's  eye,  and  the  other  l"* 
away.  By  this  means,  distraction  of  the  eyes  was  avoided  and  the 
tops  and  bottoms  of  the  surfaces  to  be  observed,  where  shadows  were 
necessarily  cast,  were  cut  out  from  view.  The  surfaces  were  spoken 
of  as  right,  R,  and  left,  L,  from  the  observer's  point  of  view. 

At  the  beginning  of  an  experiment  the  white  surfaces  lay  in  the 
same  plane  and  the  incident  rays  of  light  struck  them  practically  at 
right  angles  ;  L  e.  the  inner  edges  of  the  surface  were  8^  apart  and 
the  candle  was  placed  directly  in  front  of  that  partition.  The  an^e 
of  incidence  decreased  as  a  leaf  was  turned  back  on  its  hinge.  The 
surfaces  at  no  time  appeareid  to  be  white  but  rather  a  light  gray. 
The  surfaces  increased  in  intensity  of  gray  inversely  with  the  angle 
of  incidence  of  the  light  rays.  There  was  only  one  light  in  the  room, 
and  by  the  above  arrangement  all  shadows  were  excluded  from  the 
surfaces  in  view.  The  crank  was  turned  one  revolution,  i.  e.  1 
degree  per  second. 

The  apparatus  was  not  constructed  for  very  accurate  photometric 
measurements,  but  for  comparative  measurements  it  serves  verj 
well. 

Method  of  experimenting  and  results. 

In  the  first  series  of  experiments  the  rate  of  change  was  deter- 
mined by  the  beating  of  a  metronome.  After  a  warning,  R  was 
turned  1  degree  per  second  until  the  observer  found  it  darker  than 
L.  Then  L  was  turned  until  he  thought  L  was  equal  to  R.  When 
this  had  been  repeated  a  few  times,  I  interspersed  chances  for 
illusions.  That  was  done  by  simply  allowing  time  after  the  warning 
without  any  movement  of  the  leaves.  The  warning  consisted  in 
saying,  *'  Ready,"  and  the  record  was  kept  in  seconds  marked  by  the 
metronome.  Nothing  was  said  to  the  observer  about  the  time  of  the 
discrimination.  He  was  simply  asked  to  state  when  he  saw  one 
surface  lighter  or  darker  or  both  alike.  He  could  not  see  any 
manipulations  of  the  apparatus.  His  attention  was  concentrated  on 
watching  the  change  of  the  shades.     The  fact  of  darkness  and  quiet 
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in  the  room  heightened  his  expectant  attention  and  threw  him  into 
a  suggestible  state  of  mind. 

Several  persons  were  experimented  upon  by  this  method  with  the 
result  that  the  required  change  appeared  to  them  universally  from 
6  to  13  sec.  after  the  signal  had  been  given,  whether  there  was  any 
real  physical  change  or  not. 

Though  the  metronome  which  was  used  in  the  first  experiments 
increased  the  force  of  the  suggestion  of  change,  it  afforded  an  ele- 
ment of  distraction,  which  was  avoided  in  the  later  experiments  by 
not  using  it.  The  reason  for  this  was  that  the  observer  could  not 
escape  paying  attention  to  the  time,  and  this  distraction  might  be  so 
strong  that  after  the  first  trial  he  would  be  in  danger  of  interpreting 
a  certain  number  of  seconds  as  so  much  change  of  shade. 

But  even  when  the  metronome  was  not  used,  the  suggestion  was 
so  effective  that  the  illusion  could  be  produced  alternately  with  the 
normal  sensation. 

In  the  following  records  8  will  denote  the  presence  of  a  physical 
stimulus  and  I  its  absence.  The  column  headed  S  in  the  table  shows 
the  number  of  degree-seconds  of  the  change,  i.  e.  the  number  of 
equal  steps  described  on  the  graduated  arc  in  an  equal  number  of 
seconds.  The  column  headed  I  indicates  the  illusions  by  giving  the 
average  time  that  it  took  them  to  arise.  This  time  may  be  compared 
with  the  time  given  in  column  S. 

Tablb  VIL 
lUusums  of  photometric  changes  in  gray :  Increasing  and  decreasing  deepness  of  shade. 
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Can  the  illusion  be  produced  in  decreasing  as  well  as  increasing 
intensity  of  shade  ?  The  question  was  answered  in  the  affirmative 
by  the  following  test  of  which  the  final  averages  of  the  results  are 
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given  for  three  observers  in  table  VII,  L  was  left  coaatant  atf 
and  R  was  moved  toward  10  alternately  from  the  0  and  2S  points, 
the  number  of  degree -seconds  indieated  in  the  table  and  the  observer 
was  to  tell  when  be  judged  the  two  surfaces  to  be  alike.  The  /  trials 
were  alternated  with  the  S  trials. 

In  order  to  keep  up  the  suggestion  with  some  observers,  I  foaod 
it  expedient  to  start  moving  the  surface  at  the  end  of  20  seconds,  if 
the  suggestion  had  not  then  been  effective.  Hence  tbe  records 
higher  than  20  contain  only  partial  illusions,  and,  in  rare  cases, 
failures.     Thus,  in  table  VII,  23  shows  that  there  was  3  degree- 
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In  accordance  with  the  principle  on  which  the  appsnttua  was  con- 
structed, the  deepness  of  the  shade  changed  proportionally  faster 
in  the  dark  field.  Thus,  starting  the  leaves  succeMively  from  0, 10 
and  20  and  moving  them  at  the  same  rate  the  ohange  in  shade 
would  appear  sooner  after  20  than  after  10  and  sooner  after  10  thaa 
after  0.  Experiments  on  this  point  show  that  tbe  time  for  the 
illusion  to  arise  is  proportional  to  the  rate  of  actual  ohange  of  shade, 
although  the  observer  does  not  know  that  there  is  any  difference 
in  the  rate  of  change. 
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The  following  method  was  used  in  determining  the  dependence  of 
the  illusion  upon  the  frequency  of  the  repetition  of  the  suggestion 
in  form  of  the  real  stimulus. 

Four  sets  of  ten  trials  each  constituted  an  experiment.  In  the 
alternate  sets  the  stimulus  was  given  nine  times  successively  and 
followed  by  an  illusion,  while  in  the  other  sets  the  stimulus  was 
presented  for  the  alternate  trials  and  withdrawn  from  the  rest. 

L  was  kept  constant  at  0  and  R  was  started  at  0  and  moved  the 
number  of  degree-seconds  indicated  in  table  VIII,  which  gives  the 
averages. 

This  shows  that : 

1.  The  required  time  and  amount  of  change  in  intensity  for  dis- 
crimination is  greater  when  the  stimulus  is  given  in  alternate  trials 
than  when  it  is  given  9  times  in  succession.  Ratio,  11.4  degree- 
seconds  to  10.1  degree-seconds. 

2.  The  time  for  the  illusion  to  arise  is  greater  when  the  illusion  is 
produced  in  alternate  trials  than  when  produced  only  once  after  9 
repetitions  of  the  stimulus.     Ratio,  18.1  seconds  to  15.2  seconds. 

I  would  not  ascribe  much  value  to  these  averages  were  it  not  that 
they  express  the  relation  which  I  find  obtains,  on  the  whole,  in 
experiments  on  each  of  the  other  senses. 

Time,  it  is  evident,  is  the  leading  element  in  this  kind  of  sugges- 
tion. By  the  following  method  I  have  secured  a  relative  measure  of 
its  influence.  The  illusory  element  in  the  method  of  the  next  two 
experiments  was  the  fact  that,  after  giving  a  regular  warning,  I  did 
not  begin  the  movement  of  the  leaf  until  after  the  number  of  seconds 
indicated  at  the  head  of  each  column. 

The  first  observer  had  100  trials  and  the  second  40,  but  only  the 
averages  of  the  respective  divisions  are  recorded  in  the  table.  The 
trials  were  so  distributed  with  alternate  /Sand  /and  a  proper  suc- 
cession in  regard  to  time  as  to  eliminate  systematic  and  progressive 
errors. 

Since  possibility  of  direct  suggestion  was  precluded  by  the  present 
method,  the  efficient  cause  in  producing  these  illusions  was  simply 
the  fact  that  the  observer  falsely  inferred  that  the  same  change 
which  took  place  after  the  first  signals  would  recur  after  each  suc- 
ceeding signal.  The  warning  or  signal  was  given  in  such  a  mechan- 
ical way  as  to  have  no  direct  influence  upon  the  discrimination. 

The  main  results  of  these  experiments  on  illusions  of  photometric 
changes  in  intensity  of  shade  may  be  summarized  as  follows  : 
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1.  Yiiual  illarioiui  of  deepness  in  shade  can  be  experimentally 
produced  by  securing  a  firm  expectant  attention  to  a  known  sense 
percept ; 

S.  Though  time  is  one  of  the  main  elements  in  a  suggestion,  the 
illusion  will  occur  in  the  absence  of  any  exierncU  suggestion  or 
special  emphasis  of  passing  time  (L  e.  the  observer  does  not  know 
that  time  is  recorded) ; 

3.  A  suggestion  of  change  from  dark  to  light  shade  is  just  as 
effective  as  the  converse ; 

4.  The  time  for  the  illusion  to  arise  varies  directly  with  the  time 
for  ordinary  discrimination ; 

5.  The  discrimination-time  and  the  illusion-time  are  both  longer 
when  the  illusion  is  given  in  the  alternate  trials  than  when  it  is  only 
given  once  after  a  series  of  ordinary  discriminations. 

Table  IX. 
JOusiona  of  photometric  changes  in  gray :  Dependence  upon  the  dwroHon  qf  ih^  wHmutus, 
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6.  The  amount  of  the  illusion  varies  directly  with  the  amount  of 
variation  in  the  time  of  producing  the  physical  stimulus. 

lUusion-a  of  light. 

Apparatus. 

The  main  part  of  this  apparatus  was  constructed  for  the  purpose 
of  measuring  the  influence  of  the  rate  of  change  in  determining  the 
least  perceptible  diflerence  in  intensity  of  light,  but  has  not  before 
been  described.  It  consisted  of  (1)  a  kymograph  with  attachment 
for  rotating  a  wheel  at  a  slow,  measured  rate  ;  (2)  a  light  with 
lenses,  diaphragms,  shutter,  and  reflectors  ;  (3)  a  stop-watch,  namely, 
the  Runne  chronometer  with  electric  start  and  stop  ;  (4)  sounder 
and  telegraph  key  in  the  dark-room. 
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An  attachment  was  put  on  the  Zimmerman  kymograph  for  rota- 
ting a  large  card-board  disk  at  adjustable,  slow  rates.  On  a  radius 
of  this  disk,  and  in  metallic  contact  with  the  frame  of  the  kymo- 
graph, an  arm  projected  with  a  platinum  point,  which  made  contact 
with  another  point  insulated  from  the  frame,  at  any  position  in  the 
revolution.  The  edge  of  the  disk  passed  between  the  two  glasses  of 
a  double  photographic  lens.  In  this  passage  a  diaphragm  was 
inserted.  It  was  20™"*  long  on  the  inner  edge,  and  the  sides  extended 
25°"^  on  the  radii  of  the  disk.  The  rotating  disk  had  an  opening 
near  the  edge,  measuring  Q0^°^  on  the  inner  side,  with  dimensions  of 
the  radii  symmetrical  with  those  of  the  opening  in  the  diaphragm. 
The  sides  of  the  two  openings  coincided.  The  platinum  point  could 
be  so  adjusted  that  it  made  contact  when  the  upper  edge  of  the 
disk-opening  was  at  any  desired  position  in  the  diaphragm.  There 
was  another  platinum  point  which  could  be  so  adjusted  as  to  close 
contact  when  the  lower  edge  passed  any  desired  point  in  the  open- 
ing of  the  diaphragm. 

The  light  was  cut  out  from  the  lens  by  a  shutter  which  was  sup- 
ported by  magnets,  charged  from  a  dip  ceU.  Closing  the  platinum 
contact  shunted  this  current  through  the  apparatus,  released  the 
magnets,  and  dropped  the  shutter.  The  falling  of  the  shutter 
opened  the  course  for  direct  rays  of  light  through  the  lens  and  at 
the  same  time  closed  a  mercury  contact,  and  thereby  started  the 
stop-watch. 

An  Argand  burner  was  placed  SO®""  in  front  of  the  lens  ;  6^°"  from 
this,  between  the  burner  and  the  lens,  there  was  a  white  tissue 
paper,  which  diffused  the  rays  of  light.  Two  reflecting  plates,  hav- 
ing facing  sides  coated  with  magnesium  oxide,  were  placed  on  the 
other  side  of  the  lens,  parallel  to  each  other,  at  an  angle  of  45 
degrees  to  the  rays  of  light.  The  light  thus  passed  through  the 
tissue  paper,  the  lens,  and  the  diaphragm,  and  was  reflected  by  the 
coated  surfaces.  It  was  then  seen  in  the  dark-room  through  a  cir- 
cular opening  lO'"'"  in  diameter  in  a  black  diaphragm.  There  it 
appeared  as  a  disk  in  the  color  of  the  gas-flame.  Though  it  was  very 
clear  it  did  not  have  any  excessive  brightness. 

Telegraph  sounders  were  used  for  signals.  The  telegraph  key  in 
the  dark-room  was  so  connected  with  magnets  on  the  stop-watch 
that  the  reaction  stopped  the  watch.  Hence  the  time  between  the 
dropping  of  the  shutter  and  the  movement  of  reaction  could  be  read 
off  on  the  stop-watch  in  fifths  of  a  second. 
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The  kymograph  revolved  the  disk  so  that  tfa«  opening  in  the  dia- 
phragm, between  the  lenses,  was  diminished  or  increased  aoocwding 
as  the  lower  or  npper  edge  of  the  disk  opening  passed  through  it. 
The  photometric  principle  involved  was  that  the  intensity  of  the 
stimulus  changes  with  the  variation  in  the  siie  of  the  opening. 

Methods  and  results. 

While  assisting  another  experimenter  in  tests  on  the  threshold  of 
change  as  dependent  on  the  rate,  it  became  apparent  to  me  that 
suggestion  might  play  an  important  part  in  the  experiment  To 
determine  this  I  repeated  the  experiment  with  the  apparatus  just 
described  and  by  the  same  methods  as  were  being  used  in  the  investi- 
gation referred  to.  I  tried  to  keep  all  conditions  similar,  but  put 
myself  on  guard  to  discover  if  any  illusion  was  involved  in  the 
process. 

The  original  problem  was  this:  with  the  apparatus  just  as 
described,  to  find  the  dependence  of  the  time  and  accuracy  of  dis- 
crimination upon  the  rate  of  change  in  the  physical  stimulus.  The 
observer  was  to  react  as  soon  as  he  perceived  any  change  in  intensity 
of  brightness  of  the  disk.  He  knew  that  it  was  to  grow  darker  at  a 
definite  rate.' 

The  running  kymograph  closed  the  lower  platinum  contact  and 
thereby  dropped  the  shatter  the  instant  the  lower  edge  of  the  open- 
ing coincided  with  the  lower  edge  in  the  opening  in  the  diaphragm. 
This  act  exposed  the  disk  to  view  at  its  greatest  intensity  of  bright- 
ness. But  the  continuous  motion  of  the  kymograph  kept  the  card- 
board disk  revolving  at  a  uniform  rate.  This  regularly  diminished 
the  opening  in  the  diaphragm,  which  caused  a  corresponding  lessen- 
ing of  the  intensity  in  the  red  disk,  making  it  grow  darker. 

The  observer  was  seated  in  the  dark  room,  and  received  warning 
by  a  sounder  5  seconds  before  the  shutter  dropped.  His  instructions 
were  :  *^  React  as  soon  as  you  see  that  the  disk  has  become  darker 
than  it  was  at  its  first  appearance." 

It  was  not  stated  that  the  change  would  always  be  the  same,  but 
the  observer  generally  inferred  this  when  he  saw  the  apparatus. 

In  sets  of  20  observations  each,  I  interspersed  chances  for  illusion, 
at  irregular  intervals,  by  simply  stopping  the  kymograph  just  as  the 


*  SoRiPTURB,  On  the  method  of  regular  variation,  Am.  Jour.  Psych.,  1891  IV  6T7. 
SoRiPT(7BE,  Ueber  die  Aendej-ungsempjindh'chkeit,  Zt.  Psych.  Phys.  Sinn,  ISSiVI 
472. 
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disk  was  exposed.  It  was  thus  kept  constant  at  full  intensity  of  bright- 
ness. These  furtive  interspersions  were  made  from  2  to  6  times  in 
the  20  trials,  and  the  observers  almost  invariably  reacted  to  these 
corresponding  expected  changes,  perfectly  confident  that  they  had 
perceived  real  changes  taking  place. 

After  the  fact  of  this  illusion  was  known,  two  persons  continued 
the  experiments  on  the  threshold,  for  which  this  apparatus  was 
originally  intended.  To  test  the  accuracy  of  the  discrimination  the 
experimenter  interspersed  chances  for  illusions  as  in  the  above 
method.  These  illusions  were  never  detected  by  the  observer.  For 
the  purpose  of  the  original  problem,  the  experimenter  had  to  agree 
not  to  indulge  in  any  such  tests  because,  after  having  been  told  of 
it,  the  observer  became  suspicious  that  it  would  be  repeated,  and  was 
made  over-cautious.  This  over-cautiousness  led  him  to  wait  and 
verify  his  first  judgment,  and  that  made  the  discrimination-time 
worthless. 
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The  record  is  kept  in  seconds.     Each  figure  is  the  average  of  Ave  observatioos. 

To  find  whether  the  illusion  could  be  obviated  in  an  experiment 
of  this  kind,  I  instructed  the  observer  to  react  as  soon  as  he  could 
tell  definitely  whether  the  disk  was  growing  lighter  or  darker. 

The  two  platinum  contacts  were  so  adjusted  that,  by  closing  the 
circuit  with  either  one,  the  disk  would  be  exposed  at  half  its  possible 
intensity.  When  the  lower  contact  was  used,  the  disk  would  con- 
tinue to  grow  darker,  and  when  the  upper  contact  was  used,  it  would 
continue  to  grow  lighter.  The  results  are  shown  in  Table  X.  In 
this  and  the  following  tables  of  this  section  the  unit  of  measurement 
is  the  amount  of  change  in  a  second  at  the  given  rate.  We  may 
again  call  this  a  degree-second  of  change. 
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As  these  figures  indioate,  the  illusion  oame  out  sarprinngly  sferong 
even  when  the  precaution  was  taken,  to  require  the  observer  to 
discover  the  direction  of  the  change.  Though  there  was  no  sugges- 
tion as  to  whether  the  disk  should  grow  darker  or  lighter,  the  firm 
expectation  that  a  change  would  occar  one  way  or  the  other  proved 
a  sufficient  cause  to  call  forth  the  illusion. 

Although  these  were  bright  men  and  very  cautious,  they  exemplify 
the  very  extreme  degree  of  suggestibility  to  this  kind  of  illusion. 

For  the  present  purpose  it  was  unnecessary  to  make  exact  photo- 
metric measurements,  because  these  relative  determinations  suffice  to 
bring  out  the  laws  of  the  suggestions  at  work. 

The  apparatus  was  so  constructed  as  to  admit  of  a  great  variety 
of  graded  rates  of  change.  In  units  of  the  arbitrary  gradation, 
0.22  per  second  was  found  the  most  favorable  rate  for  effective 
suggestion.  At  this  rate,  which  is  employed  hereafter,  the  entire 
range  of  change  that  the  apparatus  permitted  was  traversed  in  16 

Tablb  XI. 
JliusioM  of  Ught :  Bate  of  change, 
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Notation  same  as  in  the  preceding  table.  Each  number  is  the  average  of  5 
observations. 

seconds.  If,  e.  g.,  twice  that  rate  was  used,  there  was  danger  of 
either  hasty,  automatic  reaction  or  inhibition  of  the  illusion.  And, 
if  the  rate  was  made  extremely  slow,  the  result  would  generally  be  a 
confusion  because  the  transition  was  so  gradual  that  it  was  difficult 
to  retain  a  distinct  memory  image  of  the  original  impression. 

Table  XI  records  the  averages  of  an  experiment  in  which  the 
illusions  with  two  different  rates  of  change  are  compared.  In  the 
first  set  the  rate  of  change  is  0.22  per  second,  and  in  the  second  set 
0.33,  i.  e.  the  latter  is  proportionally  slower.  Before  beginning  the 
experiment  the  observer  was  given  a  few  preliminary  trials — not 
more  than  ten,  and  thereupon  he  was  instructed  :  In  the  first  set, 
react  when  the  disk  grows  lighter  ;  in  the  second,  when  it  grows 
darker  ;  and,  in  the  third,  when  you  can  see  whether  it  has  grown 
lighter  or  darker.  The  exceptionally  small  difference  in  time 
for  the  two  rates  is  partially  explained  by  the  fact  that  the  latter 
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set  of  observations  was  made  soon  after  the  former,  which  undoubt- 
edly served  as  a  suggestion,  shortening  the  time  in  the  other.  This 
fact  emphasizes  the  importance  of  arranging  laboratory  experiments 
in  a  proper  order  of  succession. 

To  discover  whether  the  illusion  could  be  worked  up  in  persons 
who  were  particularly  on  guard  by  expecting  an  attempt  of  illu- 
sion, I  made  the  following  test:  I  selected  two  observers  who 
knew  that  I  was  experimenting  on  illusions.  I  had  previously  tried 
them  with  a  slightly  different  method  and  failed,  but  now  nothing 
was  said  in  regard  to  what  would  take  place.  The  instructions  were, 
in  I  and  V  (Table  XII),  to  react  when  the  disk  had  become  percepti- 
bly darker ;  in  II  and  IV,  when  it  had  become  lighter  ;  and  in  III, 
when  the  observer  could  tell  whether  it  had  grown  lighter  or  darker. 

Table  XII. 
lUusians  of  light:  Development  of  the  suggestion. 


/ 

II 

III 

IV 

V 

0 

DS 

LS 

LS           DS 

LS 

LI 

DS 

^ 

I 

12.2 

5.4 

2.3             2.6 

4.8 

6.2 

6.6 

ll.O 

II 

13.2 

5.5 

9.0             2.2 

6.5 

8.6 

6.0 

7.4 

The  notation  is  the  same  as  in  preceding  tables.    The  figures  are  averages  o(  ten 
trials  in  each  group. 

This  shows  how  the  suggestion  accumulates  force  by  successive 
repetitions  of  the  real  stimulus.  As  was  shown  in  other  cases,  the 
illusion  would  not  have  been  likely  to  occur  had  the  chances  for 
illusion  been  introduced  near  the  beginning.  This  is  also  shown  by 
the  long  discrimination-time  in  set  I. 

Here  we  can  trace  the  evolution  of  an  illusion.  In  I  the  observers 
were  on  their  guard,  very  suspicious,  and  did  not  react  upon  the  first 
perception  of  change.  In  II  they  grew  more  exact,  and  by  this 
time  they  began  to  convince  themselves  that  no  illusion  was  involved. 
Ill  is  an  index  to  their  reliability.  In  IV  and  V  the  alternate  trials 
are  illusions  and  here  these  two  observers  showed  themselves  just  as 
susceptible  to  the  suggestion  as  those  who  were  not  thus  prejudiced. 

Pursuing  the  method  employed  in  the  experiments  recorded  in 
Table  IX,  similar  measurements  were  more  extensively  carried  out 
with  the  present  apparatus,  giving  the  results  of  which  the  aver- 
ages are  quoted  for  eight  observers  in  Table  XIII. 

The  observers  were  required  to  react  when  they  could  see  that 
the  disk  had  grown   brighter.     The   figures   at   the   heads   of   the 
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delayed  after  the  waraing.  The  omunon  of  the  ■timoloa  wu  mida 
by  stopping  the  kymograph  for  so  many  fleoonda,  allowing  one 
eeoond  for  it  on  which  to  start. 

Progreeaive  erron  were  avoided  by  the  diatribation  of  the  trials 
according  to  this  method,  one  trial  in  eaob  gronp  being  made  in 
saocession  back  and  forth,  with  A  and  I  alternating.  Binoe  only 
two  trials  were  made  on  each  point,  the  variation  in  the  mean  resalts 
is  quite  large. 
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The  results  of  these  eight  experiments  may  be  divided  into  two 
classes  according  to  the  general  laws  which  they  express :  (1)  thoM 
in  which  the  omission  of  the  stimulus  does  sot  increase  the  discrim- 
ination-time to  any  marked  degree,  namely  III,  IV,  VI,  VII,  and 
VIII ;  and  (2)  those  in  which  the  discrimination -time  was  increased 
nearly  proportionally  to  the  time  the  stimulns  was  omitted,  namely 
I,  II,  and  V. 

In  the  first  class  wc  observe  that  the  time-suggestion  was  complete 
or  nearly  so.  The  observer  looked  at  the  disk  and  saw  it  grow 
brighter  when  there  was  no  physical  change  in  the  Intensity  of  its 
brightness,  in  nearly  the  same  time  as  when  there  vas  an  actual 
physical  change. 
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Id  the  secoDd  class,  the  illasiou  occurs  sometimes  as  in  the  first, 
bat  when  it  does  not  occur  the  discrimination-time  is  shortened. 
This  shortening  may  then  be  considered  as  a  partial  illusion,  which 
is  expressed  in  column  L  There  is  only  a  difference  of  degree 
between  the  two  classes.  All  observers  were  more  or  less  deceived. 
The  comparative  extent  of  the  illusion  can  be  seen  by  a  glance  at 
column  I  in  each  section  of  the  table. 

There  are  especially  two  reasons  why  this  colored  disk  was  so 
efficient  in  producing  the  illusions.  First,  a  memory  image  of  the 
first  intensity  had  to  be  compared  with  a  later  intensity.  A  memory 
image  of  color  is,  however,  easily  retained  as  long  as  was  here 
required.  But,  secondly,  this  was  made  difficult  by  the  gradual 
transition.  A  gradual  change  must  be  much  greater  than  an  abrupt 
one  to  be  perceived. 

Since  the  whole  range  for  change  in  intensity  of  the  light  at  the 
rate  employed  was  traversed  in  16  seconds  and  the  light  was  pre- 
sented when  it  was  at  half  intensity,  it  took  only  8  seconds  to  bring 
it  to  its  full  intensity,  where  it  remained  constant.  Hence  those 
who  required  more  than  8  seconds  for  discrimination  perceived  the 
difference  when  the  intensity  had  actually  been  constant  for  some 
time. 

Besides  the  general  fact  of  the  existence  of  the  illusion,  the  follow- 
ing four  points  have  been  established  by  this  series  of  experiments. 

1.  Suggestion,  as  a  neglected  quantity,  vitiates  a  vast  amount  of 
laboratory  experiments  on  perception  of  liminal  differences. 

2.  The  influence  of  suggestion  is  not  always  avoided  by  requiring 
the  observer  to  discriminate  between  two  stimuli,  either  of  which 
may  appear,  because  he  may  unconsciously  look  for  only  one  of 
them  or  by  some  trivial  circumstance  suggest  to  himself  that  a  par- 
ticular one  of  the  two  will  appear  ;  and  if  sufficient  time  be  allowed, 
the  illusion  may  occur  just  as  if  one  definite  stimulus  had  been 
expected. 

3.  If  an  observer  begins  an  experiment  warned  against  illusion 
and  determined  not  to  be  deluded,  this  negative  suggestion  may  be 
overcome  by  repetition  of  the  real  stimulus,  and  the  positive  sug- 
gestion will  delude  him  as  if  he  had  been  unwarned. 

4.  Discrimination  for  liminal  differences  depends  largely  on  the 
regularity  with  which  the  physical  stimulus  is  applied  after  the 
warning.  If  the  stimulus  be  unexpectedly  delayed,  the  observer  will 
in  some  instances  perceive  smaller  objective  differences  than  ordi- 
nary, but  more  frequently  he  falls  into  an  illusion,  partial  or  total. 
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JBcUlucincUions  of  an  olject. 

Most  of  ray  experimenti}  have  been  designed  to  produce  hallucina- 
tions or  illusions  of  single  qualities  or  differences  in  qualities  of 
objects.  Can  hallucinations  of  complete  objects  be  produced  in  the 
same  way?  That  they  can,  may  be  positively  inferred  from  the 
results  already  obtained,  but  I  have  made  a  simple  test  to  prove  it 
directly. 

The  object,  of  which  a  hallucination  was  to  be  produced,  was  a 
blue  bead,  spheroidal,  the  shortest  diameter  being  1.8"*"*  and  the 
longest  S.S"*'".  It  was  suspended  by  a  fine  black  silk  thread  in  front 
of  the  center  of  a  black  surface,  which  was  surrounded  by  a  white 
circular  border  whose  inside  diameter  measured  50"".  By  a  con- 
cealed device,  the  bead  could  be  drawn  away  and  replaced  without 
the  observer's  notice. 

The  apparatus  was  placed  on  the  wall  facing  the  door  in  the  dark 
room,  so  that  when  the  door  was  open  the  observer  could  walk  up  an 
aisle  in  front  of  the  door,  constantly  having  the  apparatus  in  line 
level  with  his  eyes.  The  experimenter  was  seated  by  a  table  in  the 
dark  room,  ostensibly  to  keep  record,  but  really  in  order  to  manipu- 
late the  apparatus.  The  tests  were  made  during  daylight ;  to  avoid 
the  shadows  of  the  dark  room  and  secure  a  fairly  constant  light,  an 
incandescent  light  was  kept  burning  in  the  ceiling  of  that  room.  It 
was  essential  that  the  light  should  be  fairly  constant  only  during 
one  experiment. 

A  tape  line  was  stretched  from  the  apparatus  to  a  point  6.5" 
directly  in  front  of  it.  The  method  employed  was  to  first  show  the 
observer  the  bead  in  its  position,  then  require  him  to  go  to  the  further 
end  of  the  tape  line  and  walk  slowly  up  towards  the  apparatus  until 
he  could  first  see  the  bead  distinctly.  When  he  saw  the  bead,  he  read 
off  the  distance  from  the  apparatus  on  the  tape  line.  I  recorded 
the  distance  while  he  went  back  to  repeat  the  trial  19  times  in  the 
same  way. 

In  tlie  first  ten  trials,  the  physical  conditions  were  similar  and 
he  saw  the  bead  at  different  distances  with  but  a  small  variation. 
While  he  went  back  to  start  for  the  eleventh  time,  I  pulled  a  cord 
which  slid  the  bead  behind  the  frame.  The  observer,  not  knowing 
this,  walked  up  as  usual,  and  when  he  came  to,  or  a  little  beyond,  the 
point  where  he  expected  to  see  it,  he  generally  did  see  it,  and  read 
off  the  distance  as  before.  While  he  looked  at  the  tape  line  I  slid 
the  bead  back  in  place. 
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As  a  rule,  the  eleventh,  sixteenth,  eighteenth  and  twentieth  trials 
were  made  with  the  bead  withdrawn. 

I  did  not  make  the  test  statistical  at  all,  though  it  is  simple  and 
well  adapted  for  examination  of  great  numbers  of  individuals  if  due 
precaution  be  taken. 

About  two-thirds  of  the  persons  I  tried  were  hallucinated.  They 
knew  wheuy  where  and  how  to  see  the  bead,  and  this  was  sufficient  to 
project  the  mental  image  into  a  realistic  vision.  This  qualitative 
result  was  all  that  I  desired  to  obtain  and  I  carried  the  experiments 
no  further. 

Hallucinations  of  sound. 

There  are  three  prominent  difficulties  that  confront  us  in  trying  to 
produce  hallucinations  of  sound  experimentally  in  normal  life.  (1) 
It  is  almost  impossible  to  separate  the  required  sound  from  other 
external  sounds  and  from  the  subjective,  or  entotic,  sounds.  (2) 
Regulating  and  measuring  the  physical  stimulus  does  not  regulate 
and  measure  the  resultant  sensation.  (3)  It  is  difficult  to  induce  a 
firm  expectation  of  the  sound  by  circumstantial  suggestion. 

The  immediately  following  tests  were  of  a  precursory  nature,  and 
were  not  carried  out  with  any  scientific  thoroughness,  but  some  of 
the  general  observations  may  be  of  interest. 

A.     Preliminary  tests. 

1.  The  graphic  method  of  recording'  was  used,  and  the  observer 
occupied  the  dark  room.  After  a  regular  warning  (one  tap  on  an 
electric  bell)  faint  clicks  were  given  on  a  telegraph  sounder  placed 
on  a  table  by  which  the  observer  was  seated.  There  was  no  strong 
resemblance  between  these  clicks  and  the  sound  of  the  bell.  The 
warning  was  repeated  every  six  seconds,  and  three  clicks  were  given 
in  rapid  succession  two  seconds  after  the  warning.  The  suggestion, 
induced  by  experience,  was  that  these  sounds  would  recur  regularly 
in  the  same  order.  When,  however,  the  experimenter  caused  an 
exception  to  this  order,  by  occasionally  not  giving  the  clicks  after 
the  warning,  the  sound  of  the  warning  frequently  directed  expectant 
attention  so  strongly  to  the  sequel,  that  the  observer  thought  he 
heard  the  clicks  also. 


'  Buss,  Investigations  in  reaction-time  and  attention,  Stud.  Yale  Psych.  Lab.,  1892- 
1893  I  1. 
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The  time  between  the  waniing  and  the  8timala8  wm  made  as  long 
as  two  seconds  to  avoid  the  probabiUty  of  automatic  reaetioiL 

The  clicks  from  the  sounder  were  too  unfamiliar  and  strange,  and 
hence  difficult  to  reproduce.  They  had  to  be  made  so  faint  that  the 
observer  did  not  feel  certain  about  his  discriminations, 

2.  Instead  of  this  stimulus  I  tried  the  efficiency  of  a  click  pro- 
duced in  a  telephone  by  closing  the  circuit  This  bad  the  same 
difficulty,  and  the  additional  disadvantage  of  being  definitely  located 
in  the  diaphragm  of  the  telephone. 

3.  The  effect  of  a  constant  sound  from  a  tuning  fork  waa  then 
tried.  A  250  v.  d.  fork  was  kept  vibrating  before  a  telephone  in  « 
distant  room,  and  by  means  of  resistance,  the  sound  received  at  the 
telephone  in  the  dark  room  could  be  so  adjusted  that|  allowing  for 
all  fluctuations,  it  would  still  be  decidedly  above  the  threshold  of 
perception. 

The  observer  was  required  to  tap  a  key  at  a  convenient  rate,  in 
circuit  with  the  recording  drum,  as  long  as  he  heard  the  sound.  It 
is  a  normal  experience  that  sounds  or  tones  of  this  character  are 
readily  reproduced  as  hallucinations,  but  for  experimental  purposes 
I  could  not  get  a  suggestion  definite  enough. 

Instead  of  inducing  a  conviction  that  the  sound  was  continuous, 
the  very  fact  that  the  observer  was  asked  to  react  as  long  as  he 
heard  the  sound  intimated  that  there  would  be  an  interruption. 
Notwithstanding  this  vagueness,  several  observers  were  so  strongly 
hallucinated,  that  when  the  stimulus  was  withdrawn,  they  still  kept 
on  reacting  until  stopped.  The  stimulus  had  been  applied  long 
enough  to  produce  a  definite  sensory  image  of  the  sound  ;  when  the 
stimulus  was  withdrawn  an  after-image  of  it  persisted  for  a  moment, 
then  the  hallucinatory  sensation  persisted  the  better,  because  there 
was  no  contrasting  sound  to  disturb  or  rectify  it. 

4.  In  order  that  an  assurance  of  the  continuity  of  the  sound  should 
be  resolutely  induced  by  auto-suggestion,  I  next  tried  the  tick  of  a 
clock  for  stimulus.  The  sound  was  transmitted  from  the  clock  to 
the  dark  room  by  the  Blake  transmitter  with  telephone  connections 
in  which  an  open-circuit  key  was  inserted.  The  intensity  of  the 
sound  was  regulated  by  resistance  so  as  to  be  above  the  threshold  of 
distinct  perception  when  the  observer's  attention  was  at  its  lowest 
point  while  he  was  listening. 

The  advantage  of  this  stimulus  was  that  the  tick  of  a  clock  is 
familiar  and  a  memory  image  of  it  is  easily  retained.    It  was  reg- 
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alar,  definite  and  continuous.  The  observer  knew  I  was  recording 
his  reaction,  but  he  did  not  know  how  or  why. 

Without  the  use  of  any  warning,  he  was  asked  to  give  four  sets  of 
reactions,  namely :  (1)  every  second  tick,  (the  clock  ticked  80  times 
per  second)  ;  (2)  every  fourth  tick  ;  (3)  every  fifth  tick  ;  (4)  every 
tenth  tick.  By  these  reactions  the  beats  would  be  grouped  with 
accent  as  in  musical  time.  The  observer  would  fairly  throw  himself 
upon  the  rhythmic  movement,  and,  as  he  surrendered  himself  to  it, 
a  constant  inhibiting  effort  had  to  be  exerted  in  order  to  keep  the 
reaction  from  anticipating  the  tick  and  gradually  accelerating  the 
rate. 

It  has  been  observed  by  M#nstbbbbbg*  that  a  brief  interruption 
in  a  stimulus  of  this  kind  will  be  bridged  over.  The  same  principle 
was  involved  in  the  experiments  of  Ubbantschitsch',  N.  Langb', 
EcKENBB*,  Pace\  Mabbb*,  and  others  who  studied  the  fluctuation  of 
attention  to  liminal  sensations. 

Frequently,  in  my  experiments,  from  1  to  10  ticks  could  be 
omitted  and  the  observer  would  bridge  it  over.  But,  what  is  more 
remarkable,  the  hallucinatory  sensations  would  sometimes  rule  out 
the  sensation  directly  caused  by  the  stimulus,  so  that  the  observer 
would  e.  g.  react  for  16  ticks  while  in  reality  only  12  were  produced 
in  that  time. 

Such  hallucinations  may  be  due  to  the  tendency  in  an  observer  to 
accelerate  any  rythmic  movement  as  it  progresses. 

5.  The  next  apparatus  was  constructed  so  as  to  produce  a  given 
sound  at  regular  intervals.  Two  contacts  on  the  kymograph  were  so 
connected  with  magnets  on  a  stop-watch  that  when  the  first  contact 
was  made  one  magnetic  armature  was  drawn,  closing  the  circuit 
which  included  an  isolated  260  v.  d.  tuning  fork  and  the  primary 


^  MuKSTMBBERO,  Schwankungen  der  Atifinerksamluit^  Beitr.  zur  ezp.  Psych.,  Vol.  I, 
No.  2  p.  69. 

*  Urbantschitsch,  2iwr  Lehre  von  der  SchaUempfindung^  Archiv  1  d.  ges.  Physiol. 
(Pfl&ger),  ISSl  XXIY  674;  Debar  atUjecHven  Sehwaiikungen  der  IntensiicU  aku8Hsc?ier 
Empftndungen,   Archiv  t  d.  ges  Physiol  (Pfluger),  1882  XXVII  436. 

*  Langb,  Beiirdffe  zwr  Theorie  der  einnlichen  Au/merksamkeil  und  der  activen  Apper^ 
eeption,  Phil.  Stud.,  1888  IV  390. 

^  EOKKNXB,  Untersuchungen  iiber  die  Schwankungen  der  Auffassung  minimcUer 
Siwnetreize,  Phil.  Stud.  1893  VIII  343. 

*  Paob,  Zttr  Frage  der  Schwankungen  der  Aufmerksamkeit  nach  Vereuehen  mit  der 
Mastonachen  Sdmhe,  PhiL  Stud.,  1893  VIII  388. 

^ILarbb,  Die  Schwankungen  der  Oeeichtsempfindungen,  Phil.  Stud.,  1893  VIII  615. 
4 


fiO  C.  K  Seashore, 

ooil  of  an  mdnotorinm  ;  and  when  the  second  eontaot  was  made  the 
other  armature  was  drawn,  breaking  the  oirooit.  The  seoondaiy 
current  from  the  inductorium  completed  a  circuit  through  telephones 
in  the  dark  room. 

The  kymograph  was  run  at  the  rate  of  one  revolution  in  ten 
seconds,  and  the  contact  points  were  opposite  each  other ;  henoe^  the 
sound  was  sent  through  for  five  seconds  and  then  interrupted  for 
five  seconds.  In  this  way  a  uniform  alternation  could  be  continued 
indefinitely  by  keeping  the  kymograph  wound  at  a  constant  tension. 

The  closing  of  the  circuit,  which  produced  the  stimulus,  started  the 
stop-watch,  and  the  observer's  reaction  stopped  it.  The  time. and 
regularity  of  the  reaction  were  determined  by  the  indications  of  the 
watch. 

Two  telephones  were  similarly  connected  in  the  same  circuit  and 
held  one  to  each  ear.  When  they  were  similarly  adjusted,  the  sound 
was  localized  at  the  root  of  the  tongue  in  the  median  plane  of  the 
head  ;  and,  according  as  one  was  pressed  relatively  closer  to  the  ear, 
the  sound  was  localized  to  that  side.  But  the  contact  of  the  tele- 
phones with  the  ear  caused  a  disturbance,  and  it  was  difficult  to 
adjust  the  two  alike.  Therefore  the  two  telephones  were  perma- 
nently fixed  facing  each  other,  150^"*  apart,  in  such  a  position  that 
when  the  observer  was  seated  his  head  would  be  midway  between 
the  two.  The  advantage  of  this  was  that  the  sound  seemed  to  fill 
the  room  and  could  not  be  definitely  localized. 

The  aim  of  the  experiment  was  to  produce  hallucinations  of  this 
sound  by  repeating  it  until  the  observer  had  taken  up  the  rhythm 
and  acquired  a  clear  mental  image  of  its  character. 

The  observer  was  required  to  react  every  time  the  sound  recurred. 
After  he  had  continued  to  do  this  regularly  a  short  while,  the  sound 
was  occasionally  cut  out  by  means  of  a  switch.  If  a  hallucination 
had  been  aroused,  the  observer  would  contiuue  to  react,  as  was  fre- 
quently the  case,  for  over  a  minute,  when  there  was  no  stimulus 
present. 

But  here  again  the  very  suggestion  raised  a  doubt  in  the  mind  of 
some  observers  ;  and,  by  actual  experiment,  I  found  that  the  discrim- 
ination for  sound  is  finer  when  the  sound  is  interrupted  at  intervals, 
as  here,  than  when  it  is  continuous.  Therefore  this  method  wis 
also  abandoned  after  some  trials,  and  the  real  experiments  I  care- 
fully carried  out  were  made  by  the  apparatus  and  method  now  to  be 
described. 
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B.     Main  experiments  on  auditory  hallucinations. 

The  apparatus  for  this  series  of  experiments  was  so  constructed 
as  to  produce  a  sound  whose  quality  was  constant,  and  whose  inten- 
sity could  be  varied  at  a  desired  rate. 

A  250  V.  d.  tuning  fork,  in  an  insulated  box,  was  kept  vibrating  in 
the  primary  circuit  of  an  inductorium.  The  induced  current  was 
completed  through  a  telephone  circuit  in  the  dark  room  and  could 
be  broken  by  a  switch.  The  telephone  was  fastened  near  the  ceiling 
in  such  a  position  that  it  was  75^™  back  of,  and  150^'°  above,  the  ears 
of  the  seated  observer.  This  secured  the  same  effect  as  the  two 
telephones  in  the  preceding  arrangement,  and  the  sound  seemed  to 
be  distributed  throughout  the  room.  The  quality  of  the  sound  was 
not  a  tone,  but  rather  a  distinct  buzz,  the  result  of  the  interrupted 
current.  Telegraph  sounders  were  used  for  signals,  one  in  the  dark 
room  and  one  in  the  experimenter's  room. 

The  method  pursued  can  be  best  understood  by  examining  the 
collective  records  in  Table  XIV  with  the  following  explanation  in 
mind. 

The  observer  occupied  the  dark  and  quiet  room  (a  room  with 
double  padded  walls  supported  on  rubber  disks  so  as  to  exclude  sight 
and  sound  disturbances).^  After  I  had  given  him  a  trial  signal  and 
produced  the  stimulus  for  his  recognition,  the  instructions  were 
essentially  :  "  The  signal  means,  Listen ;  every  time  you  receive  it, 
listen  attentively  until  you  hear  the  sound,  and  when  you  first 
perceive  the  stimulus,  react.  That  reaction  will  indicate  the 
threshold  for  your  perception  of  sound." 

The  intensity  of  the  sound  was  regulated  by  means  of  the  induc- 
torium. When  the  secondary  overlapped  the  primary  coil  the 
indicator  pointed  to  zero,  and  the  sound  was  at  its  greatest  intensity. 
As  the  secondary  coil  was  moved  back  from  the  primary,  the 
intensity  of  the  sound  decreased  in  a  ratio  favorable  to  the  relative 
measure  required.  The  figures  in  the  record  give  the  number  of  cm. 
by  which  the  coils  were  separated.  This  is  made  the  arbitrary 
measure  of  the  physical  stimulus. 

At  the  moment  the  signal  was  given,  the  secondary  coil  was 
started  so  far  down  the  scale  that  the  sound  produced  would  be 
below  the  threshold  of  perception,  and  then  moved  toward  zero  at 


^  Bliss,  Invtstigaiions  in  reactxon-timt  and  atttntion^  ^i\x^.  Yale  Psych.  Lab.,   1892- 
1893  I  2. 
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the  regular  rate  of  0.5®*°  per  second.    Thus  if  the  starting  point 
26*^",  and  the  point  when  the  reaction  occurred  20*",  it  required  10 
seconds  to  reach  the  threshold. 

When  the  stimulus  had  been  given  about  ten  successive  times, 
approximately  once  in  20  seconds,  I  continued  to  give  the  signal 
regularly,  but  occasionally  cut  out  the  sound  with  the  switch  before 

Table  XIV. 
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0,  observers. 

P,  point  on  the  scale  of  the  inductorium 
at  which  the  indicator  was  started. 

S,  point  at  which  the  stimulus  was 
perceived. 

MV,  mean  variation. 


NS^  number  of  trials  in  *S. 

H,  point  at  which  the  hallucinatioD  was 
realized. 

NH,  number  of  halluclDations  in  H, 

F,  number  of  failures  to  realise  the  hal- 
lucination in  the  limited  time. 


the  signal  was  given.  I  moved  the  indicator  up  the  scale  at  the 
same  rate  as  before,  in  order  to  get  an  expression  for  the  time- 
relatiun  of  the  hallucination,  which  could  be  interpreted  in  terms  of 
the  rest  of  the  record. 
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Table  XIY  contains  the  record  of  the  experiments  on  19  persons, 
quoted  in  the  order  the  tests  were  made  ;  negative  as  well  as  positive 
resalts.  It  is  not  merely  a  statistical  fragment,  but  is  intended  to 
give  the  reader  an  opportunity  to  trace  the  actual  procedure  and 
experience  in  a  test  of  this  kind. 

To  explain  the  table,  25  at  the  head  of  column  P  in  the  record  of 
observer  I  means  that  the  secondary  coil  was  started  25*^"  down  the 
scale  from  the  primary  coil  every  time  the  signal  was  given.  20.8  in 
column  S  indicates  (1)  the  relative  intensity  of  the  sound  when  first 
heard,  and  (2)  the  time  required  for  the  stimulus  to  rise  to  this 
intensity  after  the  signal.  The  higher  the  number,  the  weaker  the 
sound  it  represents,  and  vice  versa. 

We  may  designate  the  movement  of  the  secondary  coil,  0.5*^™  per 
second,  as  an  increase  of  one  degree-second  in  the  intensity  of  the 
stimulus.  Thus,  on  the  average,  observer  I  perceived  the  sound 
after  an  increase  of  8.4  degree-seconds  from  the  starting  point ; 
observer  II,  10.8  degree-seconds,  etc.  No  sound  was  produced  physi- 
cally, still  observer  I  heard  it  22  sec.  after  the  signal.  2  in  column 
F  means  that  in  that  experiment  the  physical  stimulus  was  omitted 
twice,  but  no  hallucination  was  produced  in  the  time  allowed, 
namely,  30  sec.  When  no  hallucination  had  arisen  at  that  time,  the 
stimulus  was  applied  with  such  an  intensity  that  it  could  at  once  be 
perceived  in  order  to  keep  up  the  suggestion,  and  such  trials  were 
properly  recorded  as  failures. 

After  each  experiment  it  was  ascertained  whether  the  observer  had 
been  warned  by  any  person  or  circumstances  in  any  way  to  affect 
his  judgment.  It  was  found  that  nearly  all  those  who  gave  negative 
results  had  been  cautioned  in  some  way  to  be  suspicious,  but  this 
distinction  between  those  who  were  warned  and  those  who  were 
not  warned  cannot  be  sharply  drawn. 

The  psychological  laboratory  is  something  comparatively  new  to 
everybody.  Persons  come  in  there  to  see  new  things  and  are 
prepared  for  surprises,  if  that  be  possible.  Since  I  did  not  tell  any 
person  that  such  and  such  a  sound  will  recur  so  many  times  at  such 
and  such  a  rate,  but  left  him  to  work  up  the  auto-suggestion  for 
himself,  it  may  be  reasonably  supposed  that  every  observer  was  in 
some  degree  sceptical  as  to  the  outcome  of  an  experiment.  The 
extent  of  this  sceptical  reserve  very  largely  determined  the  degree 
of  success  in  the  experiment. 

To  shut  a  person  up  in  a  dark  room  is  to  intimate  that  he  should 
pay  attention  to  sounds.     Then  the  associations  with  the  signal  tune 
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up  the  senBorinm  to  snoh  a  tension  that  the  ezpmenoe  of  prerioiis 
sensations  is  vividly  imaged  and  the  observer,  as  it  were,  feela  and 
pictures  the  stimulus  approaching  the  threshold,  just  as  a  batter  feels 
and  sees  the  ball  approaching  him  after  it  has  left  the  hand  of  the 
pitcher.  For,  by  the  method  employed,  a  strong  association  was  set 
up  between  the  expected  sound  and  the  spatial  and  temporal 
environment. 

From  this  point  of  view,  we  may  trace  in  the  positive  and  negtk- 
tive  aspects  of  the  results  two  co-ordinate  elements ;  first  the  degree 
of  expectation,  and  second  the  power  of  vivid  imagination.  I  am 
confident  that  if  it  were  required  to  select  a  number  of  persons  who 
could  be  systematically  hallucinated  according  to  the  present 
method,  it  could  be  done  by  means  of  a  careful  preliminary  exami- 
nation of  them  in  these  two  respects. 

The  measure  here  is  only  relative  and  arbitrarily  chosen,  depending 
upon  the  law  of  increase  in  intensity  of  an  induced  current,  but  it 
serves  the  purpose  quite  as  well  as  if  the  physical  measurements  were 
absolute.  The  threshold  is  never  the  same  for  different  individuals, 
nor  is  it  constant  for  the  same  individual  at  different  times.  The 
aim  in  view  here  was  to  produce  a  hallucination  of  a  sound  such  that 
the  observer  could  say  positively,  *'  I  hear  U.^  The  intensity  of 
such  a  sound  was  determined  by  the  delicacy  of  the  observer's  audi- 
tory apparatus  and  his  accuracy  of  discrimination. 

Of  the  60  attempts  to  hallucinate,  34  were  successful  and  26 
unsuccessful,  within  the  time-limit  allowed.  This  is  a  large  proportion 
of  affirmative  answers,  when  we  consider  that  those  who  were  fore- 
warned are  included. 

After  the  hallucination  once  is  started  it  is  easy  to  continue  it,  and 
each  successive  hallucination  contributes  toward  the  building  up  of 
a  firm  expectation,  just  as  the  repetition  of  the  real  stimulus  does. 

Thus,  if  there  are  three  successful  hallucinations  and  no  failure  in 
the  first  20  trials,  it  is  very  probable  that  with  such  an  acoumolation 
of  positive  associations  the  experiment  might  with  most  observers  be 
successfully  continued  through  a  series  of  trials  without  any 
stimulus.  I  made  several  trials  on  that  point  in  addition  to  those 
recorded  in  Table  XIV.  As  a  rule,  the  hallucination  would  be  kept  up 
as  long  as  the  observer  could  continue  unabated  attention  to  it,  and 
it  would  be  rectified  as  attention  slackened  from  fatigue.  But  for 
some  observers  the  hallucination  would  continue  indefinitely ;  i.  e. 
so  far  as  ray  experiments  went,  for  when  they  had  been  hallucinated 
in  20  or  25  successive  trials,  the  experiment  had  to  be  discontinued 
on  account  of  fatigue. 
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These  experiments  forcibly  show  the  difficulty  of  exact  measure- 
ment of  mental  activities  and  the  danger  of  getting  false  results  even 
from  the  most  faithful  observer.  BLad  all  these  results  been  positive, 
it  would  have  pointed  to  a  despairing  state  of  affairs  with  regard 
to  our  ordinary  reliance  upon  the  senses.  The  experimental  psy- 
chologist will  recognize  in  the  method  here  used  (excepting  the 
omission  of  the  stimulus)  a  familiar  type  of  experiment  on  discrimi- 
nation, which  is  generally  taken  in  good  faith.  These  tests  prove  it 
absolutely  unreliable ;  one  little  circumstance  may  determine  what 
the  observer  shall  hear  or  not  hear  without  regard  to  the  physical 
stimulus. 

To  determine  the  effect  of  repetition,  I  made  the  above  experiment 
with  one  reliable  observer,  under  similar  circumstances,  at  ten  differ- 
ent times.  Each  experiment  consisted  of  twenty  trials  in  which  the 
stimulus  was  regularly  applied  in  the  first  ten  and  omitted  three  or 
four  times  in  the  last  ten  trials. 

These  ten  records  show:  (1)  He  discriminates  for  lower  inten- 
sities in  the  latter  part  of  each  experiment.  (2)  Similarly  he 
discriminates  for  lower  intensities  in  the  last  than  in  the  first 
experiments.  (3)  The  hallucination  is  successfully  produced  in  all 
but  one  of  the  thirty-seven  trials.  (4)  The  average  reaction  time  to 
the  hallucination  is  slightly  longer  than  the  reaction  time  to  the  real 
stimulus. 

That  the  reaction  time  is  shorter  as  the  experiment  progresses, 
may  be  partially  accounted  for  by  the  fact  that  time  is  more  and 
more  over-estimated  during  a  continuous  strain  of  attention. 

Using  these  ten  experiments  as  a  suggestion,  I  made  a  final 
experiment  of  twenty  trials  in  which  the  stimulus  was  never  applied. 
In  each  trial  the  observer  signalled  that  he  heard  the  sound,  and 
after  the  experiment  was  over  he  was  very  confident  that  he  had 
perceived  the  sound  distinctly. 

Beyond  the  details  discussed,  these  experiments  on  hallucinations 
of  sound  have  demonstrated  two  points  : 

1.  Hallucinations  of  sound  distinctly  above  the  threshold  can  be 
produced  experimentally  in  normal  life  by  leading  the  observer  to 
concentrate  expectant  attention  upon  the  desired  result. 

2.  Experiments  to  determine  the  threshold  for  j)erception  of 
sound  cannot  be  continued  through  a  series  of  repeated  trials,  with- 
out being  vitiated  by  the  suggestion  due  to  the  accumulating 
associations. 
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HdUttcinations  of  touch,  taste,  smeU  and  electric  atimttlaiion. 

These  tests  are  grouped  together  because  they  are  of  a  radimentarj 
nature  and  depend  to  a  great  extent  upon  the  same  principle. 
There  were  three  main  points  in  the  aim  of  the  method  :  (1)  that 
the  observer  should  clearly  recognize  the  sensation  to  be  prodaoed  ; 
(2)  that  by  repetition  it  should  become  familiar  and  definitely  asso- 
ciated with  its  cause  ;  (3)  that  the  observer  should  be  led  to  watch 
expectantly  for  it  in  the  accustomed  time  and  manner. 

Touch. 

I  will  mention  in  a  cursory  manner  the  methods  by  which  I  suc- 
ceeded to  produce  hallucinations  of  touch.  Pithballs  were  used  for 
stimuli.  The  size  and  weight  had  to  be  adapted  to  the  cutaneous 
sensibility  of  each  individual,  as  well  as  to  the  place  chosen  for 
stimulation.  I  did  not  attempt  any  definite  measurement  of  the 
size,  weight  or  momentum  of  the  impinging  disk,  but  was  satisfied 
when  the  force  of  the  stimulus  was  such  that  the  observer  could  say 
that  he  distinctly  felt  the  sensations  produced. 

According  to  the  first  method,  the  instructions  were,  "  Say  *  There ' 
every  time  I  touch  you  with  the  pithball  at  this  point "  (e.  g.  the 
knuckle  of  the  middle  finger  where  there  are  no  hairs). 

The  regular  stimulus  was  then  given  six  or  eight  times  to  build 
up  the  suggestion.  After  that  it  was  occasionally  omitted,  i.  e. 
according  to  the  accustomed  rate  at  which  it  was  expected.  The 
observer  was  seated  behind  a  screen,  and  the  experiment  was  tried 
with  and  without  warning.  When  no  warning  was  used,  the  first 
stimuli  were  given  at  a  constant  rate,  about  once  in  five  seconds. 

Some  of  the  observers  presented  the  ludicrous  spectacle  of  sitting 
behind  the  screen,  actually  feeling  the  sensation  and  confidently 
repeating,  "  There,  there,  there,"  etc.,  for  an  indefinite  time  after 
the  apparatus  used  for  stimulus  had  been  laid  aside. 

When  the  warning,  "Now",  was  used  the  stimulus  was  applied  at 
irregular  intervals.  In  this  case  time  was  no  object  in  the  reaction, 
hence  the  observer  was  not  rushed  to  give  a  hasty  judgment.  Yet 
in  about  three-fourths  of  the  cases,  the  mere  warning  was  sufficient 
to  produce  the  sensation  of  touch. 

In  a  variation  of  this  method,  the  observer  was  instructed  to  tell 
whe7i  he  was  touched  after  each  warning.  The  place  of  stimulation 
was   limited  to  the  back  of  the  right  hand   and  wrist.     I  would 
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actnally  touch  him  about  ten  times  and  then  continue  to  give  the 
warning  without  touching  him.  More  than  half  of  the  observers 
were  able  to  point  out  the  place  where  they  felt  the  hallucinatory 
sensations.  That  these  sensations  were  above  the  threshold  is 
shown  by  the  fact  that  when  the  stimulus  was  present  the  observers 
could  localize  it  correctly,  and  on  inquiry  it  was  found  that  the 
hallucinatory  sensations  sometimes  appeared  to  be  more  distinct 
than  the  regular  sensations. 

The  suggestion  was  increased  by  attaching  the  pithball  to  the 
pendulum  of  a  metronome,  by  means  of  a  cocoon  fibre,  so  that  every 
time  the  metronome  ticked,  when  the  pendulum  was  on  one  side, 
the  ball  would  drop  on  the  hand  of  the  observer.  When  it  had 
touched  about  ten  times  I  caught  the  ball  so  that  it  did  not  touch 
the  observer,  though  the  metronome  continued  to  tick  as  usual. 

The  association  of  the  touch  with  the  beat  of  the  metronome 
strengthened  the  suggestion  and  made  the  results  more  definite  and 
almost  universally  positive.  The  remarks  •* distinct",  "very  dis- 
tinct", etc.,  about  the  hallucinatory  sensation  were  frequent. 

The  most  successful  suggestion  produced  by  associating  the  touch 
with  a  sound  was,  perhaps,  the  following  : 

The  fibre  on  which  the  pithballs  were  suspended  was  attached  to 
a  special  lever  on  the  stop-watch,  in  such  a  manner  that  wben  the 
experimenter  moved  the  lever,  it  simultaneously  started  tbe  watch, 
and  dropped  the  pithball.  The  observer's  hand  was  comfortably 
adjusted  in  a  fixed  position  with  the  palm  up.  He  sat  bebind  a 
screen  and  could  stop  the  watch  by  his  reaction  on  a  key.  The  tick 
of  the  watch  was  so  loud  that  he  could  hear  it  by  paying  attention. 

In  the  first  ten  trials  he  had  learned  that  the  watch  began  to  tick 
just  as  he  felt  the  ball  touch,  and  suggested  to  himself  that  this 
association  was  permanent.  Hence,  when  after  the  tenth  trial  the 
ball  was  removed,  he  argued  that  every  time  he  heard  tbe  tick  of 
the  watch  again  the  touch  would  recur  with  it,  and  it  actually  did,  so 
far  as  most  of  the  observers'  sensations  were  concerned. 

Taste. 

An  electrical  stimulus  was  used  in  the  first  teat  on  hallucinations 
of  taste.  The  intensity  of  the  induced  current  was  regulated  by 
means  of  changing  the  distance  between  the  two  coils  of  an  ordinary 
induotorium.  One  of  the  electrodes  was  furnished  with  a  platinum 
sheet  8""^  square,  which   the  observer  applied    to    the    tip   of  his 
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tongue,  holding  the  other  in  his  hand.  The  obeerrer  was  asked  to- 
reaot  when  he  could  perceive  the  acid  taate  of  the  onrrentb  He 
stood  by  the  apparatus  and  saw  me  start  the  secondary  ochI  at  aadi 
a  point,  that,  when  moving  it  at  a  regular  rate  toward  the  primary 
coil,  the  threshold  for  perception  of  the  current  would  be  reaohed  in 
about  ten  seconds. 

This  was  repeated  ten  times,  but  the  eleventh  and  following  triala 
I  out  out  the  current  with  a  secret  switch.  The  observer  had  by 
this  time  associated  the  cause  with  the  effect,  and  elaborated  the 
image  of  the  sensation  so  thoroughly  that  he  generally  t-aated  the 
current  in  the  expected  time  and  manner. 

Gustatory  hallucinations  were  also  produced  by  associations  with 
liquid  stimulation.    The  test  is  rude  but  it  illustrates  a  principle. 

Of  six  bottles,  two  contained  pure  water,  and  the  other  four  a 
series  of  solutions  of  pure  cane  sugar ;  the  first  i^,  the  second  Ijt, 
the  third  2fi  and  the  fourth  4fi  sugar,  according  to  weight.  A 
block  was  casually  placed  in  front  of  them,  so  that  the  observer 
could  not  see  them  although  he  was  aware  that  they  stood  near  by 
him,  because  he  saw  them  when  he  received  his  instmotions.  It 
was  required  of  him  to  tell  how  weak  a  solution  of  sugar  he  could 
positively  detect.  I  took  a  glass  dropper  and  deposited  a  few  drops 
on  his  tongue,  drawing  first  from  the  two  water  bottles,  and -then 
from  the  sugar  solutions,  in  order  of  increasing  strength.  The  sugar 
was  detected  in  the  j^  or  1^  solution  the  first  trial.  Proposing  to 
repeat  the  test,  I  proceeded  as  before,  but  drew  frond  the  first  water 
bottle  every  time.  The  result  was  that  when  the  pure  water  had 
been  '^ tasted"  from  two  to  ten  times  the  observer  almost  without 
exception  detected  sugar. 

It  was  not  a  persistence  of  the  taste  from  the  first  trial,  because  in 
each  repeated  test  it  was  not  perceived  at  first. 

From  the  judgments  passed,  it  appeared  that,  though  the  dropper 
was  filled  from  the  same  water  every  time  after  the  first  trial,  the 
liquid  grew  sweeter  and  sweeter  to  the  observer,  until  he  could 
confidently  say  that  there  was  a  decided  taste  of  sugar. 

Smell. 

The  test  on  olfactory  hallucinations  was  conducted  similarly  to 
the  test  last  described. 

Twelve  bottles  containing  solutions  of  oil  of  cloves  were  arranged 
in  such  a  series  that  the  first  contained  fresh  distilled  water,  the 
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s®^^*^^  Toot  000  P**"^  ^^  ^^^  ^^  cloves,  the  twelfth  y f^nr  P*'^  ^^  ^^^  ^^ 
cloves,  and  the  intervening  ones  were  arranged  in  geometric  ratio 
according  to  strength. 

Ordinarily  the  oil  of  cloves  could  be  detected  in  some  bottle 
between  the  third  and  the  ninth  from  the  water.  I  showed  the 
observer  these  bottles  in  a  rack  and  then  asked  him  to  stand  in  the 
fresh  air  by  an  open  window  in  the  adjoining  room,  while  I  brought 
and  let  him  smell  of  the  liquid  from  one  bottle  at  a  time.  Since  he 
was  asked  to  tell  in  what  bottle  he  could  first  perceive  the  smell  of 
oil  of  cloves,  he  inferred  that  I  would  begin  with  the  weakest  solu- 
tion and  then  take  them  in  order  of  strength,  though  nothing  was 
said  to  him  about  that.  Some  time  before  the  real  experiment,  I  let 
him  smell  of  the  solutions  at  random,  so  that  he  knew  definitely 
what  to  expect,  but  in  what  he  considered  the  test,  I  brought  him 
the  water  bottle  every  time. 

About  three-fourths  of  the  persons  experimented  upon  perceived 
the  smell  of  oil  of  cloves  from  the  pure  water  bottle  when  it  had 
been  brought  from  three  to  ten  times. 

Electrical  stimulation. 

For  this  apparatus  I  used  the  inductorium  with  the  250  v.  d. 
tuning  fork  vibrating  in  the  primary  circuit. 

The  electrodes  of  the  secondary  current  terminated  in  the  bottoms 
of  two  tumblers,  filled  with  water  and  so  adjusted  in  a  frame  that 
the  observer  could  close  the  circuit  by  putting  one  finger  of  the 
same  hand  into  each  tumbler.  The  tumblers  were  filled  with  tepid 
water  and  each  one  was  supplied  with  a  rubber  support,  which 
allowed  the  fingers  to  be  immersed  1*^°*  in  the  water. 

By  eight  or  ten  trials  I  first  found  the  threshold  at  which  he 
could  perceive  the  stimulus,  i.  e.  the  ordinary  tickling  sensation  pro- 
duced by  the  interrupted  current,  then  I  left  it  stationary  so  far 
above  the  threshold  that  the  current  must  necessarily  be  perceptible 
during  all  ordinary  physical  and  mental  fluctuations.  The  stop- 
watch was  so  connected  with  a  rocking  commutator  in  the  secondary 
circuit,  that  when  the  commutator  closed  the  circuit  and  thereby 
applied  the  stimulus,  it  simultaneously  started  the  stop-watch.  The 
observer  stopped  the  watch  with  his  reaction. 

He  was  seated  behind  a  screen  and  could  not  see  the  watch  and 
the  commutator,  but  could  hear  the  former  faintly.  The  instruction 
was  that  he  should  associate  the  tick  of  the  watch  with  the  electrical 
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stimulation.  He  was  asked  to  react  when  he  first  perceived  the 
scDsation  produced  by  the  current,  after  the  warning  "  Ready.^ 

To  limit  the  suggestion  I  made  the  interval  between  the  warning 
and  the  application  of  the  stimulus  very  irregular.  The  observer 
began  to  hear  the  tick  of  the  watch  the  same  instant  he  felt  the 
shock  from  the  stimulus.  This  was  repeated  ten  times,  and  after 
that  the  stimulus  was  occasionally  omitted  but  the  warning  given 
and  the  watch  started.  When  nothing  was  said  about  the  watch, 
the  hallucination  very  seldom  failed  to  appear,  but  when  the  observer 
was  positively  warned  not  to  let  himself  be  influenced  by  the  sound 
the  hallucinations  were  less  frequent.  When  the  watch  was  not 
used  and  the  warning  was  still  given  regularly  in  the  preparatory 
trials,  only  a  small  per  cent,  of  the  observers  were  hallucinated. 

In  this  test,  as  in  the  first  test  on  taste,  fear  or  excitement  may 
have  been  the  immediate  cause  of  the  hallucination  for  some  observ- 
ers.    In  that  respect  these  tests  are  exceptional. 

Though  I  have  cited  no  measurements  on  this  class  of  hallucina- 
tions I  have  the  experimental  evidences,  which  might  have  been 
thrown  into  tables  here  had  it  not  been  superfluous,  after  the  reports 
on  sight  and  sound. 

Conclusions. 

From  this  series  of  experiments  the  following  conclusions  may  be 
drawn. 

1.  Hallucinatory  sensations  of  liminal  intensities  of  touch,  taste, 
smell  and  electric  shocks  may  be  experimentally  produced  in  normal 
life. 

2.  According  to  the  methods  here  employed,  these  hallucinations 
were  produced,  (1)  by  leading  the  observer  to  expect  the  respective 
sensations  at  a  certain  time  and  in  a  definite  manner;  (2)  by  associ- 
ating the  desired  sensations  with  a  warning  ;  and  (3)  by  associat- 
ing them  with  simultaneous  and  continuous  stimulations  of  other 
senses. 

General  remarks  on  the  exjyerirnents  in  Part  Second, 

The  general  principle  here  studied  belongs  to  the  realm  of  the 
influence  of  feeling  in  perception  ;  but  this  series  of  experiments  is 
limited  to  the  influence  of  the  more  intellectual  emotions,  and  these 
are  reduced  to  a  minimum  as  in  the  process  of  deliberate^  voluntary, 
expectant  attention  in  normal  unexcited,  ifitelligent  persons. 
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ciple  by  which  it  produced  or  served  as  a  stimulos,  and  an  actual 
example  of  the  character  of  the  stimulation  was  produced.  Hence 
he  acquired  an  image  of  the  given  sensation,  and  an  idea  of  the 
process  by  which  it  was  produced  and  began  to  associate  them  as 
cause  and  effect.  It  was  next  necessary  that  he  should  suggest  to 
himself  the  fact,  manner,  and  timp  of  the  recurrence  of  the  sensation. 
The  methods  were  such  that  he  would  build  up  this  suggestion  by  a 
series  of  associations  which  may  be  reduced  to  the  following  four 
classes. 

1.  The  observer  was  by  his  own  choice  and  interest  led  to  notice 
the  manipulations  of  the  apparatus  and  form  a  definite  association 
between  the  action  of  the  apparatus  (or  his  change  of  relation  to  it) 
and  the  resulting  stimulation,  so  that  he  knew  what  the  result  would 
be,  that  he  would  perceive  it,  and  when  he  must  expect  it,  e.  g.  in 
the  experiment  with  the  heated  wire  and  with  the  bead. 

2.  A  signal  or  warning  became  associated  with  stimulation  in 
certain  qualities  and  in  time  succession,  e.  g.  in  the  light  and  the 
sound  experiments.  The  observer  suggested  to  himself  certain 
permanent  relations  between  the  signal  and  the  sensation,  without 
having  been  told  anything  to  that  effect.  The  signal  aroused  the 
mental  image  and  in  the  absence  of  any  inhibition  it  realized  itself 
in  the  customary  time  and  manner. 

3.  When  the  apparatus  was  not  in  view  and  no  signal  was  used, 
a  rhythmic  order  of  the  recurrence  of  the  sensation  was  sometimes 
set  up,  e.  g.  in  the  hallucinations  of  the  tick  of  the  clock  and  some 
of  the  tactual  hallucinations.  The  physiological  tendency  toward 
rhythmic  action  and  the  mental  associations  of  regular  recurrence 
established  a  firm  auto-suggestion  upon  false  grounds. 

4.  By  syna^sthesia  one  sensation  brought  forth  another  sensation. 
A  certain  stimulation  produced  not  only  the  corresponding  sensation 
but  also  associated  sensations  of  the  same  sense  or  of  entirely 
different  senses.  This  is  more  or  less  included  in  the  three  preceding 
methods,  but  it  is  particularly  involved  in  the  test  on  electric  stimu- 
lation and  some  touch  and  taste  experiments. 

Expectant  attention  is  the  unitary  principle  in  all  these  kinds  of 
suggestion.  By  it  a  lifelike  image  of  the  sensation  was  awakened 
and  the  judgment  of  the  observer  was  so  profoundly  influenced  by 
this  that  he  convinced  himself  of  the  actuality  of  the  sensation  for 
which  no  corresponding  physical  stimulus  existed. 


Measurements  of  illttsions  and  hallucinations  in  normal  life,     63 

PART  THIRD. 

Some  conclusions  and  deductions. 

The  following  statements  are  deductions  that  seem  to  be  justified 
by  the  experimental  data  and  the  facts  established  by  them. 

Experimental, 

Judgments,  which  were  the  phenomena  measured  in  this  investiga- 
tion, do  not  depend  alone  on  the  particular  sensations  judged,  but 
also  on  other  sensations  and  on  interest,  imagination,  and  expecta- 
tion, in  which  feeling  predominates  ;  attention  and  motor  readiness, 
where  will  predominates  ;  and  memory,  discrimination,  and  associa- 
tion, where  thought  processes  predominate.  Many  of  the  associa- 
tions and  states  of  mental  preparedness  depend  upon  suggestions 
from  the  environment.  A  seemingly  insignificant  word,  thing,  or 
circumstance  may  determine  what  the  observer  shall  perceive  or  not 
perceive. 

The  effect  of  disappointed  expectant  attention  in  judgment  of 
weight  is  shown  in  Part  First ;  and  it  is  reasonable  to  suppose  that 
it  enters  into  other  classes  of  precepts  in  a  similar  manner.  In  Part 
Second,  the  effect  of  expectant  attention  which  frequently  realizes 
its  object  is  set  forth.  In  most  psychological  experiments  it  is  nec- 
essary to  secure  close  attention.  It  is  well  known  that  by  inatten- 
tion an  endless  number  of  errors  occurs,  but  it  is  often  overlooked 
that  forced  attention,  which  necessarily  rises  into  expectation,  is  one 
of  the  factors  that  must  be  carefully  guarded  against  in  experiments 
on  liminal  differences.  An  inference  which  I  consider  legitimate  in 
regard  to  all  these  results  is,  that  if  there  is  so  great  deception  in 
perception  of  small  differences,  there  is  a  corresponding  deception  in 
regard  to  details  in  perception  of  large  objects  or  groups  of  objects. 

The  experiments  in  Part  Second  demonstrate  four  different  meth- 
ods in  which  this  vitiating  effect  of  expectation  may  enter. 

1.  Attention  to  the  associations  between  a  sensation  and  a  definite 
process  of  physical  stimulation  may  cause  an  illusory  interpretation 
of  the  sensation  or  cause  the  sensation  to  occur  without  the  physio- 
logical modification  by  the  external  stimulus.  The  experiments  on 
hallucinations  of  temperature,  e.  g.  prove  that  our  interpretation  of 
liminal  sensations  is  utterly  unreliable,  when  we  attend  to  the  phys- 
ical stimulus  by  other  senses  than  the  one  stimulated.  Hence  if  we 
would  have  a  sensory  perception  true  to  that  normally  perceived 
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from  the  external  object,  special  precaation  mmt  be  talcsii  in  thu 
respect. 

2.  Attention  may  rise  into  a  firm  expectation  by  memns  of  a 
definite  signal  Psychologists  have  recogniaed  that  when  n  mental 
image  of  a  sensation  has  been  produced  and  a  signal  giYen,  the  time 
of  the  perception  will  be  influenced  eyen  to  so  great  an  extent  that 
so-called  negative  reactions  may  occur.  The  above  experiments 
have  proved  that  the  use  of  a  signal  in  experiments  upon  liminml 
sensations  has  a  controlling  effect  upon  the  sensation  to  follow ;  in 
view  of  these  results  it  is  necessary  to  reconsider  the  use  of  ngnals 
in  the  customary  way. 

3.  In  our  ordinary  physical  and  mental  activity  there  is  some 
degree  of  rhythm  or  time-order.  Even  if  we  guard  against  associa- 
tions with  apparatus  or  warning,  there  is  yet  a  trap.  If  anooesrive 
trials  are  given  in  some  order  so  that  the  observer  can  in  any  way 
have  reason  to  expect  the  sensation  at  a  certain  time,  the  diaorimina- 
tion  will  be  influenced.  This  applies  even  if  it  be  required  to  ^s- 
criminate  between  two  definite  sensations,  either  of  which  may 
appear.  Also,  if  two  sets  of  experiments  with  a  slight  difference  in 
the  rate  of  change,  e.  g.  be  taken  immediately  after  each  other,  the 
expectation  based  upon  the  experience  in  the  first  set  will  influence 
the  perception  in  the  second  set.  Hence  the  importance  of  arrang- 
ing single  trials,  as  well  as  sets  of  experiments,  in  the  proper  order 
so  as  to  eliminate  the  effect  of  expectation. 

4.  By  virtue  of  synsesthesia,  we  often  perceive  single  qualities  by 
two  or  more  senses.  One  sense  suggests  to  the  other  either  by  aid- 
ing in  completing  the  image,  as  sight  and  touch,  or  by  associating 
sensations  which  generally  occur  together  in  consciousness,  as  in 
combinations  of  sight  and  sound,  in  which  there  are  inferences  from 
one  to  the  other.  Therefore  it  is  important  in  laboratory  experi- 
ments to  control  the  stimulation  not  only  of  the  sense  which  is 
experimented  upon,  but  also  the  stimulations  of  those  senses  which 
may  in  some  way  be  associated  with  it  in  experience,  otherwise  the 
observer  may  easily  deceive  himself  by  taking  the  stimulation  of  one 
sense  for  the  stimulation  of  another  and  actually  perceive  the  latter. 
This  kind  of  suggestion  is  more  or  less  involved  in  all  the  preceding 
classes. 

PathologicdZ, 

1.  Illusions  and  hallucinations  and  all  the  phenomena  in  which 
they  are  the   constituent  elements  (except  those  due   to  physicil 
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pathology)  may  be  experimentally  produced  in  mild  forms  in  fairly 
normal  states,  for  the  purpose  of  studying  their  nature. 

2.  To  be  normal  is  to  have  a  firm  inhibiting  force  in  the  form  of 
discriminative  consciousness  which  checks  the  realization  of  vagaries 
of  imagination. 

3.  Experiences  in  all  forms  of  illusion  may  be  realistic.  People 
really  see  ghosts.  If  a  scientific  observer  in  the  bead  experiment 
sees  the  bead  as  real  although  there  is  no  bead,  I  do  not  think  we 
can  set  any  limit  to  what  an  excited,  imaginative  person  may  really 
see  under  circumstances  favorable  for  illusion.  Being  fully  con- 
vinced that  the  sensations  produced  by  suggestion  in  my  class  of 
observers  were,  as  a  rule,  real,  we  may  safely  infer  that  the  sug- 
gested experiences  during  hypnosis  are  as  a  rule  realistic.  Argu- 
ing by  analogy  from  the  present  experiments,  we  may  go  far  to 
explain  all  the  phenomena  which  depend  upon  sense  illusion.  The 
modern  sleight-of-hand  performer  does  not  pretend  to  do  anything 
but  delude  his  audience.  How  much  of  the  spiritualistic  seance  and 
all  the  phenomena  of  that  category  would  remain,  if  a  psychological 
analysis  of  the  illusions  were  pushed  far  enough  ?  Yet  good  men 
and  women  tell  us  those  wonderful  experiences  are  real. 

4.  Mind  acts  according  to  laws  in  normal  states,  and  abnormal 
states  are  caused  by  a  morbid  or  overstimulated  activity  of  the  same 
laws  when  some  side  of  the  regulative  activity  of  mind  is  dormant. 

5.  Gbbisikgeb'  assigns  the  following  causes  for  hallucinations : 
(1)  local  disease  of  organs  of  sense,  (2)  state  of  deep  exhaustion 
either  of  mind  or  body,  (3)  morbid  emotional  states,  (4)  outward 
calm  and  stillness  between  sleep  and  waking,  and  (5)  the  action  of 
certain  poisons.  The  experiments  I  have  made  justify  the  addition 
of  another  general  source  of  illusion,  namely,  expectant  attention. 

The  different  forms  of  suggestion  in  which  this  source  of  illusion 
is  prominent,  as  determined  in  the  experiments,  corresponds  to  the 
four  kinds  of  associations  which  constituted  the  suggestion  as 
detailed  in  the  foregoing  section.  Thus,  the  association  of  a  sensa- 
tion with  the  physical  stimulus  which  is  supposed  to  produce  it  con- 
stitutes the  virtue  of  all  the  devices  which  have  been  used  to  induce 
hypnotism, — magnets,  vials,  gongs,  crystals,  fountains,  incantations, 
and  even  the  word  and  presence  of  the  hypnotizer.  They  all  serve 
the  same  purpose  and  have  the  same  virtue,  i.  e.  they  are  the  means 
by  which  the  subject  arrives  at  a  certain  degree  of  expectation  and 
conviction. 


^  SuLLT,  lUuaiona^  p.  115. 
5 


06  C.  E.  SeoBhore, 

JEpiatemologicdl. 

A  thorough  investigation  of  the  epistemologioal  problem  begins 
with  a  study  of  the  psychology  of  perception,  the  simplest  form  of 
immediate  knowledge.  The  first  question  there  answered  will  nat- 
urally be,  '^  To  what  extent  is  our  sense-intuition  reliable  ? "  This 
part  of  epistemology  should  be  treated  in  the  psychological  labora- 
tory. Extended  laboratory  experiments  with  a  thorough  intro- 
spective analysis  must  pronounce  upon  the  psychological  problem  of 
sensory  illusions  and  hallucinations,  and  metaphysics  must  take  this 
decision  into  account. 

The  above  results  are  of  a  very  rudimentary  character  with  ref- 
erence to  this  problem,  and  they  were  not  made  with  it  especially  in 
view,  but  to  me  certain  empirical  facts  have  been  made  prominent 
and  clear. 

Looking  first  at  the   side   which   disparages  our   confidence  in 
knowledge  of  things  as  they  really  are,  the  following  considerations 
present  themselves.     All  mental  activities  are  involved  in  common 
acts  of  perception.    The  intricate  process  involved  in  the  perception 
of  a  single  quality  was  illustrated  by  the  weight  test,  and  the  same 
line   of  observation  might  be  infinitely  extended  to  show  that  to 
become  known  to  me  the  quality  of  an  object  must  enter  and  modify 
my  stream  of  consciousness  and  adapt  itself  to  it.     In  this  complex 
process  the  data  of  sense  are  profoundly  modified  by  central  states 
and  activities.     We  noticed  the  influence  of  one  of  these,  expectant 
attention,  in  its  twofold  character  as  disappointed  expectation  and 
as  realized  expectation,  when  based  upon  false  grounds.     What  we 
call  normal  perception  involves  many  illusory  influences — not  only 
those  of  physical  and  physiological  origin,  but  even  more  so  those 
due  to  the  functions  of  ideation,  memory,  and  imagination.     Indeed^ 
suggestion  and  imagination  control  all  our  perception  by  the  senses. 
Very  intelligent  men  are  liable  to  embellish  and  misinterpret  their 
sense  data  even  under  circumstances  favorable  for  accurate  percep- 
tion.    The  perception   of  liminal  diflFerences  is  subject  to  so  many 
misleading  influences  that,  as  a  rule,  it  is  extremely  unreliable  ;  and 
the  copiitive  functions  act  very  imperfectly  in  giving  us  a  detailed 
rej)resentation  of  external  objects. 

But  on  the  positive  side,  confirming  us  in  the  belief  that  somehow 
we  ])or('eive  things  as  they  are,  several  important  facts  may  be 
observed.  Illusions  work  according  to  laws  which  may  generallv  be 
determined.     x\s  these  become  known  we  may  gradually  learn  to 
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rule  out  the  illusion.  The  known  physical  and  physiological  illu- 
sions do  not  necessarily  delude  us  because  we  may  make  allowance 
for  them.  Similarly,  we  may  now  make  an  approximate  allowance 
for  the  illusions  of  weight  and  for  all  other  illusions,  due  to  intel- 
lectualized  feelings,  as  they  become  recognized.  The  view  that 
illusions  and  hallucinations  do  not  act  according  to  law  is  as  wrong 
as  the  view  that  mind  in  its  normal  capacity  is  lawless.  The  more 
thoroughly  we  become  acquainted  with  the  laws  of  illusions  the 
more  accurately  will  our  sense  perceptions  fall  in  consensus. 
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center  of  the  slot  was  a  brass  rod  R,  1^  in  diameter,  sapported  at 
either  end  by  small  blocks  2°°^  bigh.  Upon  this  rod  was  a  small 
brass  cylinder  D,  closely  fitting  bat  free  to  move,  which  acted  as  a 
carriage  for  the  second  bead  B  supported  similarly  to  the  other  two. 
It  carried  an  index  I  which  extended  over  a  scale  graduated  in  both 
directions  from  the  center  of  the  distance  between  the  two  beads. 
This  carriage  was  moved  by  an  endless  cord  passing  over  pulleys  at 
the  ends  of  the  board.  It  also  passed  over  a  wheel  W,  whose  axle 
was  supported  by  two  blocks  under  the  table  at  a  short  distance 
from  the  front  end.  By  turning  the  protruding  axle  the  observer 
could  place  the  middle  bead  wherever  he  desired.  By  pushing  the 
lever  L  the  first  bead  A  could  be  raised  and  by  pulling  it  the  third 
bead  C  could  be  raised.  This  was  done  with  the  same  hand  which 
turned  the  roller  for  the  second  bead.  From  the  rod  F  on  the  lower 
end  of  the  second  bead,  a  cord  passed  up  behind  and  over  the  index 
rod  I  of  the  carriage,  then  through  the  slot  S,  under  the  table  to  a 
screw-eye  in  the  front.  This  was  used  by  the  left  hand  and  was 
kept  stretched  by  a  small  weight. 

The  beads  were  hidden  from  the  observer  by  a  blackened  upright 
board  E.  In  this  a  slot  2™°  wide  and  W^  long  was  cut,  at  the 
height  which  the  beads  would  have  when  raised.  To  prevent  the 
eyes  from  looking  down  further  on  the  third  bead  than  on  the  other 
two,  by  virtue  of  the  visual  angle  covering  more  distance,  a  black 
tin  apron  G  was  extended  \h^^  out  from  the  slot.  The  head  was 
kept  in  the  same  position  by  putting  the  nose  at  a  definite  place 
each  time. 

The  apparatus  was  placed  on  a  large  table  and  was  raised  or 
lowered  so  that  when  the  observer  was  sitting  erect,  the  eyes  would 
be  opposite  the  slot.  The  beads  when  raised  were  in  the  direct  line 
of  vision  from  the  center  of  the  slot.  The  nose  having  been  put 
upon  this  middle  point,  each  bead  formed  the  vertex  of  an  isosceles 
triangle  made  by  the  line  of  sight  of  the  two  eyes.  No  movements 
were  necessary  except  those  of  accommodation  and  of  symmetrical 
convergence. 

Method  oj^  experbnent. 

The  experiment  began  each  time  with  the  carriage  of  the  second 
bead  ])laced  at  the  end  of  the  slot  nearest  the  observer.  All  beads 
were  out  of  sight.  By  a  push  of  the  lever  the  first  bead  was  raised, 
its  position  was  noticed  and  it  was  allowed  to  fall.  By  the  cord  in 
the  left  hand  the  second  bead  was  raised  and  dropped.     Then  by  % 
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pull  of  the  lever  the  third  was  raised  and  dropped.  The  judgment 
was  made  as  to  whether  or  not  the  second  bead  was  in  the  middle. 
If  not,  the  block  was  moved  further  away  by  turning  the  wheel  and 
the  experiment  was  repeated.  This  was  done  until  the  bead  was 
judged  to  be  in  the  middle. 

A  few  trial  experiments  showed  that  almost  the  same  results 
would  be  obtained  if  the  experiment  began  with  the  second  bead  at 
the  near  or  at  the  far  end  ;  but  as  my  judgments  always  placed  the 
bead  nearer  the  farther  end,  it  was  best  to  bring  the  slide  over  the 
greater  distance  to  prevent  the  judgment  from  being  influenced  by 
the  distance  moved.  Had  it  been  moved  otherwise  the  distance  was 
short  enough  to  have  been  remembered.  Care  was  always  taken  to 
prevent  the  judgment  from  being  influenced  by  the  distance  passed 
over  by  the  carriage,  or  by  the  amount  of  cord  passed  through  the 
hand,  or  by  the  number  of  revolutions  of  the  wheel. 

The  distance  of  the  first  bead  from  the  eyes  was  a  half  meter  ; 
this  is  not  short  enough  to  cause  any  strain.  The  third  bead  was  a 
meter  and  a  half  away  and  the  middle  point  was  600™"  from  either 
extreme.  The  part  of  the  scale  graded  from  this  point  toward  the 
eyes  was  called  negative  and  the  other  positive ;  they  were  indicated 
by  the  signs  —  and  +. 

The  experiment  was  never  continued  to  complete  exhaustion.     In 
the  first  experiments  on  myself,  I  continued  until  vision  became  very 
indistinct  and  the  third   bead  was  focused  with    great   difliculty. 
This  occurred  about  the  fortieth  experiment.     Thereafter  the  set  of 
experimf^nts  was  ended  at  the  fortieth. 

Each  individual  experiment  resulted  in  a  position  of  the  middle 
bead  somewhere  near  the  middle  point,  or  0,  between  the  two  end- 
beads.  Its  divergence  from  this  point  was  recorded  in  millimeters 
-f  or  — . 

Observer  A. 

The  first  question  to  be  considered  is  the  position  of  the  estimated 
middle  point  for  the  first  experiment  on  the  successive  days  of  work. 

The  results  are  :  during  May,  27,  60,  33,  28,  74,  97,  83,  96  ;  daring 
June,  75,  48,  48,  81,  80,  80,  90,  74,  61,  76,  86  ;  during  July,  92,  97, 
102,  92,  103,  121,  136,  126,  70,  104  millimeters,  all  being  +  or  devi- 
ations  beyond  the  true  middle.  In  all  the  experimenting  npon 
myself  the  second  bead  was  never  brought  on  the  minus  fide  and 
the  nearest  plus  was  27°™.  Thus  in  my  normal  condition  tbe  dis- 
tance between  the  two  beads  was  steadily  overestim»tea* 
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This  cliange  of  eRlimation  can  be  attributed  directly  to  fatigue  for 
the  following  resson.  When  1  began  experimenting  od  myself  in 
Hay,  I  was  in  excellent  physical  condition  and  my  other  work  waa 
not  heavy.  Much  time  was  al'terwards  required  for  outaide  work 
»nd  the  pressure  became  so  great  that  I  could  go  to  the  laboratory 
only  after  the  most  exhausting  labor.  During  the  last  few  days  of 
tlie  ex  (le rime n ting,  a  feeling  of  general  physical  depression  waa 
experienced  even  at  the  beginning  of  the  experiment.  Further 
experimenting  was  postponed  till  June. 

The  June  experiments  were  begun  at  the  end  of  a  month's  work 
of  the  most  exhausting  character.  The  outside  work  had  now  nar- 
rowed to  merely  an  employment  which  was  not  at  all  fatiguing  but 
which  prevented  any  rest-  The  wear  of  the  previous  severe  strain 
oonld  not  he  easily  repaired.  There  was  very  little  change  in  the 
physical  condition  and  the  record  shows  very  slight  variation, 

A«^  te  MmcmIu- MtAPMis  q^dtpO. 

Ncotreoord 1      3      8iSS1B>1011l]U 

ia7,a*«rage 0      3      B     SO     17     H    18    SI    30    <I     U     48    81 

June,  average 0      1      4      6     13     18     10     IB    18    »    87     41    S3 

lUj  and  June,  average....  0      S      8    13    IS    31    14    19    St    SS    40    44    4S 

No.ofreoord 14  IS  16  IT  18  19  10  31  31  13  U  U  K 

IfBf,  average U  81  G4  Tl  IT  83  79  83  80  IS  83  TG  81 

June,  average 31  31  41  S6  42  4S  44  44  48  49  48  fil  44 

UajaadJaoe,  average 41  44  51  SO  GG  83  bS  GS  53  60  63  61  61 

No-Dlrecord ST  S8  29  30  31  31  33  34  35  38  3T  SB  39    40 

Hbj,  average 93  7S  81  87  96  91  104  8ti  83  109  86  99  01  105 

June,  average 41  43  49  68  51  G3  61  60  58  68  56  65  63    66 

Ma7andJiine,average.62  S8  63  70  71  S7  78  TI  67  T3  88  18  14    SO 

During  July  the  work  was  steady  and  ezperimenta  on  the  eye* 
were  made  two  or  three  times  each  day  till  Aug.  1.  The  eyes  were 
becoming  greatly  fatigued.  The  exceptional  character  of  the  ninth 
experiment  in  July  is  due  to  the  fact  that  Sunday  intervened  between 
the  eighth  and  ninth  with  a  general  rest  of  forty-foor  honra.  The 
records  for  July  show  a  large  increase  over  the  records  similarly 
taken  in  May  and  June.  The  painful  sensations  in  the  eyes  testified 
to  fatigue.  In  the  beginning  of  the  experiment,  at  the  firat  con- 
vergence, a  severe  pain  was  often  felt  over  the  eyea.  When  any 
near  object  was  focused  the  same  painful  feeling  waa  experienced. 

A  suggestion  is  here  offered  to  the  teachers  in  primary  and  seo- 
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ondary  schools.  Where  proper  supplies  cannot  be  famished  by  the 
community,  a  large  amount  of  copying  from  a  blackboard  is  required. 
Small  children  are  frequently  compelled  to  do  this  work^  although 
the  fatigue  is  particularly  injurious  in  their  case.     They  are  not  able 
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Fig.  8. 

to  grasp  a  sentence  and  write  it  from  one  glance  ;  they  must  con- 
tinually change  their  convergence  by  looking  to  the  board  and  back. 
Even  larger  pupils  are  very  often  required  to  copy  Latin,  Greek  or 
German  from  the  board.     These  languages  not  being  familiar,  the 
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convergence  must  be  changed  for  almost  every  word.  If  such  work 
is  continued  many  minutes  in  succession,  or  for  a  short  time  every 
day,  the  evil  effect  will  be  seen  in  those  pupils  whose  eyes  are  not 
strong.  They  will  be  afflicted  with  headaches  and  will  be  greatly 
disturbed  in  the  preparation  of  lessons. 

The  second  question  for  consideration  is  the  effect  of  the  special 
fatigue  in  each  experiment  of  the  set  of  forty.  In  the  previous  par- 
agraphs only  the  first  experiment  of  the  set  was  considered.  With 
this  first  experiment  taken  as  a  standard,  any  deviation  of  the  suc- 
ceeding results  from  the  same  figure  can  be  attributed  to  fatigue 
resulting  from  the  previous  experiments  of  the  same  set.  Accord- 
ingly for  each  set  the  difference  between  each  experiment  and  the 
first  experiment  was  computed  ;  thus,  +3  for  the  second  experiment 
would  indicate  that  the  middle  point  was  placed  3"™  further  from 
the  eyes  than  in  the  first  experiment.  The  result  of  the  first  experi- 
ment was  thus  used  as  a  zero-point  from  which  to  reckon  the  effect 
of  fatigue  in  the  following  experiments. 

The  average  divergence  of  the  second  result  from  the  first  was  +  3 
for  the  eight  sets  in  May,  that  of  the  third  was  +9,  etc.  The 
complete  list  is  shown  in  Table  I,  all  the  results  being  + . 

The  table  and  the  curve,  fig.  8,  show  an  increase  from  the  very 
beginning.  In  the  curve  for  May,  in  the  second  experiment  there  is 
an  increase  of  3™"  over  the  first,  in  the  third  9™™,  and  in  the  fourth 
20""°,  and  so  on.  In  the  curve  for  June,  2""",  4°™,  and  6™°»  are  the 
increases  of  the  second,  third,  and  fourth  experiments.  In  the  com- 
posite curve  for  May  and  June  the  increases  are  2°*™,  6™™,  12™™. 
From  this  it  seems  evident  that  fatigue  begins  very  early  in  the 
experiment.  As  each  single  experiment  represents,  on  the  average, 
four  distinct  trials  at  accommodation  and  convergence  it  is  safe  to 
say  that  fatigue  sets  in  within  ten  trials,  though  it  may  not  be 
detected  by  any  painful  sensations  for  more  than  twice  that  number. 

The  increase  for  May  is  much  more  rapid  than  that  for  June. 
This  is  true  for  all  the  records.  May  ends  with  an  increase  of  105°°, 
while  June  reaches  only  to  65'"'".  While  this  may  be  attributed  in 
part  to  external  circumstances  or  physiological  conditions,  it  is  due 
to  a  large  extent  to  practice,  as  has  been  ])ointed  out  by  Feciiner.* 
Continued  practice  would  enable  the  subject  to  make  many  more 
experiments  before  exhaustion  than  were  made  in  this  series.  The 
form  of  the  curve  would  continually  vary  until  practice  had  reached 


'  Fkciinek,  Ueher  den  Gang  tier  Mu.skeliibimg^  Ber.  d.  k.-sachs.  Ges.  d.  Wiss.,  math.- 
phys.  Kl.,  1857  IX  113. 
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its  maximum.  The  general  form  would  not  be  so  much  changed, 
but  certain  parts  of  the  curve  would  be  stretched  out  as  in  the  case 
of  those  who  are  not  easily  fatigued. 

The  composite  curve  shows  that  fatigue  changes  our  estimations 
very  rapidly  in  the  early  experiments,  while  the  successive  incre- 
ments decrease  toward  the  end  of  the  set.  The  curve  rises  more 
rapidly  in  the  first  half  than  in  the  last.  The  change  in  the  last 
quarter  is  not  nearly  so  marked  as  in  the  first  quarter.  Could  the 
experiments  be  continued  to  complete  exhaustion,  the  curve  would 
assume  a  parabolic  form.  That  is,  the  observer  will  continue  to 
increase  the  overestimation  until  the  bead  reaches  a  certain  point, 
beyond  which  it  cannot  be  moved  without  the  observer,  however 
fatigued,  knowing  that  it  is  nearer  the  third  than  the  first  bead. 

The  presence  of  rhythm  is  very  marked.  It  disappears  somewhat 
in  the  composite  curves,  but  it  is  very  striking  in  the  individual 
records.  There  seems  to  be  a  rhythm  of  fatigue  throughout  the 
whole  work.  There  are  exceptions  but  they  are  few.  Rhythm  has 
been  found  in  all  the  work  in  which  fatigue  comes  in  to  modify  the 
results.  The  following  record  of  a  single  experiment  shows  the 
phenomenon.  The  figures  indicate  the  number  of  millimeters  of 
overestimation  at  each  placing. 

It  runs  81,  75,  42  (which  is  exceptional  as  they  generally  rise  from 
the  beginning),  74,  104,  120,  54,  85,  87,  97,  119,  falls  to  102,  but 
rises  immediately  to  134.  Some  parts  of  the  remainder  show  similar 
fluctuations  :  105,  100,  137,  138,  125,  129,  137,  144,  141,  115,  125,  150, 
146,  114,  164,  155,  150,  138,  186,  142,  159,  123,  172,  171,  133,  148, 
199.  This  fluctuation  reminds  us  of  Lombard's  experiments  on 
muscular  fatigue.' 

The  figures  in  Table  I  are  averaees  for  experiments  extending  over 
a  whole  month.  Thus,  the  number  105  for  the  40th  experiment  is 
the  average  of  all  the  40th  experiments  for  the  month  of  May.  It 
becomes  necessary  to  know  how  the  individual  results  differ  from 
the  average.  This  knowledge  is  obtained  from  the  mean  variation. 
Each  individual  result  used  in  an  average  had  its  difference  from  that 
average  determined  ;  thus,  each  40th  experiment  during  May  was 
compared  with  105  and  the  difference  noted.  Then  these  differences 
were  averaged,  giving  the  mean  variation  ;  thus  a  mean  variation 
was  obtained  for  the  40th  experiment,  and  likewise  for  each  of  the 
others.     The  results  are  given  in  Table  II. 


*  Lombard,    The  effect  of  fatigue  on   voluntary  nvisctilar  contractions,    Am.    Jour. 
Psych.,  1890  III  24. 
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Hie  table  and  the  curve,  fig,  9,  show  tbe  same  fact  as  the  fatigue 
«arT«  itself,  although  not  ao  marked.  The  curve  for  May  begins 
with  eight  aud  rises  to  forty-one.  The  curve  for  June  begins  with 
sixteen  and  does  not  reach  higher  than  twenty-nine,  and  then  closes 
near  its  beginning.  In  the  fatigue  cun-e  for  May  there  is  a  much 
larger  increase  than  in  that  for  June.  As  fatigue  increases  work 
becomes  more  irregular.  This  will  lie  found  also  in  the  results  of 
the  mental  and  muscular  work  which  will  be  dflsoribed  later. 

Table  n. 
Mtan  variation  in  binoeular  estimate  of  depth. 

No.ofnper I        Z       ,1        4       5        8       1        8       9  10  II  12  13 

Uvj 0        8      19      14      19      21      17      16     38  21  16  25  33 

JniiA 0      Ifi     15      15       8      22      16     n      14  16  It  19  11 

Ibyiod  June 0     13      17      16      13      13      17      17      3D  23  16  23  it 

No.o(ezpeT. M  IB  16  IT  18  19  SO  St  Sa  »  M  U  M 

Ha; IS  M  34  M  BO  S8  41  U  tt  SI  M  ST  n 

June  11  SO  IS  IB  IS  13  19  19  1«  It  1ft  19  II 

Harand  JuM IB  SB  31  ST  M  SB  SS  11  SI  Si  SB  »  It 

Ho.ofsz[Mf ST  SS  IB  SO  31  SI  SB  34  SB  S8  ST  SB  SS  4t 

Ha; 3S  38  34  34  S4  se  19  S6  S4  41  SO  Bfi  40  19 
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What  is  the  source  of  this  irregnUrit;  ?  By  an  eleotrioal  atimalni 
it  might  be  proven  that  the  fati^e  was  central,  as  waa  found  by 
MoBso'  in  muscular  fatigue.  Fatigue  in  the  physioal  organism 
might  cause  an  extension  or  contraction  of  the  estimated  distance, 
but  it  could  not  explain  the  irregular  element.  Hia  muat  be 
accounted  for  from  a  purely  psychical  staodpoint.  "Hie  will,  atten-  , 
tioD,  and  memory  were  involved  in  every  decision.  When  fatigue 
had  fully  begun,  it  required  considerable  effort  to  hold  the  attention 
on  the  position  of  the  beads  and  to  retain  in  mind  the  two  diatanoes 
to  be  compared.  Often  it  became  impossible  to  remember  with 
clearness  the  first  distance,  and  unless  the  decision  waa  made  imme- 
diately, only  two  dim  perceptions,  one  of  which  was  fast  escaping, 
were  present.  Tbe  fatigue  evidently  affects  the  attention  aud  thai 
causes  this  irregularity. 

During  the  first  week  of  July  six  sets  of  experimeuta  were  made 

'  Mosso,  Utber  die  Gtielxt  der  ErmUdung,  Du  Bois-RejmondB  Arch,  f .  Phjakil.,  1890 
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to  determine  the  relation  which  memory  bears  to  the  results.  The 
subject  would  focus  on  the  first  bead^  then  the  second,  and  then 
wait  five  seconds,  and  again  focus  the  second,  and  then  the  third. 
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The  result  is  seen  in  the  following  average  record  of  the  fatigue  : 
0,-  6,  13,  11,  7,  6,  13,  13,  20,  21,  21,  18,  28,  19,  60,  23,  39,  36,  67,  40, 
49,  38,  63,  63,  56,  54,  61,  68,  53,  42,  43,  62,  53,  63,  66,  67,  62,  50,  67, 
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ggmm^  The  effect  is  found  in  the  greater  irregularity.  As  in  the 
preceding  case,  the  increase  is  prodaced  bat  according  to  no  law. 
About  the  same  result  was  found  when  the  time  was  extended  to 
ten  records. 

Why  should  this  exhaustion  come  so  early?  Why  should  a 
fatigue  of  52"^°*  appear  in  the  twentieth  placing  while  in  the  regular 
work  it  was  not  reached  before  the  fortieth?  The  explanation  is 
perhaps  as  follows.  When  the  subject  raised  the  first  bead  and 
then  the  second,  he  formed  a  mental  picture  of  the  distance.  He 
waited  five  seconds  and  raised  the  third  bead.  Now,  two  positions 
are  held  in  memory  and  the  third  is  before  him.  The  two  memory- 
positions  will  approach  each  other  as  the  time  passes,  and  the  second 
bead  will  appear  nearer  than  it  did  when  it  was  focused.  The  sub- 
ject is  not  conscious  of  this  mental  operation.  So  he  pushes  the 
second  bead  farther  from  him  than  he  would  have  done  had  no  time 
elapsed.  The  first  placing  shows  this  phenomenon.  As  fatigue 
comes  on,  our  memory  images  grow  dim  much  faster  and  conse- 
quently we  increase  the  distance  very  rapidly.  Fatigue  has  the 
same  efifect  on  memory  distance  as  the  passing  of  time.  Why 
exhaustion  comes  so  early  will  be  spoken  of  later. 

Observer  B, 

This  observer  was  a  college  student.  A  large  number  of  trial 
experiments  was  made  before  his  records  assumed  a  regular  form. 
His  irregularity  was  due  to  his  manner  of  focusing.  His  first  efforts 
were  made,  as  he  said,  in  trying  to  find  the  middle  point,  and  as  a 
result  he  invalidated  his  work  by  following  several  different  methods. 
Finally,  after  much  insisting  that  he  locate  each  bead  mentally  by 
looking  at  it  and  at  nothing  else,  his  curves  began  to  take  a  more 
regular  form.  However,  his  mean  variation  continued  largo.  This 
seems  to  indicate  an  inferior  accuracy  in  judging  depth  by  binocular 
movements.  The  large  mean  variation  doubtless  covered  in  the 
record  much  of  the  misj>lacement  that  \vas  due  to  fatigue. 

Out  of  his  numerous  records  twenty  consecutive  ones  were  selected. 
In  every  case  the  second  bead  was  placed  nearer  the  third  bead  than 
the  iirst.  The  averages  of  the  twenty  fatigue  sets  made  as  in  pre- 
ceding work  is  as  follows  :  0,  a,  7,  2,  11,  0,  IH,  IT,  15,  22,  29,  30,  25, 
27,  29,  :n,  31,  24,  32,  33,  34,  33,  33,  32,  32,  45,  31,  26,  25,  29,  31,27, 
30,  2s,  34,  'JG,  33,  31,  29,  34,  27.  As  in  the  previous  case,  each  num- 
ber represents  the  amount  of  retreat  of  the  bead  in  the   successive 
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experiments  beyond  its  place  at  the  first  experiment.    The  carve  of 
results  is  shown  in  fig.  10. 

His  fatigue  curve  does  not  reach  the  height  of  that  for  Observer 
A,  although  he  testifies  to  fatigue  in  these  notes:  ^'eyes  ache;" 
**  eyes  feel  tired  ; "  *'  extremely  tired,  eyes  worn  out ; "  "  eyes  felt 
heavy  and  tired  ;  it  was  hard  to  focus  them."  The  only  explanation 
of  the  difference  in  the  records  seems  to  be  that  the  average  of  the 
first  records  in  all  the  experiments  on  Observer  A  is  12,  while  the  aver- 
age of  his  is  175,  which  is  near  A's  fatigue  limit.     His  fatigue  range 


Fig.  10. 

could  not  extend  so  far  without  bringing  the  second  bead  near  the 
third.  Fatigue  would  not  produce  so  great  a  change  ^tbin  that 
small  space.  With  a  longer  distance  the  curves  would  be  likely  to 
come  nearer  each  other. 

B's  greatest  fatigue  was  generally  reached  several  experiment* 
before  the  set  closed.  In  the  average  curve  the  bigbest  point  if  at 
the  twenty-fifth  experiment.  This  is  true  of  the  majority  of  the 
individual  curves.  At  this  point  he  would  generally  compl«»  m 
being  "unable  to  go  much  further."  He  would  soon  feel  better 
his  record  would  show  a  less  distance  from  the  center  tban  m 
immediately  preceding  experiment. 

Fluctuations  were  present  as  in  the  case  of  Observer  A. 

Practice  had  approached  its  maximum  influence  before  Irti 
were  ended.     The  time  required  to  place  the  bead  wa«  bmm» 
than  for  other  observers.     It  required  twenty  minutes  for  Mrn^ 
the  set  of  forty,  while  it  required  thirty  minutes   for  fc 
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Blow  in  decision  and  would  often  focus  twice  or  more  witbout 
moving  the  beade.  This  extra  f'^cusisg  may  acconnt  for  the  fact  ol 
his  reaching  a  maximum  fatigne  so  early  as  the  25  ezperimeDt. 

The  mean  variations  for  hia  fatigue  curves  show  a  slight  increase 
for  succefisive  dates.  His  irregnlarily  in  the  individual  records  was 
mach  greater  than  that  of  the  preceding  observer. 

Discussion. 

What  was  the  condition  of  the  eyes  while  one  bead  was  being 
lowered  and  the  other  raised  ?  Did  they  hold  their  convergence  or 
did  they  assume  a  parallel?  To  determine  this,  a  fourth  bead  was 
set  up  just  one  meter  from  the  third.  The  first  bead  was  raised, 
noticed,  and  then  dropped.  The  eyes  were  then  focused  on  the 
fourth.  The  second  was  raised  and  dropped,  and  the  eyes  were 
again  focused  on  the  fourth.  After  the  same  action  with  the  third, 
the  judgment  was  made  as  to  whether  or  not  the  second  bead  was  in 
the  middle.  At  the  twentieth  experiment  the  eyes  were  exhausted, 
while  they  were  accnstomed  to  forty  experiments  with  the  three 
beads.  The  attention  was  so  distracted  that  it  was  ditfioult  to  place 
the  second  bead.  The  time  required  for  focusing  was  largely 
increased.  The  same  results  were  found  when  a  mark  on  a  distant 
wall  was  used  instead  of  the  fourth  bead.  The  observations  show 
thai  the  eyes  rarely  assume  a  definite  intentional  position,  but  rather 
an  easy  position  from  which  the  next  converging  can  be  done  with 
the  least  difficulty.     This  position  is  presumably  t,  parallel  one. 

In  making  these  experiments  by  putting  up  a  foDith  bead  to 
determine  whether  or  not  the  eyes  remained  oonverged  between  the 
f  ocusings,  the  attention  was  greatly  distracted.  So,  to  find  the  effect 
that  the  fatigue  of  attention  had  on  the  estimate  of  diitanee,  tlui 
bead,  marked  by  the  letter  D,  was  placed  at  a  distance  of  one  meter 
from  the  third  and  in  the  same  line  of  vision.  Ten  sets  of  experi- 
ments were  made  as  just  described,  the  average  of  whoae  fatigue  sets 
is  as  follows  :  0,  0,-2,  7,  13,  13,  16,24,22,20,30,44,32,88,60,47,52, 
fi4,  60,  54.  The  highest  effect  of  fatigue  is  60°"°,  which  is  about  ths 
sanie  as  that  found  in  the  regular  seta.  But  this  is  the  result  of  only 
twenty  placings,  the  regular  sets  containing  forty.  The  time  required 
to  make  these  twenty  experiments  was  eighteen  minutes  while 
th^  time  of  the  forty  was  only  twenty.  In  these  the  firmest  attention 
was  absolutely  necessary  to  judge  the  distance  and  hold  in  mind  the 
position  of  the  beadx.  When  the  first  was  focused,  then  the  fourth, 
the  second,  then  the  fourth  again,  the  distance  from  the  first  to  the 


Shtdies  of  fatiffue.  81 

second  was  forgotten  unless  the  memory  was  kept  riveted  on  the 
various  positions.  The  fourth  greatly  interfered  by  distracting  the 
attention.  As  fatigue  entered,  the  work  grew  more  difficult,  the 
attention  was  more  easily  distracted,  and  as  a  result  the  variation 
became  much  larger  in  the  individual  experiments.  The  muscles  of 
convergence  could  not  have  been  very  much  more  fatigued  by  extra 
fixation.  The  additional  fatigue  must  have  been  due  to  the  strain 
on  the  attention. 

Comparison  with  atmospheric  changes. 

As  the  season  was  early  summer,  the  windows  were  generally  open 
and  the  conditions  within  the  room  were  about  the  same  as  without. 
The  observer  at  the  United  States  Weather  Station,  which  is  about 
300  meters  from  the  laboratory,  furnished  me  with  the  temperature, 
humidity  and  barometer  markings.  These  fairly  represented  the 
conditions  of  the  room  used. 

In  Table  III  the  fatigue  column  was  found  by  subtracting  the 
average  of  the  first  five  of  each  set  from  the  average  of  the  last  five. 
This  was  done  for  each  experiment  for  the  days  in  May  and  June  and 
the  results  were  placed  in  the  order  in  which  the  experiments  were 
made.  The  temperature  and  barometer  readings  were  taken  every 
hour.  The  humidity  at  the  Station  was  registered  only  at  8  a.  m. 
and  8  r.  m.  and  so  it  was  necessary  to  interpolate  for  the  hour 
required.  The  humidity  may  not  be  correct,  as  it  does  not  follow 
arithmetical  rules. 

By  comparing  the  fatigue  column  of  Table  III  with  the  columns 
representing  the  temperature,  humidity,  and  barometer  markings,  it 
is  at  once  seen  that  the  fatigue  was  not  controled  by  any  one  of 
these  atmospheric  conditions.  On  the  first  day,  when  the  amount  of 
the  fatigue  was  the  greatest,  the  barometer  was  exceedingly  high. 
The  second  greatest  fatigue  has  the  second  highest  barometer.  The 
second  day  shows  an  increase  in  temperature  (but  the  temperature 
at  that  point  would  not  be  depressive),  a  slight  decrease  of  humidity 
and  a  decided  decrease  in  the  pressure,  while  the  fatigue  is  greatly 
reduced.  On  the  third,  the  humidity  and  pressure  decrease,  the 
temperature  increases  and  the  fatigue  increases.  The  first  two  are 
not  sufficiently  high  to  produce  any  evil  effects,  while  a  temperature 
of  84°  so  early  in  the  summer  in  a  northern  climate  will  prove 
depressing.  Throughout  the  experiments  the  law  seems  to  hold 
true,  that  when  temperature,  humidity  and  atmospheric  pressure  are 
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of  any  one  of  these  against  a  small  decrease  of  the  other  two.  Also 
a  large  decrease  of  one  will  decrease  fatigae  against  a  amall  increue 
of  the  other  two.  If  the  subject  were  put  into  a  room  where  two  of 
these  influences  could  be  kept  constant  while  the  other  could  be 
varied,  it  would  probably  be  found  that  an  increase  of  temperature, 
humidity  or  pressure  would  tend  to  increase  the  amount  of  fatigue, 
provided,  of  course,  the  ezperiments  were  begun  at  what  might  be 
termed  the  normal  point  of  each. 

Effect  of  fi.tigiie  oh  uonoculab  bstiuatk  of  dkfth. 

Perspeotive  vision  with  one  eye  is  generally  imperfect,  obacore 

and  inaccurate.     It  has  been  held  that  the  seosatiooB  of  aooommoda- 

tion  are  not  sufficient  for  any  estimate  of  the  depth  of  objeota  with 

one  eye.'    In  the  ezperiments  here  described  all  secondary  helps  were 

>HiLLGBBAND,  Dtu  Verhalttuaa  von  Aceominodation  u.  Eonmrgeia  mtr  fEf^sMolfai- 
(ton,  Zt.  pBycIi.  Phja.  Sinn.,  1890  Til  97. 
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eliminated  as  far  as  possible  in  order  to  cause  the  judgments  to  be 
made  from  the  sensations  of  accommodation.  The  same  apparatus 
was  used  that  was  used  for  determining  with  both  eyes  the  effect  of 
fatigue  on  the  estimate  of  depth.  The  slot  through  which  the 
observer  looked  was  reduced  to  3^  in  length,  so  as  to  permit  the  use 
of  only  one  eye,  the  left,  and  to  hold  that  in  the  same  line  of  vision. 


jFatijue-'ttror 


Fig.  11. 

The  other  eye  was  not  closed  but  left  free.  As  it  was  within  3®"  of 
the  black  shield  there  was  nothing  on  which  to  focus  and  the  atten- 
tion was  given  entirely  to  the  seeing  eye. 

The  experiments  were  made  upon  myself  and  Observer  B  during 
the  month  of  July.  At  first  there  was  great  difficulty  in  accommo- 
dating or  focusing.     The  beads  would  not  become  clear  and  sharp  at 
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once.  Several  seta  were  made  before  the  jadgmentt  oould  be  relied 
on.  The  fint  record  and  the  average  of  the  first  five  records  in  each 
set  are  ^ven  in  Table  lY. 

The  resalts  show  an  increasing  tendency  toward  placing  the 
middle  bead  beyond  the  middle.  This  is  similar  to  the  result  for 
binocular  vision  and  for  nearly  all  fatigue  sets. 

The  averages  for  fifteen  fatigue  sets  taken  on  three  observers  are 
shown  in  Table  V,  the  fatigue  set  being  formed,  as  before,  by  sub- 
tracting the  first  record  from  each  of  the  following  ones. 

The  form  of  the  curves  in  fig.  12  is  not  very  unlike  that  found 
when  both  eyes  were  used.    The  greatest  increase  over  the  first 

Table  IV. 
First  record  and  average  of  first  five  records  in  numoeuiar  esOmation. 

No.  of  set 1      a        3      4        6        6        1        8        9      10      11      12       13      U     li 

Obflorver  A,    )    gg     72      60    47      80      26      46      73     13T      83    13S      72       68     114    11 
first  record  ) 

OlwerverA,    )    81     81      63     67      96      39      60      79    133      82     128      93       63      96    III 

first  five      ) 

ObaerverB,     )      ^      6     122    63     107     112     126     160     186     IS*!     136    176     206     171 
first  record  [ 

bserver  B 
first  five 
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experiment  comes  within  the  first  twenty  experiments.  The  curve 
after  that  time  takes  more  nearly  the  parabolic  form  corresponding 
to  that  pointed  out  in  the  preceding  section. 

The  mean  variation  of  the  individual  results  from  the  general 
result  is  somewhat  larger  than  that  in  binocular  work.  The  effect  of 
fatigue  on  the  variation  is  not  quite  so  marked,  yet  there  is  a  larger 
variation  toward  the  close  than  at  the  beginning.  Fatigue  affects 
the  accuracy  of  the  judgment.  In  the  individual  experiments  the 
variation  from  one  to  the  other  is  very  much  greater  than  that  in 
the  estimation  with  both  eyes. 

From  the  fifteen  sets  of  Observer  A,  whose  average  has  been  given 
in  Table  V,  the  following  sample  record  is  given  to  show  the  indi- 
vidual peculiarities.  It  runs  as  follows  :  26,  44,  46,  20,  69,  72,  78, 
17,  119,  49,  54,  88,  39,  44,  56,  62,  92,  60,  110,  98,  54,  72, 132,  80,  104, 
105,  88,  02,  78,  126,  80,  120,  146,  160,  126,  88,  131,  128,  141,  160. 
This  is  a  fair  representative  of  the  series.  The  amount  of  variation 
from  one  to  another  is  easily  seen.  The  dropping  from  119  to  49 
was  due  likely  to  a  mistaken  judgment  in  the  former.  Such  irregu- 
larity is  to  be  expected  much  more  than  the  wave  motion,  which  if 
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to  a  large  extent  apparent.  A  gradual  increase  or  continued  varia- 
tion would  be  more  easily  explained  than  the  rhythm  which  nature 
seems  to  introduce.  No  cause  for  this  phenomenon  can  be  ascribed 
to  any  known  external  conditions.  Some  of  the  notes  made  were  : 
''can  scarcely  see,"  this  was  when  looking  at  objects  after  the 
experiment ;  "  toward  the  last,  the  objects  grew  too  dim,"  the 
power  of  convergence  was  greatly  decreased  ;  ''  focusing  not  clear, 
especially  toward  the  last ;  "  ''  hard  to  focus  toward  the  last."  As 
regards  the  right  eye,  which  was  not  used,  these  notes  were  made : 

Table  V. 

Fatigue  in  monocular  estimate  of  depth. 

Number  of  oxper I  284  66  7  89  10 

Observer  A 0  —2         8       12  9        9  21  2T       29  20 

Observer  B 0  1—2—7  -4       10  -20  1       12  13 

Observer  C 0  9       19       26  36      44  61  43       62  64 

Number  of  exper. 11  12  13  14  15  16  17  18  19  20 

Observer  A 36  33  30  40  34  40  39  48  46  41 

Observers -10  6  14  2  15  9  11  —3  -4  -3 

Observer  0 65  63  79  70  69  66  74  64  61  71 

Number  of  exper 21  22  23  24  25  26  27  28  29  30 

Observer  A 50  62  64  53  55  64  59  60  48  66 

Observers -17  8  1  7  21  19  14  5  1  22 

ObserverC 69  67  71  76  86  61  76  76  80  80 

Number  of  exper 31  32  33  34  35  36  37  88  39  40 

Observer  A 52  60  66  59  67  63  71  67  67  70 

Observers +  7  U  — 1  -1  4  6  23  4  1  —12 

ObserverC 91  74  75  81  87  92  89  83  99  89 

Number  of  exper 41         42       43       44        45       46        47        48      49  50 

ObserverC 103       104       82       89         92     103       106       107       98         104 

The  numbers  are  positive  unless  otherwise  designated. 

*'  right  eye  pained  as  much  as  the  left ; "  "  right  eye  felt  worse  till 
I  got  up,  and  then  the  left  pained  me  very  much."  There  is  little 
doubt  that  |the  unused  eye  was  accommodating  and  focusing  with 
the  seeing  eye.  It  might  be  claimed  that  much  assistance  may  have 
been  received  from  its  sensations  of  convergence.  As  its  focus 
depended  on  the  seeing  eye,  it  is  not  clear  how  it  could  give  any  aid, 
although  the  claim  that  work  with  one  eye  is  in  reality  nothing 
more  nor  less  than  work  with  both  eyes  is  undoubtedly  correct. 
The  facts  noted  in  this  paragraph  all  refer  to  Observer  A. 

Table  V  also  shows  the  relations  of  fifteen  fatigue   sets  taken 
upon  Observer  B.     The  result  is  very  different  from  that  just  pre- 
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sented.  Mo  Istr  of  fatigne  oan  be  diicoTerad.  The  retson  for  tliu 
can  be  found  by  examining  the  individual  record.  One  of  them 
begins  vith  lOT  bat  falls  to  81,  then  to  54.  Then  it  riuB  and  falla 
again.    The   second  twenty  minutes  show  a  slight    increMe    but 
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Fig.  12, 

according  to  no  law.  This  irregularity  is  found  in  all  the  fift«eD 
Bets.  Tiie  averages  apparently  represent  thia  observer  as  very 
nccnrate  and  unfatigucd,  but  the  enormous  variations  in  the  records 
show  that  this  watt  simply  due  to  counterbalancing  errors  in  both 
directions.    This  was  accounted  for  when  the  operator  acknowledged 
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his  inability  to  get  a  clear  fooas.  He  ooald  not  properly  estimate 
depth  with  one  eye. 

To  determine  farther  the  effect  of  fatigue  on  monocular  estima- 
tion of  depth,  experiments  were  made  on  W.  H.  L.,  a  young  man 
who  had  lost  his  right  eye.  A  few  months  after  the  removal  of  the 
eyeball,  the  wounds  healed  and  his  left  eye  became  serviceable. 
At  first  he  had  great  trouble  in  seeing  objects  near  him.  He  could 
not  fix  his  eye  for  the  near  objects.  He  could  not  estimate  the 
distance  from  one  object  to  another  behind  it.  In  looking  from  the 
third  story  of  a  building  in  which  he  was  working  the  curb-stone 
seemed  to  be  level  with  the  street.  This  changed  after  a  few 
months  and  he  is  now  able  to  determine  depth,  according  to  his 
statement,  almost  as  accurately  as  before  he  lost  his  eye. 

He  was  free  for  experiment  only  at  seven  o'clock  in  the  morning 
and  at  eight  o'clock  in  the  evening.  After  a  few  trials  to  acquaint 
himself  with  the  use  of  the  apparatus  and  to  learn  the  exact  nature 
of  the  experiment,  he  made  seven  records.  From  these  the  fatigue 
sets  were  formed  whose  averages  are  shown  in  Table  V,  Observer  C. 

The  rhythmical  movement  is  very  manifest  in  all  his  records. 
With  him  fatigue  increases  the  estimate  of  the  distance  between 
two  objects  lying  in  the  same  line  of  vision.  The  increase  is  not  so 
rapid  in  the  last  as  in  the  first  part  of  the  experiment.  These  con- 
clusions agree  with  those  obtained  from  the  binocular  work. 

The  accuracy  of  decision  of  this  observer  was  somewhat  surprising. 
Sometimes  I  manipulated  the  apparatus  and  moved  it  as  he  ordered. 
He  could  easily  detect  the  ''  too  far  "  or  ''  too  near  "  when  the  bead 
was  moved  more  or  less  than  he  desired.  His  judgments  were  made 
entirely  from  what  he  saw  and  not  from  the  noise  of  the  slide  or  the 
amount  of  cord  used. 

The  results  here  recorded  conclusively  show  that  fatigue  of  accom- 
modation  has  an  influence  on  localization  in  depth.  If  the  conclu- 
sions of  HILLBBBA.ND  concemiug  the  total  failure  of  accommodation 
to  aid  a  judgment  of  depth  are  to  be  accepted,  as  they  apparently 
must  be,  it  is  very  difficult  to  see  any  possible  explanation  for  the 
fact  that  fatigue  of  accommodation  influences  such  judgments. 

Effect  of  fatigub  on  the  time  of  monogulab  accommodation. 

In  the  Studies  for  1893  Seashore*  gives  the  result  of  researches 
made  on  monocular  accommodation-time.     On  page  69  he  says  :  "  In 

^  SvASUOBB,  On  monocular  ticcominodationtime,  Stud.  Yale  Psych.  Lab.,  1892-93 
I  56. 
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regard  to  fatigne,  however,  my  results  are  contrary  to  the  usual 
supposition.  Experiments  of  some  300  accommodations  in  one  con- 
tinuous set  do  not  support  that  theory  [increase  of  timej.  Fatigue 
soon  sets  in  and  may  become  very  painful,  but  as  long  as  the  eye 
can  accommodate  clearly  it  causes  a  fluctuation  in  time  which  tends 
more  to  accelerate  than  to  retard  the  velocity  of  accommodation.'^ 
The  researches  which  I  had  carried  out  seemed  to  show  the  opposite 
result  and  in  conjunction  with  Mr.  Seashore  the  experiments  were 
repeated. 

Apparatus, 

The  apparatus  was  virtually  that  used  by  Seashore  with,  perhaps, 
some  improvement.  As  my  experiment  was  to  determine  the  effect 
of  fatigue,  only  one  mode  of  accommodating  was  used,  that  from  far 
to  near. 

The  distance  remained  the  same.  From  the  far  object  to  the  near 
object  the  distance  was  825*^™  while  from  the  near  object  to  the  eye 
it  was  23*^"*.  The  far  object  was  a  large  capital  E  with  a  height  of 
25™°^  and  the  near  object  Was  a  small  capital  e  with  a  height  of  7""* 
fastened  on  the  slide  of  the  camera  shutter.  The  far  point  remained 
stationary  while  the  nearer  was  presented  or  removed  by  a  sudden 
movement  of  the  shutter.  A  brass  tube  extended  from  the  eye  to 
the  shutter.  When  the  slide  was  up,  the  eye  could  see  nothing 
except  the  large  letter  on  the  white  back-ground.  When  the  slide 
was  down  only  the  small  letter  could  be  seen.  When  the  shutter 
fell,  an  attached  copper  wire  made  an  electrical  contact  with  a  wire 
carrying  a  current  through  the  spark  coil  to  the  battery.  The  other 
wire  extended  from  the  shutter  through  a  closed  circuit  reaction-key, 
by  means  of  which  the  current  could  be  interrupted.  The  other 
arrangements  for  recording  were  similar  to  those  used  by  Bliss.* 

The  slide  was  raised  and  the  observer  focused  on  the  far  object. 
The  experimenter  touched  a  key  which  was  electrically  connected 
with  a  sounder  in  the  recording  room.  The  recorder  pushed  down 
a  key  which  closed  the  primary  circuit.  The  experimenter  now 
snapped  the  slide  ;  this  made  a  dot  on  the  smoked  paper  and  then 
closed  the  circuit.  As  soon  as  the  observer  saw  the  small  e  clear! v 
and  distinctly,  he  broke  the  circuit  by  the  reaction-key,  thus  making 


*  Bliss,    Investigations   in   reaction-time    and    attention,    Stud.    Yale    Psych.    Lab., 
1892-93  I  1  (7). 
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another  dot  on  the  smoked  paper.  When  the  recorder  saw  the  two 
sparks,  he  raised  the  key  and  kept  oat  all  farther  sparks  antil  the 
fifth  repetition  of  the  experiment  in  qaick  succession.  A  record 
was  thus  made  of  the  time  of  every  fifth  experiment.  The  wave 
lengths  between  the  two  dots  coald  easily  be  counted  and  the  time 
of  accommodation  obtained.  This  time  included  the  subject's  reg- 
ular reaction-time. 

The  observer  was  asked  to  use  his  stronger  eye.  The  other  eye 
was  kept  closed  by  the  hand  or  by  a  bandage,  as  he  might  choose. 

He  sat  with  his  back  to  a  window  which  admitted  excellent  light 
on  the  nearer  e.  The  large  E  was  illuminated  by  reflected  light 
from  a  window  in  an  adjoining  room.  Only  those  persons  were 
used  who  were  accustomed  to  being  experimented  upon.  Only  a 
few  records  were  counted  before  all  the  experiments  were  completed ; 
thus  no  suggestion  of  the  result  could  enter  as  a  prejudice.  Of 
the  six  persons  taken,  two  had  according  to  their  own  previous  state- 
ments very  healthy  eyes,  two  the  average,  and  two  below  the  average  ; 
I  thus  made  sure  that  no  diseased  eye  was  used.  All  were  faithful 
observers. 

Five  sets  of  records  in  hundredths  of  a  second  were  made  on  Mr. 
Seashore  and  myself ;  the  averages  are  shown  in  Table  VI.  In 
order  to  compare  my  results  with  those  taken  in  1 893  by  Mr.  Sea- 
shore, every  tenth  experiment  was  recorded  in  my  case. 

The  average  duration  of  a  set  of  experiments  was  twenty-seven 
minutes.  Each  set  contained  300  accommodations  or  more.  On 
account  of  the  shortness  of  the  drum  only  70  accommodations  could 
be  recorded ;  this  was  the  original  reason  for  recording  every  fifth 
result. 

In  the  experiments  on  Mr.  Seashore  the  time  is  decreased  for  the 
first  four  records  ;  this  may  be  due  to  the  fact  that  attention  increases 
daring  that  period.  The  curve  then  continues  to  rise  till  the 
thirty-fifth  is  reached.  From  there  to  the  close  very  little  increase 
is  perceptible.  This  phenomenon  is  in  perfect  accord  with  the 
results  previously  spoken  of.  The  experiment  closed  before  the 
work  became  painful. 

One  of  the  persons  experimented  upon  by  Sbashobb  in  1893  was 
myself.  My  record  was  the  most  nearly  complete  which  he  obtained. 
It  was  made  May  4,  1893.  Each  tenth  accommodation  was  recorded. 
Table  VI  shows  the  record  complete.  A  slight  increase  is  evident. 
Fatigue  had  not  manifested  itself  in  any  painful  sensations.  The 
note  made  then  I  copy  here  entire,  "  I  found  no  trouble  in  seeing 
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the  object  at  any  time.  I  held  my  right  eye  closed  by  its  own  lid 
muscles.  When  I  left  the  chair  and  looked  at  the  objects  in  the 
room,  the  eye  could  not  accommodate  so  easily  as  usual,  although  I 
felt  little  fatigue  while  at  the  tube.  The  temperature  of  the  seeing 
eye  was  higher  than  that  of  the  other.  At  one  time  I  felt  a  little 
pain  in  the  upper  part  of  the  eye  but  my  attention  was  called  to 
something  else  and  I  felt  the  pain  no  more.     When  I  quit  reacting, 

Table  VI. 

No.  ofexper 1  6   11  16   21  26   31  36   41   46 

Seashore 35  34   32  29   33  38   45  42   44   60 

Moore,  1893 36  35       36  30       26 

Moore,  1894 30  31       32  31       31 

No.  ofexper 61  66   71  76   81  86   91  96  101  106 

Seashore 41  49   44  61   58  54   64  57   68   51 

Moore,  1893 37  35  32       30       39 

Moore,  1894 33               46       48 

No.  ofexper 121  126  131  136  141  146  151  156  161  166 

Seashore 54  63   70  40   56  62   58  65   67   64 

Moore,  1893 46  34  39  38  55 

Moore,  1894 48  58  42  51  41 

No.  ofexper 181  186  191  196  201  206  211  216  221  226 

Seashore 58  54   61  75   68  61   79  82   72   63 

Moore,  1893 54  45  39  30  34 

Moore,  1894 70  65  71  79  57 

No.  ofexper 241  246  251  256  261  266  271  276  281  286 

Seashore 58  51   55  69   61  64   47  55   71   62 

Moore,  1893 34  31  45  48  40 

Moore,  1894 64  53  61 

No.ofexper 301  311  321  331  341  351  361  371 

Moore,  1893 43   42   43   45   43   50   47   54 


61 

66 

50 

60 

32 

52 

111 

116 

48 

38 

36 

42 

171 

176 

77 

71 

37 

53 

231 

236 

65 

58 

48 

98 

291 

296 

62 

87 

43 

381 

391 

43 

46 

I  thought  I  could  have  gone  on  much  longer,  but  I  found  that  for 
twelve  minutes  my  eye  felt  the  fatigue,  and  at  times  a  slight  pain,  or 
at  least  uneasiness,  was  perceptible  in  a  part  of  the  eye." 

From  these  it  is  easily  seen  that  fatigue  had  not  appeared  to  any 
great  extent.  On  Aug.  8,  1894,  other  experiments  were  made  similar 
to  the  former  ones.  My  physical  condition  was  not  so  good  as 
when  the  first  was  taken.  Each  tenth  accommodation  was  recorded. 
I  was  unable  to  go  beyond  the  261st  experiment  because  of  severe 
pain  in  the  eye.  Table  VI.  gives  this  record  also.  The  record 
begins  with  0.30^  and  closes  with  about  0.61*.  The  time  is  doubled. 
Fatigue  had  thus  greatly  increased  the  time. 
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The  three  reanltB  are  shown  in  fig.  18. 

Other  experiments,  not  included  in  the  table,  were  made  in  which 
every  fifth  accommodation  was  recorded.  They  begin  witb  about 
0.40"  and  close  with  about  0.85".  These  records  show  only  abont  240 
accommodations  in  a  set,  as  the  eyes  had  been  weakened  by  other 
work.  The  farther  object  would  become  indistinct,  or  pains  would 
give  warning  to  close.  The  experiments  on  myself  show  conclu- 
sively that  fatigue  does  increase  the  time  of  accommodation. 


Pig.  13. 

Numerous  records  taken  on  four  other  persons  show,  without 
exception,  a  large  increase  in  the  time  as  fatigue  progressed.  This 
fact  can  be  considered  as  definitely  established,  Ssishorb'b  state- 
ment to  the  coDtrary  being  founded  on  experiments  that  did  not 
continue  long  enough.  His  method  was  also  less  fatiguing  because 
be  allowed  more  time  between  each  accommodation. 

Since  only  every  fifth  accommodation  was  recorded,  the  rhythmical 
movement  which  was  so  prominent  in  the  previous  work  does  not 
appear  so  plainly  in  this.  The  records  in  this  seem  to  be  much  more 
irregular  than  in  the  preceding  work.  Mr.  Seashore,  however,  made 
this  note  among  other  introspective  observations.  "  There  seemed 
to  be  a  rhythmic  fluctuation  of  the  time  and  effort  it  took  to  accom- 
modate clearly."  This  introspective  observation  is  corroborated  by 
that  of  another  observer.  Could  the  experiments  have  been  recorded 
singly  it  is  highly  probable  that  the  rhythmic  fluctuations  would 
have  been  fully  as  prominent  as  in  any  other  work.  If  the  rhythm 
is  due  to  attention  there  is  no  reason  why  it  should  not  appear. 
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XOYSICXlfT. 

Dbbsslab'  found  that  the  time  of  making  800  taps  varieB  with 
the  mental  and  ph jsioal  condition  of  the  individoal,  and  that  f  atigae 
caused  a  decrease  in  rapidity  when  the  experiment  was  extended 
beyond  300  taps.  Buss*,  with  superior  methods,  showed  the  effect 
of  changes  in  the  state  of  attention  upon  the  rapidity  of  making 
tapsy  and  proved  that  fatigue  caused  a  decrease  in  the  rate  soon  after 
100  taps. 

In  the  following  experiments  the  methods  were  still  further 
improved.  The  subject  was  seated  in  an  isolated  room  which 
admitted  neither  light  nor  sound  except  when  desired.  There  was  a 
table  of  convenient  height  on  which  to  rest  the  arm.  The  arm  was 
strapped  firmly  to  a  block  of  wood  reaching  beyond  the  elbow. 
The  end  of  the  block  was  so  cut  and  shaped  as  to  fit  the  palm  of  the 
hand,  and  thus  to  let  the  hand  grasp  it  without  any  inconvenience. 
No  part  was  free  to  move  except  the  index  finger.  A  rod  damped 
to  the  table  acted  as  support  for  a  reaction-key  previously  described.* 
This  key  was  fastened  upside  down  by  the  clamp.  The  primary 
circuit  for  the  spark  coil  passed  to  the  binding  post  at  the  bottom  of 
the  key  and  to  the  movable  slide.  A  spark  was  thus  made  at  every 
upward  movement  of  the  slide.  The  registering  was  done  on  the 
drum  by  sparks  directly  on  the  time-curve  written  by  a  marker  con- 
nected with  the  100  v.  d.  electric  fork.  With  the  key  thus  connected 
the  circuit  was  closed  when  the  finger  was  in  a  partially  bent  or 
natural  position.  The  adjustable  slide  was  set  so  as  to  g^ve  an 
excursion  of  5™".  The  record  was  made  when  the  finger  began  an 
extensor  movement. 

The  subject  was  to  begin  when  warned  by  a  click  from  the  sounder 
at  his  side  and  to  continue  to  tap  as  rapidly  as  possible  until  his 
finger  could  move  no  more,  or  until  told  to  stop.  The  finger  wa«  ' 
never  completely  fatigued  because  sufficient  records  could  not  be 
gotten  upon  the  drum.  1  once  made  480  taps  but  am  quite  sure  that 
I  could  not  have  made  100  taps  more  at  the  close  of  any  record,  for 
it  was  always  with  great  difficulty  that  the  last  50  or  76  were  made. 

^  Drbsslar,  Some  infiuenres  which  affect  the  rapidity  of  voluntary  movefnents^ 
Am.  Jour.  Psych.,  1891  IV  514. 

•  Bliss.  Investigatiom  in  reactiou'time  and  attention,  Stud.  Yale  Psych.  Lab.,  1892- 
1893  I  45-49. 

'Scripture  and  Moore.  A  new  reaction-key  and  the  time  of  voluntary  movement, 
Stud.  Yale  Psych.  Lab.  1892-93  I  88. 


Studies  of  fatigue.  93 

The  asaal  experience  was  as  follows :  Pain  was  first  felt  in  the 
muscles  of  the  forearm,  then  in  the  upper  arm.  Suddenly  the  blood 
rushed  to  the  face  and  head,  and  the  temples  were  filled  with  sharp 
pains.  The  whole  right  side  (the  work  was  done  with  the  index 
finger  of  the  right  hand),  seemed  to  partake  of  the  trouble.  After 
the  experiment  was  completed,  the  arm  seemed  paralyzed.  I  could 
not  even  handle  the  record-sheet  with  safety.  The  arm,  especially 
the  forearm,  and  often  the  shoulder  would  feel  painful  for  a  half 
hour  afterward.  Restoration  was  not  complete  in  less  than  two 
hours  and  a  half. 

Three  records  were  made  on  myself.  The  individual  taps  of  each 
record  were  placed  in  successive  groups  of  10,  and  the  average  of 
each  group  was  calculated.  For  the  final  results  the  average  was 
taken  of  the  three  original  averages  for  each  group.  Such  a  con- 
densation of  results  was  necessary  because  the  3  records  gave  480  X 
3  =  1440  individual  records  whose  relative  values  could  not  well  be 
grasped,  and  also  because  the  changes  within  a  group  of  10 
were  so  small  that  the  course  of  the  fatigue  function  became  evident 
to  the  eye  only  when  the  unit  of  the  argument  was  made  larger  than 
a  single  tap. 

The  final  averages  in  my  own  case  expressed  in  thousandths  of  a 
second,  ran  as  follows :  200  195  192  194  198  198  208  221  229  221 
230  238  230  231  235  240  244  244  248  246  257  241  273  254  256 
248  240  240  246  243  249  263  255  301  290  276  275  277  321  320 
300   340   325    322   288   293   308   359. 

In  the  records  the  fatigue  is  manifested  by  the  time  the  seventieth 
tap  is  reached.  In  the  final  average  it  is  clearly  shown  at  the 
seventh  group,  which  includes  the  7 1st  to  80th  taps. 

A  professional  comet  player,  who  had  not  played  for  a  year, 
showed  no  fatigue  before  150  taps  had  been  made.  A  woman  who 
played  on  the  piano,  showed  no  fatigue  until  200  taps  were  made. 
She  affirmed  that  she  felt  no  fatigue,  but  the  incipient  fatigue  had 
left  its  traces  in  the  records  beyond  the  200th  tap.  There  was  a 
very  slow  increase,  and  consequently  even  at  the  end  it  was  not  very 
large. 

In  my  record  the  rate  of  tapping  increases  for  the  first  three  groups 
of  ten.  Then  there  is  a  decrease  in  the  rate  for  the  next  six  groups. 
Then  it  increases  slightly,  and  then  decreases  again,  A  rhythm 
seems  to  manifest  itself.  It  is  seen  better  in  the  individual  records 
like  the  one  shown  in  fig.  14  than  in  the  general  one. 

A  summary  of  the  figures  of  the  experiment  made  Nov.  11,  1893, 
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10  A.  if.y  is  giyen  in  Table  VII,  as  illuBtniting  the  prooess  of  faftigae. 
In  this  experiment  470  taps  were  recorded.  These  470  taps  were 
pat  in  groups  of  ten  and  their  averages  taken.  By  comparing  these 
averages,  the  rate  of  tapping,  and  its  increase  or  decrease,  are  readily 
seen  throughout  the  series.  N  gives  the  number  of  the  set  of  ten 
records. 

The  mean  variation  was  found  by  taking  the  average  of  the  indi- 
vidual deviations  from  the  average  of  its  own  group  of  ten.  This 
does  not  always  increase  steadily  with  increase  in  the  average  ;  but 
after  fatigue  has  become  Very  prominent  the  variation  becomes  very 
large. 

Tablb  Yn. 


N 

Av. 

Mt. 

N 

Av. 

Kv. 

N 

Av. 

Mv. 

1 

193 

8 

17 

338 

13 

33 

304 

94 

S 

191 

9 

18 

339 

16 

34 

279 

67 

3 

179 

6 

19 

249 

12 

36 

323 

75 

4 

193 

12 

20 

246 

9 

36 

338 

13 

S 

191 

11 

21 

239 

16 

37 

331 

16 

6 

189 

12 

22 

238 

6 

38 

393 

73 

7 

197 

7 

23 

227 

13 

39 

388 

37 

8 

an 

26 

24 

260 

33 

40 

389 

13 

9 

210 

9 

26 

238 

18 

41 

302 

66 

10 

206 

16 

26 

246 

23 

43 

314 

69 

11 

222 

20 

27 

334 

13 

43 

336 

91 

13 

226 

9 

28 

283 

16 

44 

396 

33 

13 

238 

9 

29 

232 

11 

46 

377 

33 

U 

212 

21 

30 

221 

11 

46 

304 

56 

15 

230 

6 

31 

226 

16 

47 

406 

75 

16 

224 

12 

32 

232 

18 

My  tap-time  cannot  be  closely  compared  with  those  of  Bliss  and 
Dbesslab,  who  simply  tapped  and  released  a  telegraph  key,  whereas 
I  moved  a  slide  5^"^  and  back.  My  time  is  that  of  the  complete 
excursion,  the  time  up,  the  time  at  rest,  and  the  time  down  com- 
bined. 

The  results  of  this  record  on  myself  are  presented  in  iig.  14. 
The  fluctuating  nature  of  the  tapping  is  made  evident ;  quite  note- 
worthy are  the  extremely  long  taps  that  occur  with  increasing 
frequency  toward  the  end.  These  fluctuations  probably  bear  some 
relation  to  those  observed  by  Lombard*  when  weights  are  repeatedly 
lifted. 


^Lombard,  The  effect  of  fatigue  on   voluntary  muacuiar   eoniraetunu^  Am.  Jour. 
Psych.,  1890  III  24. 

Lombard,  Effet  de  la  fatigue  sur  la  contraction  muiculairt  vohnUatre,  Archifes 
iUlieoDe  de  biologie,  1890  XIII  371. 

Lombard,   Influences  which  affect  the  power  of  vohtmtairy  fnnucmUxr  oomlractkmt. 
Jour.  Physiology,  1892  XIII  1. 


Studies  of  fatigve.  9S 

The  records  thuB  prove  that  fatigae  lengtbeiiB  the  time  reqaired 
for  repeating  the  volaotary  moTement  of  tapping  at  a  maximuin 
rate,  that  the  increase  is  not  a  steady  but  a  flactaatiog  one  and  that 
the  irregularity  in  the  repeated  movement  also  increases. 
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6b»bbal  conclobions. 
The  conclnaioDB  for  each  kind  of  experiment  have  been  gives  im  A* 
appropriate  sections.  Here  I  wish  to  call  attention  to  the  tvo  pa*' 
ral  chararacterigtics  of  fatigue,  namely,  an  average  chaapt  firacfl/ 
in  the  phenomenon  influenced  and  a  change  in  the  range  «i  v.  '  ' 
aronnd  the  average.  The  average  change  might  be  oaUd  A 
cient  of  inaccnracy  and  the  mean  variation  the  ooeffid 
larity  ;  then  the  law  can  be  stated  that  both  the  c 
racy  and  the  coefficient  of  irregularity  are  increaaed  by  Ci^^K.  H 
would  hardly  be  justifiable  to  give  a  more  preoiae  qmatfUdnr  f*m 
to  the  law  except  by  saying  that  the  increase  is  moM  nylC  mAbm, 
and  then  steadily  slower.  A  final  point  to  be  noticed  fm^ttamtm' 
ingly  frequent  recurrence  of  extreme  results  aa  fatiya*  fH^gHMK. 


SOME   EXPERIMENTS   ON  THE  REACTION-TIME  OF  A 

DOG. 

BT 

Edwabd  M.  Wxtsb. 

The  psyoholog^oal  aspect  of  reaotion-time  may  be  presented  in  the 
following  manner.  When  I  am  the  person  experimented  npon,  the 
phenomenon  measured  under  reaction-time  includes  two  mental  pro* 
cesses,  perception  and  volition  ;  when  I  measure  another  person's 
reaction-time,  I  infer,  from  analogy  with  my  own  organism,  that  the 
acts  of  perception  and  volition  occurred  in  him  also.  Likewise,  when 
the  experiment  is  arranged  so  as  to  involve  in  my  own  case  discrimi- 
nation and  choice,  I  assume  that  it  involves  similar  mental  prooesses 
in  others. 

We  have  every  reason  to  believe  that  when  the  arrangements  for 
simple  and  complicated  reaction-times  are  applied  to  animals  such  as 
apes,  dogs,  etc.,  mental  processes  more  or  less  similar  to  onr  own 
take  place.  It  seems  but  a  logical  inference  that  the  methods  of  experi- 
mental psychology  should  be  applied  to  the  study  of  animals  ;  suc- 
cess in  systematized  work  in  this  direction  ought  to  lead  to  a  science 
of  comparative  psychology  as  accurate  and  well  established  as  that 
of  comparative  anatomy. 

In  the  present  case  I  attempted  to  determine  the  simple  reaction- 
time  and  the  reaction-time  with  discrimination  and  choice  in  the  case 
of  a  dog.  The  first  problem  was  successfully  solved  ;  the  second 
only  })artially. 

In  determining  the  simple  reaction-time  the  usual  spark  method 
was  employed.*  Pressing  down  the  multiple-key  sent  a  moderately 
strong  electrical  impulse  to  the  forefoot  of  the  dog  and  at  the  same 
time  made  a  spark  on  the  drum.  The  withdrawal  of  the  foot  pro- 
duced another  spark  by  means  of  a  lever  placed  upon  it. 

The  results  gave  :  average,  89^  (^=  O'OOl  sec.)  median,  86^  ;  mean 
variation  for  a  single  experiment,  19^  ;  mean  variation  for  the  series 
of  21  experiments,  4^. 


*  Bliss,  Invest iyations  in  rtaction-tiine  and  uttentiim,  Stud.  Tale  Psych.  Lab.,  1892- 
1893  1  7. 
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The  reaction  time  is  shorter  than  that  for  man.  Average  times  as 
short  as  111^  have  been  recorded*  for  a  shock  in  the  hand.  The  mean 
variation  is  about  that  of  the  average  untrained  person. 

The  attempt  to  add  the  processes  of  discrimination  and  choice  met 
with  serious  difficulties  in  the  way  of  methods  and  apparatus. 

The  first  difficulty  lay  in  a  method  of  getting  the  dog  to  discrimi- 
nate between  two  objects.  Complete  success  was  found  in  the  use 
of  two  telephones  on  the  floor,  at  about  a  meter  apart,  either  one  of 
them  being  clicked  by  an  electric  current.  Through  the  incitement 
of  a  piece  of  meat  for  a  few  times  when  a  click  occurred,  the  dog 
was  led  to  watch  carefully  and  to  turn  his  head  at  once  in  the  direc- 
tion of  the  click.  To  keep  him  in  a  state  of  attention  ready  for 
either  click,  the  person  having  the  food  stood  in  front  so  that  the 
dog  looked  midway  between  the  telephones. 

The  next  difficulty  lay  in  inventing  a  key  to  record  the  moment  of 
movement  of  the  dog's  head,  as  he  turned  toward  the  click.  A 
muzzle  was  placed  on  the  head  and  the  key  screwed  to  the  nose- 
piece.  Two  keys  were  made.  One  of  them  was  on  the  principle  of 
a  small  weight  supported  by  an  elastic  metal  rod,  the  rod  being 
surrounded  closely  but  not  touched  by  a  metal  ring  ;  owing  to  the 
inertia  of  the  weight,  the  movement  of  the  head  caused  the  ring  to 
touch  the  rod  and  to  close  an  electric  circuit.  The  other  key  con- 
sisted of  a  small  ball  rolling  in  a  metal  cylinder.  It  made  electrical 
connection  between  a  small  metal  plate  on  the  base  of  the  cylinder 
and  the  inner  surface  of  the  cylinder. 

For  various  reasons  neither  of  these  keys  worked  satisfactorily  and 
up  to  the  time  the  investigation  was  necessarily  closed  not  enough 
records  had  been  taken  to  establish  a  result.  If  a  result  had  been 
obtained,  the  time  for  the  acts  of  discrimination  and  choioe  could 
be  found  by  subtracting  the  simple  reaction-time  from  the  latter 
one.  If  we  admit  the  analogy  between  human  life  and  dog  life, 
there  is  now  nothing  in  the  way  of  finding  how  fast  a  dog  discrimi- 
nates and  chooses  except  difficulties  with  the  recording  key. 


*  V.  Kbibs  uhd  Auerbach,  Die  Zeitdautr  einfachakr  psychischer  Vorgdnge,  Arch. 
f.  Physlologie  (Du  Bois-ReymondX  1877  312. 
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SOME  NEW  APPARATUS. 

BY 
E.    W.    SCRIPTtTRB. 

The  constant  activity  of  the  laboratory  workshop  during  the  two 
years  since  its  first  productions  were  described*  has  resulted  in  oyer 
fifty  new  pieces  of  apparatus  for  the  purposes  of  research  and  demon- 
stration. Of  these  I  have  selected  for  description  only  a  few  whose 
fundamental  ideas  may  be  serviceable  to  the  investigator. 

Pendulum  chronoscope. 

The  spark  method  previously  described'  has  reduced  the  labor  of 
making  records  of  reaction-time  to  a  point  lower  than  obtainable  by 
any  other  method  recording  accurately  in  thousandths  of  a  second. 
The  apparatus,  however,  is  not  portable.  We  set  ourselves,  there- 
fore, to  produce  an  apparatus  fulfilling  the  following  requirements  : 
1,  accuracy  to  the  thousandth  of  a  second  ;  2,  ease  in  transport ;  3, 
readiness  of  setting  up  ;  4,  quickness  in  reading  ;  5,  availability  for 
many  kinds  of  experiments  on  time.  These  requirements  were 
met  after  eight  months  of  labor  by  the  first  pendulum-chronoscope. 
Two  chronoscopes  were  built  later,  but  the  model  remained  essentially 
the  same. 

The  pendulum-chronoscope  contains  in  the  first  place  an  accurately 
adjusted  double-bob  pendulum.  This  pendulum  is  held  by  a  catch 
at  the  right  hand  side.  In  making  an  experiment  this  catch  is 
pressed  noiselessly  and  the  pendulum  starts  its  swing.  It  soon  reaches 
a  light  pointer  held  in  position  by  a  delicate  spring  and  carries  it 
along.  At  exactly  the  moment  it  takes  up  the  pointer  it  presses  a 
delicate  catch  which  releases  the  mechanism  beneath  the  base.  This 
mechanism  is  adjusted  to  do  several  things  ;  one  of  them  is  to  drop 
a  shutter  which  covers  an  opening  in  a  metal  plate  at  the  back  of 
the  cbronoscope.  The  person  experimented  upon  is  seated  at  the 
back  ;  owing  to  the  curtain,  he  can  see  nothing  but  the  metal   plate 


*  Scripture,  Some  new  apparatus,  Stud.  Yale  Psych.  Lab.,  1892-93  I  97. 

*  Bliss,  InvestUjations  in  reaction-time  and  attention,  Stud.  Yale  Psych.  Lab.,  1892-93 

I  7. 
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with  the  covered  opening.  He  finds  before  him  a  robber  button 
like  that  on  a  telegraph  key.  He  a  to  press  this  button  as  soon  as 
he  sees  the  shatter  move.  He  does  so,  and  another  mechanism 
releases  a  horizontal  bar  runninj?  behind  the  scale.  The  pointer 
swings  between  this  bar  and  the  scale  and  is  conseqaentl^  stopped 
when  the  bar  snaps  against  the  scale.     The  pointer  starts  to  move 


nrhen  the  shutter  starl-:  t.i  l;ill  :iri.i  omi'St-pitntly  ar.y  tiim;  that 
elapses  thereafter  will  l.i'  iti'iii;itvl  l>y  tin.'  ■Ii-t.in..<:  iLmii'.-li  wliich 
the  pijiiitt^r  trav*.U  hit'i.T-  l"-iii_'  c;i'ti:lit.  Tin.-  i'viitil'-!mii  ni  the 
pointt>r  with  the  in.'ii.liiliuii  ;-  ->  lii'lit  tlur  it  vntituics  its  Ttwing 
{fig.  13)  and  1:1  tiiially  iMUirUt  -it,  thf  other  -i.i.-. 

The  scale  in  front  i*  ^ni.luati.l  by  a.;'.iial  cutiiii.iris.jn  with  tuning- 
fork  records  made  by  the  finest  urajiliii;  metli'"!;'.  Special  electrical 
contacts  are  arranged  vi  that  the  uiiiti  of  tSiu  srale  In^licate  always 
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the  elapsed  time  between  the  starting  of  the  shatter  and  the  pressing 
of  the  button.  That  is  to  say,  all  lost  time  in  the  action  of  the 
mechanism  is  taken  up  in  the  scale.  All  irregularities  of  the  instni- 
ment  would  also  appear  in  the  records.  The  vital  point  of  the  con- 
struction is,  therefore,  accurate  adjustment ;  this  has  been  so  success- 
fully attended  to  that  the  mean  variable  error  of  the  instrument  does 
not  exceed  0.002*.  The  scale  is  marked  in  hundredths  and  half 
hundredths  ;  the  latter  space  is  readily  divided  by  the  eye  into  fifths, 
thus  giving  records  in  thousandths  of  a  second. 

For  reaction  to  light,  colored  cards  are  inserted  into  a  holder  just 
behind  the  shutter,  or  a  reflecting  surface  at  this  point  receives  light 
coming  from  the  side  and  sends  it  through  colored  glass  or  gelatine. 
When  several  different  colors  are  to  be  used,  a  wheel  containing  them 
is  placed  just  behind  the  shutter.  This  wheel  was  left  off  the  chrono- 
scope  shown  in  the  figure,  but  considerable  experience  has  proved 
that  the  state  of  mind  of  the  person  experimented  upon  differs  p^eatly 
according  as  he  supposes  the  order  of  presentation  of  colors  to  be 
left  to  chance  or  to  the  experimenter.  To  present  them  by  chance 
all  the  compartments  in  the  wheel  are  filled  with  two,  three,  or  more 
colors  as  desired  ;  the  wheel  is  given  a  twirl  and  is  stopped  without 
any  knowledge  of  what  particular  color  is  ready  for  exposure. 

The  reactions  to  light  are  not  disturbed  by  noises,  as  the  pendu- 
lum makes  no  noise  either  at  release  or  during  its  swing  and  the 
shutter  makes  only  a  faint  sound. 

For  reactions  to  sound  without  further  apparatus  the  shutter  is 
arranged  to  strike  with  a  noise.  In  this  case  a  constant  quantity  is 
subtracted  from  the  shutter  as  read.  For  sound-reactions  it  is  gener- 
ally preferable  to  insert  a  telephone  either  with  or  without  a  battery 
in  circuit  with  the  platinum  contact  about  to  be  described. 

The  shutter  rests  against  a  platinum  point  in  such  a  way  that  its 
movement  can  be  used  to  break  an  electric  circuit ;  this  can  be  used 
for  producing  lights,  sounds,  electric  shocks,  etc.  A  strong  electro- 
matrnet  is  placed  beneath  the  base  in  such  a  way  that  it  can  take  the 
place  of  the  button  ;  thus  the  pointer  can  be  caught  by  the  move- 
ment of  a  key  in  the  hands  of  a  distant  person.  An  arrangement  is 
also  provided  whereby  the  pendulum  itself  is  released  electrically. 
Still  further  mechanisms  are  added  for  various  purposes. 

I  may  add  that  the  chronoscope  has  fulfilled  all  expectations ;  in  par- 
ticular, the  fact  of  its  constant  readiness  for  use  without  a  moment's 
delay  has  been  a  great  inducement  for  employing  it  in  research  and 
demonstration. 


Soau  nete  apparatm. 


Slandiird  drum. 


For  records  where  great  coDstancy  of  revolution  is  desired  we  use 
the  standard  drum,  fig.  16.  This  consists  of  a  very  lieavy  wheel 
reTolviDg  on  a  vertical  axis.  The  sliding  carriage  to  the  right  is 
arranged  to  carry  a  fork  or  a  marker.  On  the  top  of  the  drum  there 
is  an  automatic  break.  A  rigid  arm  projects  from  the  axle ;  as  it 
passes  a  certain  point,  it  trips  a  lever  and  breaks  an  electric  circuit. 

In  nsing  the  automatic  break  the  drum  is  turned  slowly  till  the 
arm  just  touches  the  lever.  The  marker  is  then  run  vertically  down- 
ward so  that  its  trace,  the  zero  line,  shows  the  true  position  of  its 
point  when  the  circuit  is  broken. 


Fig.  IB. 

When  the  dram  is  nsed  for  reaction -times,  the  stimulus,  e.  g.  light, 
sound,  etc.,  is  produced  by  the  break  either  in  direct  circuit  or  shnnt 
as  the  case  may  require.  The  drum  is  run  at  any  desired  speed,  and 
the  marker  or  fork  draws  the  time  line.  The  distance  between  the 
zero  line  and  the  reaction  spark  gives  the  elapsed  interval. 

The  automatic  break  has  a  special,  very  important  use  in  finding 
the  latent  times  of  markers,  spark-coils,  etc.  For  markers  this  must 
be  done  separately  for  make  and  break  on  every  occasion.  For 
spark  coils  used  in  tbe  way  described  it  is  necessary  to  do  this  only 
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onoe.  One  reaeon  in  that  when  tUe  multiple  key'  is  uecJ,  the  lateii^ 
time  at  eacli  end  of  tlie  record  will  unquestionabli^  be  th«  same,  and 
80  disappears.  Another  waaon  appears  in  the  resnlts  of  the  follow 
ing  ezpenmcnis.  The  automatic  break  was  inserted  in  the  primary 
circuit  of  the  spark  coil,  (1  inch  Ritchie  with  condenser  around  the 
break)  with  4  amperes  of  current ;  the  secondary  circuit  was  arranged 
to  make  a  spark  off  the  point  of  the  time  marker,  vibrating  100  tim«t 
per  second. 


The  exact  position  of  the  automatio  break  was  marked  on  tht 
paper  ;  this  could  be  determined  within  an  error  of  leea  than  0.1"". 
The  drum  was  then  revolved  at  high  Hpeed  and  a  record  was  taken 
with  a  fipark  produced  by  the  break.  The  speed  of  the  drum 
so  great  that  an  interval  of  0,01'  occupied  28""":  the  great  regularity 
of  the  drum  enabled  us  to  treat  the  interval  as  constant  throughout. 
The  lag  of  the  «|)ark  was  measured  in  tenths  of  a  millimeter.  The 
quotient  of  the  lag  divided  by  the  length  of  the  wave  gave  the  timei 
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of  lag.  The  result  of  six  measarements  gave  :  mean  time  of  lag, 
0. 00014* ;  mean  error  for  the  series,  0.000015* ;  mean  error  for  a  single 
experiment,  0.00009* ;  largest  error  oconring  in  oar  determination, 
0.00032*. 

The  mean  time  of  lag  is  so  small  that  it  is  quite  negligible  except 
where  accuracy  to  the  ten  thousandth  of  a  second  is  required,  e.  g. 
in  graduating  a  chronoscope.  The  mean  error  completely  disposes 
of  an  objection  seriously  urged  against  the  spark-method,  namely, 
that  the  spark  jumps  irregularly  through  the  paper  ;  with  the  paper 
used  in  this  laboratory  (glazed  paper  for  covering  pasteboard  boxes) 
the  extreme  error  was  only  one-third  of  a  thousandth  of  a  second. 

Electric  color  wheel  with  speed  indicator. 

A  small  series-wound  motor  is  mounted  on  a  very  heavy  iron  base. 
A  suitable  arbor  to  hold  the  color  discs  is  placed  on  the  front  of  the 
axle.  A  prolongation  of  the  axle  to  the  rear  carries  two  arms  like 
those  of  an  engine  governor,  which  diverge  from  the  axle  according 
to  the  speed  of  the  motor.  By  an  attachment  to  a  pointer  this  diver- 
gence can  be  read  off  on  a  scale.  By  an  electric  contact  in  combina- 
tion with  the  spark  method,  this  scale  is  graduated  in  revolutions 
per  second.  The  speed  of  the  motor  depends  on  the  amount  of  cur- 
rent sent  through  it  and  can  be  regulated  at  will.  The  apparatus  is 
shown  in  iig.  17. 

It  also  affords  the  means  for  investigating  the  flickering-point 
under  various  conditions.' 

Color  sight  tester. 

The  usual  tests  for  color-blindness  fail  to  detect  those  who  are 
color-weak,  although  these  persons  are  really  color-blind  for  objects 
at  a  distance.  For  examinations  of  railroad  employes  and  sailors  I 
have  invented  a  convenient  instrument  which  not  only  detects  the 
color-blind  with  rapidity  and  accuracy  but  also  detects  the  color- 
weak. 

The  use  of  different  intensities  of  light  for  the  purpose  of  a  quan- 
titative determination  of  color-blindness  was,  I  believe,  first  made 
by  DoNDERS.  In  the  form  of  a  very  cumbersome  lantern  by  Eld- 
ridge  Oreex  it  is  now,  I  understand,  officially  adopted  by  the  English 
Board  of  Trade. 


^  Marbe,  Zur  Lehre  von  den  Gesichtsempfindungen,  wekhe  aus  successiven  lUizen  reiul- 
tiren,  Phil.  Stud.,  1893  IX  384. 
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In  general  appearance  ihe  color  sight  t«ster  reKenibles  an  opbthal- 
moBoope.     Un   the  side  toward  the  person  tested,  fig.  IS,  tliere  v«  I 
three  circles  of  glass  one-quarter  iocli  in  diameter,  nnmbered  l^  2  ai 
a  respective]}'.     The  opposite  side  of  ihe  tester,  fig,  10,  consistH  of  a    ' 
movable  disk  carrying  twelve  glasses  of  different  colors.     As  this   , 
disk  is  tnmed  by  the  finger  of  the  operator  the  varioo"  colors  appear 
behind  the  three  windows.     At  each  movement  of  tbo  disk  lb«  snhjeet 


T 


Fig.  18.  h'iy.   lit. 

oallB  off  the  colors  seen  at  the  windows.    The  windows,  1,2,  and  3  are, 

however,  fitted  with  gray  glasses.     Ko.  1  carries  a  very  dark  smoked  ] 

glass;  allcolorsseen  through  itwiU  bedark.     No.  2  carries  a  piece  of  1 

ground  glass,   showing  all  colors  in  full  brightness.     No.  S  carries  a  1 

light  smoked  glass.     There  are  thus  thirty-six  possible  combinations  ] 

of  the  colors.     The  twelve  glasses  are,  however,  mainly  reds,  gr*ens  ' 
and  grays. 


Some  new  apparcUuB.  1 05 

A  suitable  arrangement  of  the  colors  gives  direct  simaltaneous 
comparisons  of  reds,  greens,  and  grays  of  different  shades.  The 
well-known  confusion  by  color-blind  persons  of  dark  greens  with 
reds,  greens  with  gray,  etc.,  are  exactly  imitated,  and  the  instrument 
gives  a  decisive  test  for  color-blindness.  Its  peculiar  advantage, 
however,  lies  in  the  fact  that  it  presents  reds,  greens,  and  grays 
simultaneously  in  a  large  number  of  different  shades  of  intensity. 
The  light  of  a  green  lantern,  as  it  appears  to  a  color-weak  person  at 
different  distances,  is  simulated  by  the  red  behind  the  different  grays  ; 
at  the  same  time  a  white  light  is  also  changed.  The  color-weak  per- 
son to  whom  weak  green  is  the  same  as  gray  (white  at  a  distance)  is 
utterly  confused  and  thinks  that  the  weakened  green  is  gray  (white) 
and  the  dark  gray  is  green. 

The  actual  test  is  performed  in  the  following  manner  :  The  tester 
is  held  toward  a  window,  but  not  in  the  bright  sunlight,  at  about  2^ 
feet  from  the  person  tested.  The  operator  begins  with  any  chance 
position  of  the  glasses,  and  asks  the  person  tested  to  tell  the  colors 
seen  through  the  three  glasses,  Nos.  1,  2,  and  3.  He  answers,  for 
example,  "  No.  1  is  dark  red  ;  No.  2  is  gray  ;  No.  3  is  green."  The 
operator  records  from  the  back  of  the  tester  the  letters  indicating 
what  glasses  were  actually  used.  Suppose  he  finds  that  A,  D,  and  G 
were  opposite  the  glasses  Nos.  1,  2,  and  3  he  records  :  A  1,  dark  red  ; 
D  2,  gray;  G  3,  green.  The  disk  is  then  turned  to  some  other  posi- 
tion, the  colors  are  again  named,  and  the  operator  records  the  names 
used.  For  example,  the  result  might  be  :  "  No.  1  is  dark  green  ;  No. 
2  is  white  ;  No.  3  is  red."  and  the  record  would  read:  G  1,  dark 
green  ;  J  2,  white ;  A  3,  red.  Still  another  record  might  give  ;  J  1, 
dark  gray  ;  A  2,  red ;  D  3,  medium  gray.  Similar  records  are  made 
for  all  combinations.  Of  course,  the  person  tested  knows  nothing 
concerning  the  records  made.  The  blank  thus  filled  out  is  forwarded 
to  the  chief  inspector  for  railway  or  marine  service.  A  comparison 
with  a  table  containing  the  true  colors  for  each  position  determines 
whether  the  test  has  been  passed  or  not. 

The  records  can  be  taken  by  any  one,  and,  on  the  supposition  that 
the  record  has  been  honestly  obtained  and  that  the  instrument  has 
not  been  tampered  with  after  leaving  the  central  office,  the  compari- 
son is  likewise  mechanical.  There  is  none  of  the  skillful  manipula- 
tion required  in  the  wool  test  and  none  of  the  uncertainty  attaching 
to  its  results.  The  only  instruction  given  to  the  subject  is,  **  Name 
the  colors " ;  the  results  render  the  decision  with  mechanical  cer- 
tainty. 
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The  three  records  jast  cited  were  all  obtained  from  the  red  glass 
A,  the  gray  glass  D,  the  green  glass  G,  and  the  white  glaaa  J,  in 
combination  with  the  dark  gray  No.  1,  the  clear  No.  2,  and  the 
medium  gray  No.  8.  Those  familiar  with  color  blindness  will  notice 
that  these  combinations  place  side  by  side  the  colors  most  confosed. 
More  important  still  is  the  fact  that  red,  green,  and  white  are  made 
to  undergo  changes  that  detect  the  color-weak.  Another  set  of 
colors  includes  red,  white,  green,  and  blue-green,  subject  to  all  the 
combinations.  For  green  I  use  the  ordinary  green  glass  common  on 
most  railways  ;  the  blue-green  is  known  to  dealers  as  ^' signal  green,'' 
and  is  frequent  on  the  water.  The  third  set  of  colors  is  an  additional 
test.  It  includes  orange-brown,  green,  blue,  and  violet,  lliese 
colors  are  confused  in  many  cases  of  color-weakness  and  color-blind- 
ness. 

Thought  and  action  apparatus. 

On  a  horizontal  rod  1  meter  long,  iig.  20«  there  are  placed  three 
metal  blocks.  A,  B,  O,  adjustable  at  any  distance  apart.  The  block 
A  carries  a  signal  and  is  arranged  so  that  a  movement  of  the   signal 


p 

A 


P» 


Fig.  20. 

breaks  an  electric  circuit  at  a.  The  blocks  B  and  C  carry  light 
bamboo  rods  held  in  small  revolving  clamps.  On  touching  one  of 
these  rods  it  falls  and  in  doing  so  it  makes  electric  contact  for  an 
instant  at  e  or  i.  By  connection  with  the  spark  coil  records  are 
obtained  on  the  drum  for  each  of  the  three  movements. 

Let  it  be  required  to  determine  the  length  of  reaction-time  in  rela- 
tion to  the  intended  extent  and  velocity  of  movement.  The  finger 
is  placed  lightly  against  C  and  upon  a  signal  from  A  it  is  to  he 
moved  past  B.  The  time  between  the  sparks  from  A  and  C  is  the 
reaction -time  ;  the  time  between  those  for  C  and  B  is  the  time  of 
movement.  By  varying  the  distance  between  B  and  C  and  the  time 
of  movement  the  problem  can  be  answered  in  all  its  forms. 

By  omitting  B  the  instrument  serves  as  signal  and  reaction-key. 
By  reacting  to  a  movement  of  A  in  one  direction  and  not  in  the 
other  it  is  used  for  discrimination  and  choice.  By  using  B  and  C 
alone  it  is  an  apparatus  for  repeating  and  extending  the  investigft- 
tions'  on  the  time  and  extent  of  movement. 


*  FuLLERTON  AND  Cattell,  On  the  perception  of  small  difEerenoes,  103,  Philadelphii 
1892. 
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Pistol  key. 
This  serves  for  investigatiDg  the  reaction -time  in  starting  to  rnn. 
The  blast  from  the  pistol  barrel  a,  fig.  SI,  moves  the  fauyso  that 
contact  is  broken  at  d  for  an  in- 
stant, the  lever  being  drawn  back 
by  a  Bpring.     Only  a  few  experi- 
ments have  been  made  with  the 
apparatus.  These,  however,  have 
brought  to  notice  the  following 
facu  :    I,  the   reaction-time   is  | 
about  one-third  shorter forshort- 
distance  runners,  who  are  truned  FlR-  81- 

to  start  quickly,  than  for  long-distance  runners ;  2.  the  reaction- 
time  for  raovemeniB  of  the  whole  body  is  longer  than  for  move- 
ments of  a  single  member. 

Voice  key. 

The  voice  key,  fig.  22,  is  in- 
tended for  experiments  on  the 
time  of  associating  ideas.  It 
comprises  a  cylinder  of  hard 
rubber  holding  a  metal  plate  at 
the  eod  furthest  from  the  mouth. 
A  fine  screw  rests  lightly  against 
this  plate.  The  current  is  sent 
through  the  point  of  contact 
between  screw  and  plate  ;  it  is 
interrupted  by  the  vibration  of 
the  plate  in  res^ionse  to  the  voice. 
With  the  spark  method  this  pro- 
duces a  chain  of  dots  on  the  drum 
while  the  word  is  being  spoken.  '^*'  ^' 

With  two  voice-keys  and  a  telephone  connection  the  person 
experimented  upon  can  be  in  a  distant  room,  a  key  being  placed  over 
the  opening  in  each  transmitter. 

Touch  key. 

A  long  flexible  spring,  fig.  23,  is  moantcd  in  a  wooden  handle  and 

bears  agunst  a  short  rigid  arm,  also  attached  to  the  handle,  so  as  to 

keep  closed  an  electrical  circuit.     The  circuit  is  led  into  the  handle 
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by  a  pair  of  twined  flexible  cords.     When   the  end  of   the   spring 
tooohes  the  Bubject,  it  U  pressed  away  from  tlie  short  arm  and  breaks 


the  OORtact.  Striking  against  a  piece  of  metal  above,  it  makes  con- 
tact again  immediately.  In  this  way  a  spark  is  made  and  the 
(urenit  is  oloaed  ready  for  the  reaction.  For  touch  alone  the  spring 
carries  a  small  rubber  knob  at  its  end  ;  for  temperature  this  is 
replaced  by  a  heated  or  cooled  metal  ball. 


Ekctric  baton. 


This  is  designed  for  the  study  of  the  sense 
of  musical  rhythm.  A  rod,  fig-.  2<,  similar 
to  an  orchestra  leader's  baton,  is  provided 
with  a  spherical  ball  of  metal  mounted  upon 
a  flexible  wire.  Closely  surrounding  hut  not 
touching  this  wire  is  a  metallic  ring.  The 
tip  and  ling  are  respectively  joined  to  the 
ends  of  a  pair  uf  flexible  oonductorB,  leading 
off  to  a  recording  circuit.  Every  change  of 
direction  of  the  baton  makes  oontaet  for  an 
instant  and  thus  a  spark  record  is  made  upon 
the  drum, 

Ibot  key. 

The  foot-key,  fig.  25,'  ia  deu^pied  for 
the  study  of  the  sense  of  rhythm  as  in- 
volved in  walking.  A  yoke  piece  is 
arranged  to  clamp  to  the  heel,  provision 
being  made  for  heels  of  varying  widths. 
Upon  this  yoke  is  mounted  a  small  con- 
tact key,  so  that  the  circuit  is  broken 
whenever  the  foot  strikes  the  ground  and 
made  again  as  the  foot  is  raised.  Flex- 
ible conductors  place  the  shoe  in  tbe 
recording  circuit. 


'  Figures  !2,  34  and  9S  we  from  Scriptubb,  Thinking,  FMHng,  Doliw;   ICeadrilH 

ises. 
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VoU  reducers. 

When  the  city  current  is  at  hand  in  the  laboratory,  it  is  very  desir- 
able to  use  it  for  forks,  spark  coils,  telegraph  keys,  etc.  This  cannot 
be  conveniently  done  on  account  of  the  high  voltage  of  the  current 
which  arcs  across  the  keys,  burns  out  the  platinum  contacts,  etc. 
With  a  battery  current  Helhholtz*  used  a  zigzag  of  resistance  wire 
connected  in  parallel  with  the  cup  of  the  tuning  fork  in  which  he 
wished  to  suppress  the  spark.  This  idea  has  been  developed  by  our 
laboratory  mechanician,  J.  J.  Hogan,  into  an  arrangement  by  which 
the  dynamo  current  of  high  voltage  can  be  manipulated  just  as  a 
number  of  galvanic  cells.  With  the  cells  the  current  is  altered  in 
potential  and  intensity  by  the  use  of  more  or  less  of  them  and  by 
their  arrangement  in  parallel,  in  series  or  in  combination.  With  the 
volt  reducer  the  amount  of  current  drawn  from  the  dynamo  is  regu- 
lated by  incandescent  lamps.  This  current  passes  to  a  pair  of  bind- 
ing-posts by  way  of  the  apparatus  in  which  the  current  is  desired, 
and  by  way  of  one  or  more  coils  of  wire.  The  particular  arrange- 
ment of  the  coils  depends  on  the  insertion  of  various  plugs.  In  this 
way  the  current  drawn  from  the  binding-posts  can  be  made  of  any 
potential  from  1  volt  to  10  volts  and  of  any  intensity  within  the 
limits  of  the  particular  volt-reducer.  The  current  acts  under  vary- 
ing circumstances  exactly  like  that  of  a  battery  of  the  same  potential 
and  internal  resistance. 


>  Helmholtz,  Die  Lehre  von  d.  ToDempfiDdungeD,  632,  3  ed.,  Braunschweig,  187*7. 
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REACTION-TIME   IN  ABNORMAL   CONDITIONS   OF   THE 

NERVOUS   SYSTEM. 


BY 


Alfred  G.  Nadler,   M.D. 

The  object  of  the  present  research  was  to  investigate  the  possible  alter- 
ations in  reaction-time  and  thought-time  in  diseased  conditions  of  the 
nervous  system.  The  experiments  were  performed  upon  individuals  ex- 
hibiting symptoms  diagnostic  of  one  of  four  types  of  diseases.  The  sub- 
jects were  patients  applying  at  the  University  Clinic.  The  four  types 
selected  were  neuritis,  hysteria,  locomotor  ataxia  and  allied  conditions,* 
and  alcoholism. 

The  experiments  were  performed  on  a  Scripture    pendulum -chrono- 
scope,  which  consists  of  a  pendulum,  a  pointer,  a    scale,  a  signal  and  a 
reaction -apparatus.*     The  pendulum  is  held  at  one  side  by  a  catch ;  when 
set  free,  it  travels  across  the  scale.     As  it  passes    the   zero  point  it  sets  in 
motion  and  carries  with  it  the  pointer ;  the  scale    is  divided  into  thous- 
andths of  a  second,  the  pendulum  and  pointer  being  so  arranged  that  one 
second  elapses  while  the  pointer  travels  from  o  to  looo.      As  it  passes  the 
zero  point  the  pendulum  springs  a  catch  which    gives  the  signal  to  tH^ 
subject.     This  individual,  all  prepared,  with  a  finger  on  the  reaction  bu:t. 
ton,  presses  the  button  in  response  to  the  signal.       This  locks  the  nr^i^^i*^ 
against  the  scale  at  whatsoever  point  it  happens  to  be.      The  ex 


agaiiibi  tnc  scaie  ac  wnatsoever  point  it  nappt="=>  ^^  ^-^'      -         * 
has  then  only  to  read  off  the  mark  on  the  scale  at  which  the  pointer 
For  simple  reaction-time,  the  opening  of  a  shutter  on  the  signal 
was  the  signal ;  for  complex  reaction -time  red  or  white  ^^^««J 
criminately  inserted  behind  the  shutter  and  the  sul>ject  reacted  only 


the  red  card  was  seen. 

The  simple  reaction  consisted  in  this   case  psychologically  of  ^ 
tion  and  volition,  physiologically  of  the    passage   of  a  ncrv^w*  — 
from  the  eye  to  the  visual  center  in  the  brain,  ^^^^^ 
downward  to  the  muscles  of  the  arm  and  hai^^*-        -j^fnatkai 
time  adds  to  this  the  two  mental  processes  :     djscrirm 

>  Scripture,   Som^  nna  affaratus.   Stud.    V»l«     ^*^^^'.   ^ 
mean  error  of  this  instrument  is  two  thousandths  of   ^  ^f  ^*VtUII«; 
records  are  therefore  psychological  quantities;     '^^    S<:»*^* 
London,  1897. 
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colors  and  choice  between  movement  and  rest ;  the  physiological  side  of 
these  processes  is  unknown. 

In  classifying  and  arranging  the  results,  the  '^  median"  was  used' 
instead  of  the  average  as  a  basis  of  comparison  or  discussion.  The 
median  is  the  middle  value  in  a  set  of  numbers ;  for  example,  if  there 
are  lo  or  20  members,  it  is  the  average  of  the  fifth  and  sixth,  or  the 
tenth  and  eleventh;  if  there  are  11  or  15  numbers,  it  is  the  sixth  or 
the  eighth  one. 

Local  neuritis. 

In  this  group  are  classed  all  those  cases  in  which  the  nerves  supplying 
the  muscles  of  the  forearm  or  hand  were  affected,  causing  a  partial  par- 
alysis of  either  hand.  It  comprises  neuroses  of  a  local  nature  due  either 
•to  trauma  or  toxines.  In  all  cases,  one  or  more  branches  of  the  brachial 
plexus  or  nerves  were  affected.  At  the  seat  of  a  local  lesion  of  a  periph- 
eral nerve  or  a  nerve  whose  branches  supply  the  periphery,  the  nerve 
is  usually  inflamed,  that  is,  swollen,  infiltrated  and  reddened.  The 
sheath  alone  may  be  diseased  or  the  inflammation  may  affect  also  the  in- 
ternal portion,  under  which  circumstances  the  infiltration  is  more  exten- 
sive and  surrounds  the  nerve  bundles.  The  nerve  fibres  themselves  may 
not  be  involved,  but  there  is  an  increase  of  the  nuclei  in  the  sheath  of 
Schwann.  The  myelin  is  fragmented,  the*  nuclei  of  the  intemodal  cells 
are  swollen,  and  the  axis  cylinders  present  varicosities  or  undergo  g^ranu- 
lar  degeneration.  The  nerve  fibres  may  be  entirely  destroyed  and  re- 
placed by  a  fibrous  connective  tissue  in  which  fat  is  deposited.  In  neu- 
ritis due  to  lead  poisoning  and  in  the  more  serious  cases  due  to  trauma, 
the  changes  met  with  in  the  ner\'es  are  somewhat  different.  This  is 
termed  parenchymatous  neuritis  and  the  changes  resemble  closely  that 
described  as  secondary  or  Wallerian  degeneration,  which  follows  when 
a  nerve  is  cut  off  from  its  center.  There  is  segmentation  in  the  myelin 
and  breaking  up  of  the  axis  cylinder,  with  proliferation  of  the  nuclei  of 
the  sheath  of  Schwann  and  neurilemma.  The  changes  may  be  limited  to 
the  medullary  sheath,  constituting  what  Gombault  has  termed  peri-axial 
neuritis.  These  neuritic  changes  are  found  in  segments,  the  affected 
portions  being  separated  by  healthy  parts;  this  is  the  so-called  ** seg- 
mental neuritis.*'  In  the  musculo-spiral  nerve,  which  is  especially 
affected  in  lead  poisoning,  the  parenchymatous  and  peri-axial  neuritis  are 
found  together,  the  former  generally  l>eing  in  the  small  branches  going  to 


^ScRiiTrRF.,    On  nic'atj  7\ilitfs  for  liirfif  measurements^   Stud.    Yale  Psych.    Lab., 
1S95  III  I. 
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the  muscles,  the  latter  in  the  main  nerve  trunk  and  larger  branches.  The 
symptoms  in  the  following  cases  were  pain  along  the  arm  and  hand  over 
the  course  of  the  nerve  affected,  several  points  of  tenderness  on  the 
periphery,  an  inability  to  freely  move  the  arm  or  forearm  or  hand  or  one 
or  more  fingers.  Sometimes  the  flexor  muscles  were  affected,  more 
often  the  extensor.     Some  tactile  sensation  also  was  lost. 


Subject. 

W.  B. 
M.  Y. 
J.  M. 
J.  W. 
H.  G. 
L.  M. 
M.  M. 
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A.  L. 
A.  L. 
J.  S. 
J.  S. 
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Table  I. 

Disease.  S 

Neuritis  due  to  injury 215 

390 

379 

379 

. 3U 

Neuritis,  alcoholic 192 

Neuritis 407 

Neuritis,  wrist  drop 166 

After  treatment 143 

Neuritis 294 

After  partial  treatment 185 

Neuritis,  diseased  arm 403 

Sound  arm    .    .    .    .  * 256 

Neuritis,  diseased  arm 393 

Sound  arm 243 


ds 

C 

dc 

78 

353 

146 

36 

504 

66 

16 

557 

34 

53 

498 

48 

91 

442 

163 

39 

428 

48 

35 

525 

39 

22 

299 

38 

24 

277 

33 

61 

478 

87 

14 

487 

47 

12 

640 

10 

20 

423 

X2 

17 

504 

14 

14 

392 

5 

Unit,  thousandth  of  a  second. 

Number  of  records  on  each  subject,  40. 

S^  simple  reaction-time. 


C,  complex  reaction-time. 
da,  dc,  mean  variations  for  the  individual 
subjects. 


As  would  naturally  be  expected  from  such  diseased  conditions,  the  re- 
action-time is  materially  lengthened.  The  increase  is  undoubtedly  due 
to  the  local  lesion  of  the  nerve.  This  is  proven  by  the  varying  increases 
over  the  normal  in  the  different  subjects  according  to  the  extent  or  cause 
of  the  injury  or  the  severity  of  the  symptoms.  It  is  also  proven  by  the 
fact  that  the  complex  time  is  only  so  much  longer  than  the  simple  reac- 
tion-time as  exists  ordinarily  in  normal  conditions. 

The  mean  variation,  vrfjich  is  the  index  of  regularity  in  the  action  of 
the  patient's  mind,  is  not  greater  than  that  found  in  healthy  persons  under 
the  same  conditions. 

It  was  found  that  in  patients  with  but  one  arm  affected,  the  reaction- 
time  was  longer  in  the  diseased  arm  than  in  the  unaffected  hmb ;     in  pa- 
tients experimented  upon  during  or  after  treatment  the  results  improved 
with  improved  conditions. 
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Locomotor  atajpa  and  multiple  neuritis. 

The  diseases  of  this  group  are  affections  of  the  spinal  cord  due  to  de- 
generation or  sclerosis  of  one  or  another  tract  or  column. 

Although  the  results  are  alike  in  many  respects,  there  are  sufficient  dif- 
ferences to  bring  out  the  distinction  between  the  two  diseases. 

Locomotor  ataxia  is  an  affection  of  the  nervous  system  characterized 
clinically  by  incoordination  with  sensory  and  trophic  disturbances  and 
involvement  of  the  special  senses,  particularly  the  eyes.  Pathologically 
there  is  sclerosis  of  the  posterior  columns  of  the  cord,  foci  of  degenera- 
tion in  the  basal  ganglia,  and  sometimes  chronic  degenerative  changes  in 
the  cortex  cerebri.     The  peripheral  nerves  also  undergo  degeneration. 

Marie  asserts  that  the  primary  change  is  a  nutritional  defect  of  the 
ganglion  cells  of  the  posterior  root.  In  this  disease,  there  is  not  loss  of 
motor  power,  but  incoordination.  The  motor,  efferent  fibres  of  the 
peripheral  nerves  are  intact.  In  ordinary  peripheral  neuritis,  both  motor 
and  sensory  fibres  are  diseased.  The  ganglion  cells  of  the  posterior  spinal 
ganglia  are  destroyed  in  tabes,  but  their  axis  cylinder  prolongations  in 
the  cord  undergo  degeneration  and  atrophy ;  consequently  a  sclerosis 
occurs  in  the  three  ascending  tracts,  namely,  Lissauer's  tract,  the  j)os- 
tero-extemal  column  and  Goll's  column. 

In  multiple  neuritis  the  lesions  and  pathological  conditions  are  prac- 
tically the  same  as  in  localized  neuritis,  with,  of  course,  extension  to 
larger  areas  and  the  involvement  of  more  ner\'es  and  portions  of  the  cere- 
bral and  spinal  ganglia. 

The  symptoms  of  locomotor  ataxia  are  manifested  mainly  by  a  lack  of 
coordination.  The  lower  extremities  are  principally  affected,  causing 
the  characteristic  ataxic  gait.  In  advanced  cases  the  arms  and  hands  are 
involved,  producing  numbness  or  tingling  in  the  fingers. 

Tablk  II. 

Subject.  Disease.  S  ds  C  dr 

C.  M.  Locomotor  ataxia 393  9  869  24 

F.  H.  '♦  -  374  9  728  39 

F.  N                  **             **          392  6  793  15 

G.  R.                 •'             "         3S5  6  767  12 

J.  K.  Multiple  neuritis 421  14  864  16 

G.  H.       "     •*    412  19  794  42 

s.  P.     "    "   414    72    756    132 

I'nit,  thousandth  of  a  second.  C,  complex  reaction-time. 

Number  of  records  on  each  subject,  40.  ds.  dr,  mean  variations  for  the  indiTidual 

J^\  simple  reaction-time.  subjects. 
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In  multiple  neuritis,  since  the  motor  nerves  are  peculiarly  affected,  the 
symptoms  are  mainly  those  of  paraplegia.  The  extensor  muscles  are 
affected  more  than  the  flexors,  causing  thereby  wrist-drop  and  foot-drop 
and  the  peculiar  steppage  gait. 

The  simple  reaction-times  in  these  cases  were  markedly  long,  longer 
in  those  affected  with  multiple  neuritis  than  in  the  tabetic  patients.  The 
thought-times  were  distinctively  long  also,  but  more  so  in  the  group  of 
locomotor  ataxia  patients.  The  mean  variations  were  comparatively 
small  in  all  the  series  except  in  one  subject. 

Do  these  results  agree  with  the  symptoms  and  pathological  conditions  ? 
And  are  they  such  as  one  might  reasonably  expect  ?  I  think  we  can 
answer  in  the  affirmative. 

In  the  first  place  let  us  compare  the  simple  reaction-times.  The  re- 
sults are  longer  in  the  multiple  neuritis  cases  in  this  set  of  experiments. 
This  is  surely  in  accordance  with  expectation.  The  observer  has 
simply  to  react  and,  the  motor  nerves  being  affected,  the  outward  current 
travels  more  slowly ;  the  result  is  a  longer  reaction -time.  For  tabetic 
patients  the  disturbance  in  coordination  would  also  cause  some  lengthen- 
ing beyond  the  normal  time. 

In  regard  to  the  complex  reaction-time  this  difference  between  the  two 
classes  would  appear  scarcely  sufficient  to  affect  the  complicated  process. 

The  astonishing  regularity  of  the  simple  reactions  in  locomotor  ataxia, 
as  shown  by  the  smallness  of  the  mean  variations,  remains  an  inexplicable 
fact. 

Alcoholism. 

The  patients  which  I  have  classified  under  the  title  alcoholism,  for 
want  of  a  better  name,  were  men  on  the  verge  of  delirium  tremens. 

They  were  men  who  had  been  on  a  **bout*'  for  a  varying  number  of 
days  and  appeared  for  treatment  when  on  the  border  lines  of  conscious- 
ness. The  condition  is  such  as  is  seen  by  every  one  almost  any  day  on 
the  streets  of  a  large  city.     It  is  a  stage  beyond  drunkenness. 

The  patients  are  men  who  are  immuned  to  alcohol  and  have  drunk 
enormous  quantities  during  their  lives.  They  no  longer  become  intoxi- 
cated according  to  the  popular  idea  of  that  term.  Their  tissues  and 
organs  are  probably  saturated  with  the  toxine.  They  are  accustomed  to 
drink  gin  and  whiskey.  Their  condition  would  be,  perhaps,  best  de- 
scribed as  that  due  to  systematic  intoxication. 

When  they  come  for  treatment  their  minds  are  clear  and  active  ;  they 
are  acutely  anxious.  Being  aware  of  the  condition  in  which  they  are, 
they  are  fearful  lest  it  become  worse.     They  cannot  sleep  and  are  ut- 
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terly  worn  out ;  tremors  shake  their  frames.  The  walk  is  shaky  and 
weak,  but  not  staggering.  Sleep  is  their  necessity  and  without  medical 
interference  sleep  will  not  come.  Unless  their  need  is  fulfilled  the  con- 
dition becomes  rapidly  worse  and  the  patient  is  soon  in  the  throes  of  de- 
lirium tremens. 

The  pathological  condition  in  this  affection  is  not  accurately  known, 
but,  reasoning  by  analogy,  one  cannot  be  far  wrong  in  the  following 
description  :  There  is  in  the  brain  a  shrinking  of  the  substance  with 
narrow,  flattened  and  shrunken  convolutions,  and  serous  effusion  in  the 
ventricles  and  subarachnoid  space.  Some  of  the  vessels  have  degene- 
rated and  blood  has  oozed  into  the  brain  substance.  The  nerve  cells 
and  fibres  are  wasted  throughout  their  course.  In  the  cord  there  is  in- 
creased vascularity,  especially  in  the  posterior  columns.  The  changes  in 
the  nerve  fibres  are  those  o(  sclerosis  or  fatty  degeneration. 

Table  III. 

Subject.  Disease.  S  ds  C  dc 

J.  M.         Alcoholism 156  15  479  28 

P.  M.                 **           174  30  434  60 

J.  L.                  "           164  6  464  20 

F.  W.                *«           161  6  469  II 

I.  M.                 "           163  9  528  18 

J.  B.                  "           .161  8  506  12 

A.  P.                 **           168  9  453  20 

P.  M.                 ««           155  6  443  27 

P.  M.                •*           169  9  398  7 

F.  S.                 "           160  II  416  23 

G.  W.                ••           195  16  507  32 

J.  W.                ««           184  13  394  IS 

T.  L.                 »*           173  13  397  8 

L.  M.                "           178  19  424  29 

T.  II.                <*           163  20  415  72 

T.  H.         After  treatment    •    • 131  5  394  22 

J.  H.          Alcoholism 157  8  499  10 

J.  H.          Partially  cured 156  6  397  9 

M.  M.        Alcoholism 164  18  421  44 

M.  M.        Cured  of  attack 160  13  397  11 

Unit,  thousandth  of  a  second.  ]       C,  complex  reaction- time. 

Number  of  records  on  each  subject,  40.      1       ds,  dc,  mean  variations  for  the  individual 

.S",  simple  react  ion -time.  I  subjects. 

In  this  group,  strange  to  relate,  the  simple  reaction-times  are  consider- 
ably shorter  than  in  any  series  of  experiments  performed  on  healthy  pier- 
sons  at  the  Yale  laboratory.    The  complex  times,  however,  are  longer,  that 
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is  to  say,  the  differences  betii'een  the  simple  reaction -times  and  the 
complex  times  are  larger  than  for  the  normal  person.  The  mean  varia- 
tions are  comparatively  small  in  the  first  series,  and  in  the  latter  they  ap- 
pear to  depend  upon  the  personal  attributes  of  the  observer. 

In  the  experiments  made  upon  the  same  individuals  after  treatment, 
the  results  showed  a  decrease  in  the  reaction-times  throughout,  making  the 
simple  reaction-time  less  than  in  the  normal  and  the  complex  time  about 
normal.  These  results  appear  to  show  that  the  effect  of  the  alcoholic 
toxine  upon  the  individual  is  to  heighten  the  power  to  perform  simple 
regular  movements,  but  that  where  a  judgment  is  needed,  the  individual 
is  at  a  disadvantage. 

Hysteria. 

To  better  understand  the  peculiar  results  of  the  ex|)enments  on  hys- 
terical subjects  it  may  be  well  to  begin  with  a  brief  characterization  of 
the  disease. 

''Hysteria  is  a  functional  disorder  of  the  nervous  system,  associated 
with  excitability  and  a  want  of  will  power.     It  is  manifested  by  uncon- 
trollable nervous  paroxysm  or  crises,  and  intcnncdiatc  states  of  perverted 
nerve  function.     *    *    *    The  symptoms  vary  from  mere  exhibitions  of 
excitability  provoked  by  slight  causes  to  prolonged  and  frequent  convul- 
sive attacks.     Parox>'sms  of  uncontrollable  laiif^ter  or  crying,  without 
apparent  reason,  explosions  of  anger  or  tenor  upon  the  slightest  provo- 
cation, headache,  sleeplessness,   attacks  of  tiemWing,   flushing,   chilli, 
ness,  choking  sensations,  and,  above  all,  imieatOBiUe  actions  or   coni^ 
l)laints  designed  to  impress  the  spectator  with  dwiaipoitiiice  or  wonclerfvil 
character  of  the  ailments.     All  sorts  of  vagarica  milling  from  a  pcrverteti 
imagination  assist  in  making  up  a  truly  kaleidoaBOpic clinical  exhihitiQ^^  \ 
The  symptoms  vary  from  day  to  day.     UpOO  Iwi^  qotttioned  regards ^^ 
their  trouble,  the  patients  reply  that  *'  thcy  ar-  — ^Wf  nervous.'  *      Tk^ 
statement  covers  the  ground.     In  the  majoritl  0^  the  patient  has 


te 


aggerated  a  slight  trouble  until  it  has  agMiwM  "^dous  proportion 

her  eyes,  and  once  having  fallen  into  the  faa  with  difficult  v  ta    «»&^ 

its  error.  **^ 

In  this  group,  the  reaction-times  were  v«  that  bein*^  ^'^ 

noticeable  feature.     The  median  for  the  rtion-tim^.  ^  . 

normal,  but  the  mean  variation  is  extreme  lie  coiiii  .1,.       .      . 

increased  greatly  above  the  normal  and  e  mean  x-^*.-     j^- 

greatly  enlarged.     The  cause  lies  probi  Eculty  witi*  ^ 

'  HVKORl),  Manual  «)f  « iyncn)l«ij»y,  137,  I'hill 
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the  observers  concentrated  their  attention.  In  some  cases  it  appeared  as 
if  the  patients  had  forgotten  what  they  were  attempting  to  do.  Suddenly 
they  would  recollect  and  react,  the  time,  of  course,  being  greatly  pro- 
longed. This  was  especially  true  of  the  complex  time.  Or  perhaps  the 
patient  would  not  be  positive  at  first  and  would  require  a  second  thought 
to  assure  herself  that  the  signal  was  read  correctly. 
The  experimental  results  are  given  in  the  following  table : 


Subject. 

H.  G. 
R  S. 
F.  F. 
H.  A. 
W.  F. 
J.  W. 
P.  A. 

C.  A. 
M.  M. 
E.  H. 
M.  S. 

D.  A. 


Table  IV. 

Disease. 
Hysteria , 308 


<( 


(< 


(< 


i< 


(< 


(( 


(< 


«( 


(< 


«( 


«( 


5 

ds 

C 

dc 

308 

91 

399 

197 

m 

54 

742 

93 

287 

77 

779 

"3 

198 

27 

764 

06 

x86 

17 

599 

SI 

184 

23 

612 

34 

198 

31 

744 

68 

193 

20 

802 

73 

187 

26 

749 

91 

187 

21 

736 

108 

483 

185 

641 

167 

164 

66 

! 

! 

Unit,  thousandth  of  a  second. 
Number  of  records  on  each  subject,  40. 
Sy  simple  reaction-time. 


C,  complex  reaction-time. 
da,  dc,  mean  variations  for  the  individual 
subjects. 


Itwas  found  impossible  to  secure  any  records  of  complex  time  for  D.  A., 
as  she  could  not  refrain  from  reacting  to  every  fall  of  the  shutter,  regard- 
less of  the  color  it  showed. 


Summary.  ' 

In  order  to  compare  the  results  for  the  different  diseases  the  general 
average  must  be  computed  for  each  disease.  The  mean  variation  for 
each  observer  serves  for  this  purpose  the  same  function  as  the  mean  error 
of  a  set  of  physical  measurements.  Let  ^j,  ^,,  ••• ,  //^  be  the  mean  varia- 
tions for  the  various  individuals  whose  averages  are  respectively  tf,,  tf,,-*,  a^. 
Since  each  average  was  obtained  from  n  experiments,  the  mean  variations 
for  each  of  the  averages  will  be 

^^         ^  d^  iK 


v/« 


v/7 


*  By  the  editor. 
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The  weights  of  the  averages  are  therefore 


II  I 

A— >>«'  Pt^  f\t^  •*'*Pk^~rrt 


D^'  '^      Dl     ^*      D^ 


The  final  average  is 


A+A+-+A 

Since  the  number  of  experiments  was  the  same  in  ever)'  case,  the  value 
n  is  constant  and  the  same  result  for  A  is  obtained  by  using 

II  I 

A   =^2'     Pt—    -jV-'     Pk^    Jt 

instead  of  the  formulas  previously  given.     The  final  average  for  each  dis- 
ease is  calculated  in  this  way. 

If  we  consider  the  mean  variation  for  an  individual  as  a  measure  of  his 
uncertainty  of  mental  action,  we  can  inquire  for  the  average  uncertainty 
of  the  group,  which  for  k  individuals  will  be 

,.^,jf_^, +  ..•+/, 

The  average  mental  uncertainty  is  calculated  for  each  disease. 

Lastly,  to  complete  the  picture  of  the  disease  it  is  necessary  to  indi- 
cate how  the  individuals  differ  from  each  other  in  their  averages.  This 
is  done  by  computing  the  statistical  mean  variation. 

Let  A  be  the  average  for  the  whole  group  whose  individual  values,  or 
averages,  are  a^  a^^ ...,  a^ ;  then  the  individuals  vary  from  the  group-aver- 
age by  i\  =  A^a^,  v^  =  A^a^,  •.,  v^  =  -^"-^»-  '^^c  average  variation 
of  the  individuals  of  the  group  will  be 

k 

This  figure  indicates  the  homogeneity  of  the  group,  and  thus  gives  a 
characteristic  of  the  uniformity  of  the  disease  in  this  particular  property. 

The  calculations  have  been  performed  and  verified  with  the  greatest 
care,  Crelle*s*  and  Barlow's*  tables  being  used  wherever  possible. 


»  Crelle,  Rechentafeln,  Berlin,  1857. 

'Barlow,  New  Mathematical  Tables,  London,  1814. 
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In  order  to  have  a  comparison  with  normal  individuals  I  have  added 
computations  from  the  records  made  on  19  college  students,  each  record 
consisting  of  ten  experiments. 


Condition. 

S 

U 

V 

C 

U^ 

V 

B 

i 

Local  neuritis 

360 

42 

67 

570 

63 

135 

210 

II 

Multiple  neuritis 

418 

35 

4 

848 

63 

54 

430 

3 

Locomotor  ataxia 

387 

8 

7 

786 

23 

42 

399 

4 

Alcoholism 

163 

13 

7 

440 

26 

48 

277 

17 

Hysteria 

192 

53 

51 

671 

100 

96 

479 

12 

Normal 

179 

29 

31 

349 

58 

58 

170 

19 

St  simple  reaction-time.  I        F,  ^,  average  departures  of  the  indi- 

C,  complex  reaction- time.  viduals  from  the  typical  averages  S  and  C. 

Uy  17 1  averages  of  the  individual  mean  B^  difference  between  C  and  S. 


variations. 


ky  number  of  individuals. 


The  following  conclusions  seem  to  be  justified  by  the  table  : 

1.  Alcoholism  shortens  the  simple  reaction -time,  hysteria  leaves  it  un- 
changed and  local  neuritis,  multiple  neuritis  and  locomotor  ataxia 
lengthen  it.     (Column  5.) 

2.  Local  neuritis  slightly  lengthens  the  additional  mental  processes  in- 
volved in  complex  reaction-time,  alcoholism  lengthens  them  consider- 
ably, while  locomotor  ataxia,  multiple  neuritis,  and  hysteria  double  and 
triple  the  normal  time.      (Column^.) 

3.  The  individual's  regularity  is  much  greater  than  the  normal  in  loco- 
motor ataxia  and  alcoholism,  and  much  less  than  normal  in  the  other 
diseases.  The  irregularity  is  specially  marked  in  hysteria  for  the  higher 
mental  processes.     (Columns  U,  LP.) 

4.  Subjects  with  multiple  neuritis,  locomotor  ataxia  and  alcoholism 
are  much  more  distinctly  marked  off  in  respect  to  these  tests  than  nor- 
mal individuals.  The  close  agreement  of  the  seventeen  alcoholic  patients 
in  regard  to  simple  reaction-time  is  very  remarkable.     (Columns  V,  V*,) 

Summing  up  by  diseases,  I  believe  it  justifiable  to  say  that  in  the  two 
respects  of  simple  and  complex  reaction-time  they  are  characterized  as 
follows  : 

1.  Local  neuritis:  a  poorly  defined  group  with  long  simple  reaction- 
time  and  great  irregularity. 

2.  Multiple  neuritis:  a  very  closely  defined  group  with  very  long 
time  for  both  simple  reactions  and  more  complicated  mental  processes ; 
also  considerable  irregularity  in  the  individual. 

3.  Locomotor  ataxia :    a  very  closely  defined  group,  slow  in  reaction 
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and  in  the  higher  processes,  but  astonishingly  free  from  individual  irregu- 
larities. 

4.  Alcoholism :  a  very  closely  defined  group  with  accelerated  reac- 
tion-time and  not  generally  retarded  complex  time,  remarkably  free  from 
irregularity. 

5.  Hysteria:  an  indefinite  group,  with  normal  simple  reaction-time 
but  greatly  lengthened  complex  time,  exhibiting  extreme  irregularity. 


RESEARCHES  ON  REACTION-TIME. 

BY 

E.  W.  Scripture. 

From  time  to  time  various  problems  present  themselves  in  connection 
with  the  study  of  the  time  of  mental  processes.  It  has  been  my  custom 
to  assign  some  of  these  problems  to  special  students.  The  work  is  done 
under  my  personal  direction,  and,  almost  without  exception,  I  ser\e  as 
the  subject  or  the  experimenter. 

Influence  of  a  constant  electric  current  through  the  head. 

(John  L.  Burnham.) 

The  city  supply  (no  volts,  direct)  was  used  as  the  source  of  current. 
One  wire  was  led  to  the  binding  post  of  a  graphite  resistance  which  regu- 
lated the  amount  of  current.  This  graphite  regulator  comprised  a  plate 
of  ground  glass  sliding  in  a  grooved  frame.  Lines  of  different  thickness 
were  drawn  with  a  lead  pencil  on  the  glass.  By  moving  the  glass  any  one 
of  these  lines  could  be  placed  under  the  springs  connected  with  the  two 
binding  posts,  whereby  a  resistance  of  any  desired  amount  could  be  in- 
troduced into  the  circuit. 

The  current  was  made  to  pass  through  an  Edelmann  milliamp^re- 
meter  indicating  directly  the  quantity  of  current  used.  The  poles  were 
two  sponge  electrodes.  A  commutator  permitted  the  change  in  direction 
of  the  current  and  a  liquid  resistance  rendered  it  possible  to  gradually 
apply  or  remove  the  current  without  shock,  and  without  the  knowledge 
of  the  subject. 

In  all  the  experiments  where  electricity  was  used,  the  records  were  so 
divided  that  the  experiments  without  electricity  (with  the  electrodes  still 
in  place  but  no  current  on)  were  interposed  between  two  sets  of  the 
records  of  electricity,  or  else  the  start  and  finish  would  be  made  without 
electricity  while  the  current  was  used  for  the  middle  records.  Thus  any 
lingering  effect  of  the  stimulus  or  any  mental  disturbance  from  the  elec- 
trodes was  neutralized.  These  experiments  were  conducted  during  the 
month  of  February,  1896. 

The  tests  for  Ihe  effect  of  the  current  were :  simple  reaction-time  and 
complex  reaction-time.     The  shutter  of  the  pendulum  chronoscope  ex- 

12 
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l)osed  a  colored  disc  and  the  subjected  reacted  by  pressure  on  the  knob 
at  the  back  of  the  instrument*.  For  complex  reaction-time  one  of  two 
colors  was  exposed,  the  subject  being  required  to  react  to  oxke  aad  ncrt  v> 
the  other. 


Table  I. 


0 

/ 

ma 

S 

d 

s. 

d 

If 

r 

» 

S.  head 

I 

l.o 

143 

II 

143      15 

7 

«<       n 

3 

I.O 

146 

15 

137        7 

7 

n         << 

3 

1.6 

^J 

ji. 

4<           <( 

3 

4.0 

a,  •• 

I 

1.0 

194 

52 

153      34 

10 

<(       << 

3 

1.0 

143 

23 

135        9 

7 

ii      t< 

5 

0.2 

143 

15 

129        6 

10 

5li' 

* 

4<             << 

13 

1.8 

143 

18 

129      15 

10 

^itf. 

^ 

<«             << 

15 

0.3 

127 

19 

12] 

[       10 

10 

Sm.,  " 

5 

0.2 

132 

12 

121 

[       18 

10 

*  •» 

2 

03 

140 

8 

140          9 

10 

4<            << 

12 

1-3 

186 

23 

16] 

[      21 

10 

T^ 

;^ 

<t             <( 

13 

1.0 

149 

10 

139        14 

10 

^ 

^ 

D.     " 

I 

0.5 

136 

29 

15; 

'      23 

5 

J(« 

« 

t«     (< 

5 

1.2 

136 

II 

128        II 

5 

^yt 

# 

i(     << 

5 

7.0 

142 

10 

"7 

5 

5 

*7> 

^ 

<<     << 

12 

0.3 

144 

27 

150      14 

5 

31^ 

^ 

Unit,  thousandth  of  a  second. 

C,  c 

omples  Mftfl 

i«M 

0,  subject 

of  experiment 

1 

tricity. 

/',  date  in 

February,  1896. 

c. 

complcs  wm 

ma,  milliamp^res. 

tricity. 

St  simple 

reaction-time 

without  elec- 

d,  mean  «s 

k- 

tricity. 

n,  number  4^ «i| 

S9,  simple 

reaction -time ' 

with  electricity. 

•y- 


*?*/- 


A  glance  at  the  above  table  will  show  an 
of  both  the  simple  and  complex  times  under  the 
current.     A  general  quantitative  statement  of  the 
owing  to  variations  in  the  conditions  of  difTcreat 

It  will  be  noticed  that  in  the  table  there  are 
the  moderate  currents.     Again,  the  effect  of  thr 
greatly  on  different  people  and  seems  also  to 
different  degrees  at  different  times.    For  exampjh^ 
milliamp^res  on  February  5,  with  no  hesitatioih 
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hurt  with  less  than  half  that  amount  a  week  later  and  was  willing  to  per- 
form the  experiment  with  only  0.3  of  one  milliamp^re. 

However,  in  viewing  all  the  results,  the  few  conflicting  records  are 
lost  sight  of  and  the  conclusion  seems  to  be  clearly  indicated  that 
the  electric  current  shortens  both  the  simple  reaction-time  and  the  com- 
plex time.  Beyond  this,  by  the  introspective  testimony  of  several  of  the 
subjects,  there  was  a  decided  feeling  of  refreshment  after  the  application 
of  the  electric  current,  the  person  feeling  better  at  the  close  than  at  the 
beginning  of  the  experiment.  In  only  one  case,  where  a  high  current 
of  9  milliamp^res  was  used  (no  reliable  records  could  be  taken),  vertigo, 
double  vision  and  the  peculiar  metallic  taste  were  noticed  by  the  subject 

From  these  experiments  we  might  perhaps  conclude  that  the  brain  was 
directly  stimulated  and  quickened  in  its  processes.  Nevertheless,  in  con- 
sideration of  the  unusual  character  of  the  case,  we  prefer  at  the  present 
time  not  to  go  beyond  the  statement  that  for  some  unknown  cause  the 
reactions  were  quicker  with  the  electrical  current  than  without  it. 

Influence  of  fatigue. 

The  term  *'  fatigue"  is  used  in  different  senses.  It  may  mean  the  con- 
dition of  body  and  mind  resulting  from  the  presence  of  certain  toxic 
products  in  the  blood.  This  kind  of  fatigue  may  arise  from  the  activity 
of  the  organfsm  itself  in  mental  or  bodily  work,  or  it  may  arise  by  the 
transfusion  of  blood  from  an  already  fatigued  organism.^ 

Fatigue  is  also  used  to  mean  a  direct  deterioration  in  the  functional 
activity  of  the  whole  organism  or  of  some  part  of  it.  When  the  just  per- 
ceptible difference  is  being  repeatedly  measured  in  succession  under  the 
most  favorable  circumstances,  its  size  may  change  with  the  progress  of 
the  series  of  records.  A  change  toward  a  decreased  difference,  or  finer 
sensibility,  is  called  *' a  change  due  to  practice  ;*'  a  change  toward  an  in- 
creased difference,  or  lesser  sensibility,  is  called  **a  change  due  to  fa- 
tigue." 

Likewise  a  lengthening  of  the  tap-time  or  reaction-time  m  a  steadily 
repeated  series — all  other  conditions  remaining  the  same — would  be 
called  *^  a  change  due  to  fatigue.'*  It  would  seem  better  to  name  it 
directly  the  *'  fatigue  in  tap-time,  in  reaction -time,  etc.,'*  because  such 
expressions  as  **due  to  fatigue,"  **due  to  practice,"  etc.,  convey  the 
impression  of  an  explanation  where  none  is  present. 

**  Fatigue  "  is  also  used  to  indicate  a  complexity  of  sensations  usually 
but  not  necessarily  connected  with  toxic  or  functional  fatigue. 


»  Mosso,  Ucber  die  Gesetze  der  Ennudungy  Arch.  f.    Physiol.   (Du  Bois-Reymond), 
1890,  89. 
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There  are  thus  three  different  phenomena  denoted  by  the  term 
**  fatigue:"  (i)  a  chemical  change  in  the  constitution  of  parts  of  the 
organism  ;  (2)  a  diminution  in  functional  activity  ;  (3)  a  group  of  sensa- 
tions. These  three  are  usually  connected.  Thus  the  connection  of  the 
amount  of  work  done  (and  the  consequently  available  energy  for  further 
work)  with  the  change  in  the  nerve  cells  has  been  demonstrated  by 
Hodge.*  The  connection  between  the  amount  of  work  done  and  the 
sensation  of  fatigue  is  familiar  to  every  one.  The  connection  between 
the  sensation  of  fatigue  and  the  actual  exhaustion  of  the  organism  is  not 
always  maintained ;  thus,  neurasthenia  is  treated  by  Cowles'  as  an  ex- 
hausted condition  of  the  nervous  system  accompanied  by  anaesthesia 
for  fatigue. 

In  the  following  investigations  on  reaction-time  no  regard  is  paid  to  the 
sensation  of  fatigue ;  the  problems  are :  ( i )  What  are  the  characteristics 
of  special  fatigue  in  reaction-time?  (2)  Are  these  characteristics  ob- 
servable also  in  cases  of  general  fatigue  ? 

Special  fatigue  in  reaction-time. 
(A.  E.  VON  Tobel.) 

In  several  different  measurements  closely  related  to  those  of  reaction- 
time,  e.  g.,  tap-time*,  accommodation-time*,  fetigue  has  been  observed. 
This  fatigue  may  be  a  fatigue  in  length  whereby  the  average  time  be- 
comes longer,  or  it  may  be  a  fatigue  in  regularity  whereby  the  mean  varia- 
tion becomes  larger.  The  two  kinds  of  fatigue  do  not  follow  the  same 
course ;  in  the  experiments  of  both  Bliss  and  Moore  the  average  time 
of  tapping  is  lengthened  long  before  any  noteworthy  change  appears  in 
the  mean  variation. 

In  the  usual  experiments  on  reaction-time  an  interval  of  about  lo'  rest 
follows  each  experiment  and  longer  intervals  follow  groups  of  10  or  20 
experiments.  In  this  way  fatigue  is  usually  avoided.  If,  however,  the 
experiments  are  repeated  in  close  succession  there  is  no  possibility  of 


*  Hoek;e,  a  microscopical  study  of  tht  nerve  cell  during  electrical  stimulation  ^  Journal 
of  Morphology,  1894  IX  449. 

•CowLES,  Neurasthenia  and  its  Mental  Symptoms,  Shattuck  lecture,  Boston,  1891. 

•  Dresslar,  Some  influences  which  affect  the  rapidity  of  voluntary  movements^  Am. 
Jour.  Psych.,  1891  IV  514. 

Bliss,  JnvestigcUions  in  reaction-time  and  attention.  Stud.  Yale  Psych.  Lab.,  1893  I 

45-49- 

Moore,  Studies  of  fatigue.  Stud.  Yale  Psych.  I>ab.,  1895  III  92.» 

♦Moore,  Stmlies  of  fatigue,  Stud.  Yale  Psych.  Lab.,  1895  III  87. 
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rest.  Series  of  such  experiments  have  been  made  by  Patrizi.*  The 
stimulus  occurred  at  intervals  of  2*  and  the  subject  was  to  react  as  quickly 
as  possible  each  time.  The  same  characteristics  were  found  as  in  tap- 
ping and  accommodation,  namely,  a  lengthening  of  the  average  time 
and  an  increase  in  the  mean  variation. 

It  was  determined  to  carry  the  problem  further,  and,  in  reference  to 
certain  observations  on  methods  of  inducing  h3rpnotic  sleep,  to  deter- 
mine in  what  particular  part  of  the  process  the  fatigue  arose.  It  was 
proposed,  therefore,  to  investigate  the  fatigue  in  the  case  of  repeated 
flashes  of  light,  and  to  determine  whether  it  is  due  to  the  muscles  of  ac- 
commodation and  convergence,  to  attention  or  to  both  muscles  and 
attention. 

The  flash  was  produced  by  a  small  Geissler  tube,  connected  with  a 
spark  coil  in  the  adjoining  room.  The  primary  circuit  of  the  coil  passed 
through  a  modified  Wundt  contact -apparatus.'  This  was  so  arranged 
that  a  revolving  arm  made  contact  at  definite  points  with  brass  blocks 
in  such  a  way  as  to  illuminate  the  tube  at  regular  intervals. 

The  tube  was  placed  on  a  table  in  the  isolated  room  and  the  subject 
was  seated  before  it.  The  room  is  so  constructed  that  neither  light  nor 
sound  can  enter  from  the  outside.'  The  room  was  supplied  with  fresh 
air  by  a  blower,  operated  from  the  floor  below. 

A  telegraplj  key  in  the  isolated  room  was  arranged  in  a  circuit  with  a 
DEPREZ-marker  which  wrote  on  the  drum  of  a  kymograph.  A  subject  was 
told  to  press  the  key  in  response  to  each  flash  ;  nothing  was  said  about  re- 
moving the  pressure.  The  pressing  of  the  key  caused  a  downward  move- 
ment in  the  point  of  the  marker  and  the  release  of  the  key  a  movement 
back  to  the  original  position.  We  thus  have  two  mental  phenomena  re- 
corded: the  first  is  the  reaction-time  from  the  moment  of  the  flash  to  the 
pressure  on  the  key ;  the  second  is  the  length  of  time  during  which  the 
subject  chooses  to  hold  the  key  down. 

The  experiments  were  continued  during  a  long  inter\al.  Records 
were  taken  for  a  number  of  times  at  the  beginning  and  then  for  a  number 
of  times  at  the  end.  Mr.  von  Tobel,  a  college  senior,  was  the  subject 
of  the  experiments. 

After  a  sufificient  number  of  records  had  been  taken,  the  druni 
was  allowed  to  revolve  without  being  moved  axially ;  the  reactions 
continued  as  before,  but  the  records  overlapped  and  were  not  regarded. 


*  Patrizi,  La  graphique  psychomitrique  de  r attctUiony  Archives  ital.  de  biologic,  1 894 
XXII  187. 

2\Vlndt,  Physiologische  Psychologie,  II  424,  I^ipzig,  1893. 

3  Buss,  Investigations  in  reaction-time  and  attention  ^  Stud.  Yale  Psych.  Lab.,  1893  I  2. 
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After  the  desired  interval  the  drum  was  again  moved  axially  and  the  rec- 
ords were  separated.  The  reaction-times  were  longer  and  very  irregular. 
The  time  of  holding  was  enormously  lengthened.  As  nothing  had  been 
said  to  the  subject  concerning  releasing  the  key,  it  was  done  semi-con - 
sciously.  The  time  of  holding  was  sometimes  so  long  that  the  subject  was 
apparently  not  fully  awake.  In  fact,  various  statements  of  the  subject 
showed  that  on  some  occasions  he  had  fallen  into  a  half-dazed  condition 
resembling  the  first  stage  of  passage  toward  hypnotic  sleep. 

The  further  details  of  the  apparatus  were  the  usual  ones.  The  drum 
was  timed  by  the  Jacquet  chronometer.  The  records  were  read  in  hun- 
dredths of  a  second  \  the  next  decimal  arising  in  the  averages  was  re- 
tained. 

In  the  first  series  of  experiments  the  room  was  kept  dark.  Both  eyes 
were  open  and  relaxed.  The  appearance  of  the  flash  caused  both  con- 
vergence and  accommodation.  In  the  next  series  one  eye  was  bandaged 
in  order  to  reduce  the  convergence  ;  it  is  an  easily  demonstrable  fact  that 
the  closed  eye  only  partially  performs  the  movement  necessary  for  con- 
vergence.  In  a  third  series  one  eye  is  bandaged  as  before,  but  a  light  is 
turned  on  in  the  room  ;  as  the  subject  looks  constantly  at  the  tube  all  the 
time,  the  condition  of  accommodation  is  a  steady  one.  In  all  three 
cases  the  mental  condition  known  as  "attention*'  is  present;  in  the 
third  there  is  no  noticeable  muscular  effort  in  the  eyes ;  in  the  second 
there  is  at  each  flash  a  definite  change  of  accommodation  with  imperfect 
convergence  and  in  the  first  there  are  definite  acts  of  both  accommoda- 
tion and  convergence. 

The  first  record  was  as  follows:  No  light  in  the  room  ;  both  eyes  open ; 
flashes  once  in  two  seconds — 


Reaction- time. 

Mean  Variation. 

Holding-time 

At  start 

195' 

\\9 

3«9' 

After  5» 

300 

43 

753 

Fatigue 

105 

32 

434 

Here  we  see  that  after  five  minutes,  or  about  150  flashes,  the  time  of 
reaction  was  increased  about  60%,  the  time  of  holding  down  the  key 
was  lengthened  about  130%,  and  the  irregularity  was  four  times  as  great. 
The  subject  states :  *  *  During  the  experiment  I  felt  a  strong  sense  of 
contraction  between  the  eyes.  I  also  found  that  it  reqtiired  great  effort 
to  keep  the  attention  fixed  on  the  tube.  It  seemed  to  float  around  and 
move  upward.'* 
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The  next  record  was  taken  under  exactly  the  same  conditions,  but  was 
continued  for  lo" — 


Reaction-time. 

Mean  Variation. 

Holding-time 

At  start 

224<r 

lOr 

X63«r 

After  10" 

304 

32 

837 

Fatigue 

80 

22 

674 

The  reaction-time  increased  about  35%,  the  holding-time  over  400%,  and 
the  irregularity  300%.-  **The  bodily  effects  were  much  the  same  as  be- 
fore, only  more  intense.  Tears  flowed  freely  from  the  eyes,  the  feeling 
of  contraction  between  the  eyes  became  almost  painful  and  there  was  a 
sort  of  general  lassitude  and  disinclination  to  move. '  * 

For  the  third  record  all  conditions  were  the  same  as  before,  except  that 
one  eye  was  bandaged.  In  this  set  a  series  of  records  was  taken  after  an 
interval  of  15  minutes  also.     The  results  were  as  follows 


Reaction- time. 

Mean  Variation. 

Holding-time. 

At  start 

241* 

13' 

404«r 

After  s" 

328 

.     33 

758 

««     ion 

297 

25 

859 

"     I5« 

337 

34 

593 

Fatigue  at 

5« 

87 

20 

354 

((       (( 

10" 

56 

12 

455 

(<          a 

15™ 

96 

21 

189 

**  In  this  series  I  felt  much  greater  effects  than  in  any  of  the  others  and 
seemed  to  approach  nearer  a  hypnotic  state.  There  was  a  general  feel- 
ing of  fatigue  all  over  the  body,  accompanied  by  a  slight  stiffness  of  the 
joints,  also  a  feeling  of  floating  off  in  the  air  or  of  dropping  off  to  sleep." 

The  last  set  of  experiments  was  taken  with  only  one  eye  open  and 
with  a  light  in  the  room,  thus  eliminating  the  acts  of  accommodation 
and  (practically)* of  convergence.     The  results  were  as  follows: 


Reaction- time. 

Mean  Variation. 

Holding-time. 

At  start 

26'J<r 

24<r 

l^6lr 

After  5™ 

278 

10 

184 

<<    10™ 

296 

10 

652 

Fatigue  at 

5" 

II 

-14 

8 

i(       t( 

ID" 

29 

-14 

476 

The  results  apparently  show  that  fatigue  of  attention  alone  produces 
— at  least  within  the  first  10" — very  little  lengthening  of  reaction- 
time.     The   increased    regularity — **  practice'* — continues.     The    ten- 
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dency  of  the  subject  to  finally  "fall  asleep"  over  his  work  is  shown 
in  the  greatly  increased  holding-time  in  the  last  case. 

A  comparison  of  all  the  results  seems  to  indicate  the  following  con- 
clusions : 

« 

1.  The  fetigue  in  reaction-time  increases  with  the  complexity  of  the 
adjustments  required  for  perceiving  the  stimulus.  There  is  least  fatigue 
when  only  an  effort  of  attention  is  involved,  more  when  the  act  of 
accommodation  is  added  and  still  more  when  the  act  of  convergence  is 
also  added. 

2.  The  tendency  of  the  subject  to  fall  into  a  condition  of  daze,  as 
indicated  by  the  holding-time,  depends  on  the  feet  of  repetition  of  the 
stimulus  (fatigue  of  attention?)  as  well  as  on  the  fatigue  from  the  ad- 
justments. 

The  application  of  these  results  to  the  common  methods  of  hypnotiz- 
ing requires  no  remark. 

General  fatigue  and  reaction-time. 

(John  L.  Burnham.) 

Experiments  on  simple  and  complex  reaction-time  were  made  with  the 
chronoscope  in  the  manner  previously  described  (p.  12).  The  morn- 
ing records  were  made  at  8:30,  just  before  the  duties  of  the  day  began, 
i.  e.,  just  after  breakfast  and  before  the  first  recitation  in  college.  The 
afternoon  records  were  made  at  5:30,  after  the  day's  work  had  closed 
with  a  two  hours  session  of  laboratory  work.  The  results  of  several 
series  of  experiments  are  given  in  Table  II. 

Table  II. 

Morning.  Afternoon. 

Subject.  S  d  n  C  d  n  S  d  n  C*  d  n 

Smith  119  10  60  263  38  60  Z27  16  60  309  34  60 

V.  Tobel  146  16  20  281  43  20  149  10  20  2Sr  29  20 

Burnham  128  13  80  256  29  80  I41  15  80  278  27  80 


Difference. 

S 

C 

8 

46 

3 

0 

13 

22 

Unit,  thousandth  of  a  second. 
5,  simple  reaction-time. 


C,  complex  reaction-time. 
d^  mean  variation. 


The  bearing  of  this  table  of  results  is  evident.  The  table  shows  an 
average  lengthening  of  the  afternoon  records  over  those  of  the  morning 
by  19^  in  simple  and  24^  in  complex  time.  This  is  a  loss  of  i5j4%  i'^ 
one  case  and  of  17%  in  the  other. 
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It  will  be  noticed  that  general  fatigue  has  a  very  small  infltience  on  re- 
action-time as  compared  with  special  fatigue. 

It  may  be  interesting  to  add  that  at  the  end  of  these  afternoon  records 
a  few  records  were  sometimes  taken  under  the  electrical  stimulus.  This 
resulted  in  a  shortening,  but  never  enough  to  bring  the  time  down  to 
that  of  the  morning.  This  seemed  to  indicate  that  the  fatigue  of  the 
mind  by  a  day's  work  is  greater  than  can  be  overcome  by  the  stimulating 
action  of  the  electrical  current,  at  least  as  used  in  these  experiments. 

Influence  of  tension  on  the  reacting  finger. 

(John  L.  Burnham.) 

The  problem  was  suggested  by  the  consideration  that  there  might  be 
some  relation  between  the  time  of  reaction  and  the  energy  of  reaction. 

The  first  set  of  experiments  took  the  form  of  a  constant  tension  applied 
to  the  reacting  finger  just  before  and  during  the  experiment,  whereby  the 
reaction  involved  the  moving  of  a  weight.  For  this  purpose  a  set  of 
pulleys  was  arranged  with  a  cord  running  over  them.  At  one  end  the 
cord  passed  through  a  tape  around  the  index  finger  of  the  reacting  hand 
and  at  the  other  a  looo'  weight  was  attached.  When  the  hand  was  put  in 
position  for  reacting,  the  weight  swung  free.  Thus  there  was  a  tension  oi 
looo*  on  the  finger  at  the  start  and  the  whole  mass  must  be  raised  by  the 
finger  as  it  pushed  the  key  in  reacting. 

The  first  three  records  were  taken  on  February  15  and  19,  1896.  The 
results  were  so  unexpected  in  various  ways  that  the  experiments  were  re- 
peated for  the  observer  E.  W.  Scripture  at  a  later  date,  April  29,  1897, 
with  the  results  as  shown  in  the  last  record  of  the  table. 
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d,  mean  variation. 

Each  figure  is  the  average  for  ten  experi- 
ments. 
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The  shortening  of  the  time  is  evident.  Another  noteworthy  feet  is  the 
increase  in  the  regularity  of  the  reactions  as  indicated  by  the  decrease  in 
the  mean  variations.  When  errors  of  the  apparatus  and  method  are 
eliminated,  the  mean  variation  is  a  mental  quantity  expressing  the  sub- 
ject's definiteness  of  perception  and  response.*  This  definiteness  makes 
up  a  large  part  of  the  vague  group  of  phenomena  which  goes  under  the 
name  of  ** attention.*' 

The  following  conclusions  seem  justifiable  : 

1 .  Increased  definiteness  of  the  act  to  be  performed  shortens  the  time 
required  to  begin  it.  In  the  case  of  the  experiments  with  sound  the 
action  of  the  weight  lay  mainly  or  entirely  in  forcing  "attention  **  to 
the  finger  to  be  moved.  This  was  distinctly  felt  by  the  subject.  When 
the  weight  was  removed,  the  subject  noticed  the  increased  difficulty  of 
attending  to  the  movement.  The  shortening  in  time  was  8'  in  the  case 
of  sound. 

2.  Increased  definiteness  of  the  expectant  image  of  the  sensation 
shortens  the  time  required  for  responding  to  it.  In  the  experiments  on 
sight  the  stimulus  was  just  above  the  finger  and  any  increased  attention 
would  include  it  also.  It  could  be  directly  observed  introspectively  that 
the  strain  on  the  finger  forced  attention  to  the  place  just  behind  it  where 
the  signal  was  to  appear.  The  decreased  ease  of  attention  when  the 
weight  was  removed  was  noticed  here  also. 

3.  The  reaction-time  decreases  as  the  mental  tension  increases.  This 
follows  from  the  preceding  conclusions.  It  is  still  more  strongly  brought 
out  by  the  following  facts : 

a.  Reactions  with  the  pendulum  chronoscope  are  always  quicker  than 
with  other  methods.  This  can  be  seen  by  comparing  these  figures 
with  those  obtained  (p.  17)  by  use  of  the  graphic  method  and 
the  isolated  room.  This  fact  has  been  repeatedly  noticed  on  various 
persons.  An  example  of  the  short  time  required  is  seen  in  the  average 
of  179^  for  19  students  (p.  10).  A  similar  statement  is  true  of  Gilbert's 
results  with  his  reaction -board.'  The  explanation  is  not  hard  to  find. 
When  the  subject  is  placed  in  a  quiet  room  away  from  all  excitement, 

*  This  view,  definitely  advocated  and  explained  in  The  New  Psychology,  I^ondon , 
1897,  has  for  several  years  been  part  of  my  regular  teaching.  It  is  implied  in  the  calcu- 
lations published  by  Gilbert  in  Stud.  Yale  Psych.  Lab.,  1894.  II  77  etc.,  and  by 
Moore  in  the  same,  1895  III  76.  Definite  explanations  of  the  meanings  and  relations 
of  what  I  have  termed  the  **  individual  mean  variation,"  and  the  **  statistical  mean  varia- 
tion" are  given  in  the  Zt.  f.  Psych,  u.  Iliysiol.  d.  Sinn.,  1^96  X  163  ;  see  also  the  sum- 
mary to  Nadler's  article  on  p.  8  above. 

'Gilbert,  Researches  on  the  mental  and  physical  development  of  school-children^  Stud. 
Yale  Psych.  Lab.,  1894  II  78. 
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there  is  nothing  for  him  to  do  but  to  sit  at  ease  till  the  warning  for  work 
arrives,  and  he  falls  into  a  more  or  less  comfortable  or  relaxed  condition  of 
mind  and  body  which  is  decidedly  contrasted  with  that  experienced  with 
the  apparatus  and  experimenter  at  his' ver}'  face.  Thfe  tense  condition  of 
mind  under  such  circumstances  is  very  evident  to  every  ovst  who  reacts  at 
the  chronoscope. 

b.  The  shortening  of  the  reaction -time  becomes  especially  marIM  in 
reactions  to  sight.  The  presence  of  the  sight -shutter  just  above  the  react- 
ing finger  is  conducive  to  the  strictest  attention.  The  reactions  to  sound 
do  not  gain  in  a  similar  manner,  and  thus  it  frequently  results  that  a 
subject's  reaction  to  sight  is  shorter  than  that  to  sound. 

Influence  of  the  amount  of  effort. 

(Gerry  R.  Holden.) 

The  experiments  with  the  strain  on  the  finger,  reported  in  the  preced- 
ing section,  had  been  planned  for  the  purpose  of  solving  the  problem 
of  the  influence  of  the  amount  of  effort  on  the  time  required  for  reacting. 
The  records  proved  from  the  start  just  the  reverse  of  what  was  expected, 
and  it  soon  became  clear  that  the  constant  strain  on  the  finger  produced 
an  increase  in  attention  which  entirely  overbalanced  any  effect  of  the  in- 
creased effort. 

Experiments  were  now  planned  in  which  there  was  no  strain  on  the 
finger  before  the  reaction  and  in  which  the  subject  was  placed  in  the  iso- 
lated room  utterly  away  from  the  apparatus.  Both  factors  of  the  increased 
attention  in  the  previous  experiments  were  now  eliminated. 

The  reaction -key  was  made  from  a  double  contact  telegraph  key  by 
lengthening  the  rear  arm  of  the  lever.  A  cord  was  attached  to  the  lever 
and  weights  could  be  hooked  at  the  end.  The  back  contact  of  the  key 
supported  the  weight  until  the  knob  was  pressed.  Pressure  on  the  knob 
broke  the  contact,  and  lifted  the  weight  at  the  same  moment. 

The  graphic  method  of  recording  by  means  of  the  multiple  key  was 
used.*  Pressure  on  the  multiple  key  in  the  experiment  room  closed  a 
sounder  circuit,  broke  the  primary  circuit  of  a  spark  coil  and  immediately 
closed  it  again.  A  spark  was  thus  made  on  the  time-line  of  the  drum  at 
the  moment  of  sending  the  current  through  the  sounder,  which,  with  a 
correction  for  the  latent  time,  gives  the  moment  of  the  sound  in  the 
isolated  room.  The  subject  broke  the  same  primary  circuit  and  made  a 
second  spark  on  the  time-line. 


*  Hliss,  Investigations  in  reaction-time  and  attention ^  Stud.  Yale  I^ch.  Lab. ,  1893 
I  10.     The  latest  model  of  this  key  is  described  below  among  the  new  apparatus. 
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The  subject's  finger  rested  upon  the  key  with  no  exertion  and  no  ten- 
sion of  the  muscles.  Experiments  were  made  at  intervals  of  1 5'.  Each 
experiment  was  preceded,  as  usual,  by  a  warning.  An  interval  of  about 
10"  (during  which  the  ventilating  blower  drove  fresh  air  into  the  room) 
was  taken  for  rest  after  each  set  of  25  or  30  experiments.  Smaller  rest 
intervals  occurred  as  the  weight  was  changed.  Practice  and  fatigue  were 
compensated  in  the  usual  way  by  the  order  of  the  experiments. 

Each  set  of  records  for  any  one  weight  was  preceded  by  experiments 
(not  recorded)  with  the  same  weight  in  order  to  produce  in  the  mind  ot 
the  subject  a  definite  idea  of  the  effort  to  be  exerted. 
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The  conclusion  to  be  drawn  is  different  from  the  one  expected.  No 
definite  relation  is  to  be  found  between  the  amount  of  effort  and  the 
time  of  reaction,  the  results  being  irregular  and  contradictory.  Careful 
observation  showed  the  source  of  the  irregularity.  The  finger  being  in  a 
passive  condition,  it  was  necessary  for  the  muscles  and  joints  to  do  con- 
siderable work  before  the  movement  began.  Moreover,  the  soft  tissues 
at  the  end  of  the  finger  would  yield  considerably  before  the  key  would 
move.  Not  only  was  time  consequently  lost,  but  the  complicated  adjust- 
ments, especially  for  the  heavier  weights,  rendered  the  records  irregular. 
Thus,  although  the  method  of  obtaining  the  definite  effort  had  been 
found,  the  method  of  recording  the  result  was  not  adequate  for  the  pur- 
pose for  which  the  work  was  undertaken.  The  figures,  however,  prove 
one  very  important  ^t,  namely,  that  the  tension  of  the  spring  of  the 
telegraph  key  alters  the  record  for  the  reaction -time.  Some  definite 
standard  tension  must  be  adopted  if  results  by  different  observers  and 
on  different  occasions  are  to  be  comparable.  The  tension  of  o  would 
appear  to  be  the  best  for  adoption.  This  is  the  case  in  the  slide  reaction 
key*  and  in  a  telegraph  key  adjusted  so  that  the  back  contact  rests  in 
place  with  little  or  no  tension  of  the  spring. 


*  Scripture  AND  Moore,  A  nrw  reaction-key  and  the  time  0/  voluntary  mavenunty 
Stud.  Yale  Psych.  Lab.,  1893  I  88. 
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The  next  step  was  to  eliminate  the  effect  of  strain  on  the  finger.  This 
was  done  by  having  the  subject  always  react  with  a  key  of  no  tension ; 
the  telegraph  key  was  used  in  order  not  to  introduce  any  further  change. 
The  finger  necessarily  remained  passive,  as  the  key  responded  to  the 
slightest  movement.  The  subject  reacted  in  alternate  sets  with  two  de- 
grees of  voluntary  effort.  The  degrees  were  defined  as  "light"  and 
**  strong ;  "  the  intention  was  to  make  the  effort  correspond  somewhat  to 
the  extremes  of  o  and  the  heaviest  weight  in  the  previous  set,  but  no 
measurements  were  made  on  the  actual  energy  of  effort. 

The  results  are  given  in  Table  V. 
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The  figures  for  the  colored  janitor,  Fisher,  are  interesting.  Having 
been  accustomed  for  several  years  to  serve  as  subject  in  exercises  and  in- 
vestigations, he  is  perfectly  at  home  in  the  work  and  yet  has  no  interest 
or  concern  in  the  experiment  beyond  carrying  out  the  instructions  ;  these 
facts  make  his  record  very  reliable.  His  unusually  long  reaction -time 
has  been  observed  for  several  years. 

The  problem  has  thus  found  a  definite  solution :  the  intensity  of  the 
effort  affects  the  reaction -time,  making  it  shorter  for  the  greater  intensity. 


Simple  and  cortical  reaction -time. 
(Howard  F.  Smith,  M.D.) 

The  determination  of  the  time  of  a  motor  response  to  a  direct  stimu- 
lation of  the  cerebal  cortex  and  a  comparison  of  this  time  with  the  sim- 
ple reaction-time  of  the  subject  would  apparently  lead  to  certain  con- 
clusions concerning  the  relation  between  mental  and  cerebral  processes. 
The  attempt  has  been  made  in  the  following  manner. 

A  cat  was  held  quietly  in  the  handsof  an  assistant.  A  double  pointed 
platinum  electrode  was  rested  against  the  skin  at  a  suitable  point,     k 
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touch  key*  was  rested  against  the  same  member  in  such  a  way  that  a 
movement  would  break  an  electric  circuit.  The  electrode  was  connected 
with  the  secondary  coil  of  an  inductorium ;  an  interrupted  current  was 
sent  through  the  primary  coil.  The  inductorium  was  so  connected  with 
the  chronoscope  that  the  electrodes  stimulated  the  skin  as  the  index 
passed  the  zero  point.  The  touch  key  was  connected  with  the  magnets 
that  stop  the  index.  Thus,  when  the  pendulum  was  released,  a  moderately 
noticeable  (but  not  painful)  electric  shock  was  given  to  the  foot  or  the  lip, 
and  the  consequent  reaction  by  withdrawing  the  leg  or  raising  the  head 
broke  the  circuit  of  the  touch  key  and  made  a  record  on  the  chronoscope. 

The  first  experiments  were  made  on  a  cat  weighing  nearly  three  kilo- 
grams. The  stimulus  "was  applied  ( i )  to  the  right  fore  foot  with  the  key 
against  the  elbow;  (2)  to  the  right  hind  foot,  with  the  key  pressed 
against  the  heel ;  (3)  to  the  upper  lip  with  the  key  on  the  top  of  the 
head.  The  results  were  (//,  mean  variation  ;  «,  number  of  experiments)  : 
right  fore  foot,  96' (' *=  o.ooi',  //»  26%  «  =  7)  ;  right  hind  foot, 
ii6'(//=»38^  «  =  4);  lip,  61'  (//=9%  ««7). 

The  next  experiments  were  made  with  a  cat  weighing  four  kilograms. 
The  results  were:  right  fore  foot,  41^' (//«■  2',  «=  3)  ;  right  hind 
foot,  62*^  (//=  o,  «  =  4)  ;  lip,  62*  (//=  8',  n  =  5). 

With  the  second  cat  we  proceeded  to  a  determination  of  the  cortical 
reaction-time  by  etherizing  the  animal  in  the  usual  way. 

Before  the  operation  was  begun  but  after  the  etherization  (surgical  de- 
gree) had  been  effected,  the  experiments  on  sensory -motor  reaction  were 
again  tried  with  the  same  intensity  of  stimulation.  No  response  was  re- 
ceived anywhere  except  from  the  ear,  57'  (//«  8%  «  —  2). 

It  is  a  curious  fact  that  the  muscle  here  involved,  the  Retrahens  aurem^ 
is  one  which  man  has  practically  lost  the  use  of.  When  the  temporal 
muscle  was  laid  bare  by  the  operation,  it  was  found  to  respond,  when 
stimulated  directly,  with  a  time  of  63'  (//«  11%  «  «  3). 

The  cortex  was  then  exposed  by  the  usual  surgical  procedure.  The  motor 
centers  were  found  by  the  electrode  and  the  key  was  applied  in  such  a 
manner  as  to  record  the  movements.  The  movements  produced,  how- 
ever, were  not  quite  the  same  as  those  used  for  the  sensory -motor  re- 
action. The  results  were:  supination  of  right  fore  leg,  184' (//=7', 
«=i2);  advance  of  right  hind  leg,  161'  (//=26^,  «»i6)  ;  raising  of 
head,  33'  (//=i7»,  «=i2);  elevation  of  right  side  of  upper  lip,  37' 
(//»6*^,  «=»6);  closing  of  right  eye,  61^  (//=ii^,  «=3). 

We  notice,  first,  the  remarkably  quick  reaction  of  the  cat,  being  as  quick 


» SCRIPTURK,  Some  nnu  apparatus.  Stud.  Yale  Psych.  Ijib.,  1895  III  108. 
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as  41  <^  for  the  right  fore  foot.  This  may  be  compared  with  that  of  89*^  for 
a  dog  about  twice  as  large  as  the  cat^ ;  it  is  far  below  the  time  for  human 
beings,  which  rarely  falls  as  low  as  100'.  We  next  notice  that  the  second 
cat,  though  larger,  was  much  the  quicker  in  each  kind  of  reaction.  In 
both  cases  the  hind  foot  was  20'  slower  than  the  fore  foot.  This  is 
analogous  to  results  obtained  by  Cattei^l  and  Dolley  for  human  beings.' 

Etherization  destroys  the  reactions,  presumably  by  cutting  off  the  sen- 
sory half.  It  seems,  also,  that  it  seriously  affects  the  motor  centres,  as 
the  cortical  reaction  for  the  hind  leg  was  100*^  longer  even  than  the 
complete  reaction  before  etherization.  It  would  be  difficult  to  draw  any 
conclusion  concerning  the  relative  portion  of  the  complete  reaction-time, 
which  is  used  by  the  cortical  reaction.  Even  if  wc  assume  that  the  corti- 
cal time  is  one-half  of  the  complete  time  (probably  by  far  too  great  a  pro- 
portion), we  have  33*^x  2  =  66*^  for  the  head-movement  corresponding  to 
the  lip  stimulation  with  raising  head,  which  yielded  only  41*^.  The  dis- 
crepancy is  undoubtedly  due  to  the  retardation  caused  by  the  use  of  ether. 

In  conclusion  we  may  point  out  the  peculiar  importance  of  such  re- 
searches as  these  for  physiological  psychology.  For  experimental  psy- 
chology as  applied  to  man  the  simple  reaction-time  consists  of  a  process  01 
sensation  (perception)  and  one  of  volition.  For  physiology  the  reaction 
consists  in  transmission  of  the  irritation  to  the  brain,  various  processes  in 
the  brain  and  transmission  of  an  impulse  to  the  muscles.  What  is  the  re- 
lation between  the  two  sets  of  simultaneous  phenomena  ?  As  an  example 
of  some  of  the  problems  that  present  themselves  in  this  resf)ect,  we  may 
mention  that  of  the  character  of  the  **  motor  centers"  of  the  cortex. 
Are  they  tnily  motor  centers  governing  the  muscles  directly  or  are  they, 
rather,  sensory  centers  from  which  impulses  proceed  to  motor  centers  at 
lower  points  in  the  brain  ?  In  terms  of  time  are  they  connected  with 
earlier  or  later  processes  in  the  reaction  ?  We  may  hope  some  day  to 
answer  the  question  by  experimental  means. 

Perhaps  the  most  important  bearing,  however,  of  these  experiments  is  to 
be  found  in  the  fact  that,  following  Wever's  investigation,  they  show  the 
possibility  of  applying  some  of  the  psychological  methods  to  the  study  of 
animals.  It  is  the  firm  belief  of  the  editor  of  the  Studies  that  a  quantita- 
tive science  of  comparative  psychology  can  be  established  by  the  proper 
development  and  modification  of  the  methods  of  experimental  psychology. 


*\Veykr,  Some  experiments  on  the  reaet ion- time  of  a  dog.  Stud.  Yale  Psych.  Lab., 
1895  III  96.- 

^Cattell  and  Dollky,  On  reaction-tivies  and  the  velocity  of  the  fUfi.!<n4S  impulse^ 
Memoirs  of  the  U.  S.  Nat.  Acad,  of  .Sciences,  1896  VII  404;  previously  summarized 
in  the  Psych.  Rev.,  1894  I  159. 


INFLUENCE  OF  THE  RATE  OF  CHANGE  UPON  THE  PER 
CEPTION  OF  DIFFERENCES  IN  PRESSURE 

AND  WEIGHT. 

BY 

C.  E.  Seashore,  Ph.D. 

Among  those  who  have  experimentally  advanced  our  psychological 
knowledge  of  the  effects  of  very  slow  rates  of  change  in  the  stimulation 
of  the  senses  are  Heinzmann\  Fratscher',  Preyer*  and  Sedgwick*. 
More  or  less  systematic  investigations  have  been  made  on  changes  be- 
tween the  slowest  perceptible  and  the  instantaneous  ones  by  Preyer', 
Hall  and  Donaldson*,  Hall  wul  Motora^  Scripture",  Stern'  and 
Stratton*®. 

Research  on  this  subject  has  demonstrated  several  ffeneral  facts :  ( i ) 
The  tendency  of  sensation  to  vary  with  the  rate  of  stimulation  is  not 
primarily  a  peculiarity  of  any  particular  sense,  because  it  is  determined 
by  general  mental  factors  which  enter  into  the  perception  of  weak  stimuli 
of  all  the  senses  in  a  similar  manner.  (2)  The  main  value  of  knpwledge 
of  the  laws  here  obtained  does  not  lie  in  the  acquaintance  with  the  func- 
tioning of  the  particular  sense  organs  that  they  furnish,  but  rather  in  that 
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they  become  accessory  means  by  which  we  may  investigate  the  involved 
central  conditions  of  sensational,  emotional  and  voluntary  reaction.  (3) 
There  are  probably  three  stages  of  this  time  influence  for  all  senses,  (a) 
The  threshold  for  the  preception  of  instantaneous  change  is  generally  lower 
than  the  threshold  for  any  gradual  change,  (b)  A  gradual  change  may 
be  so  slow  that  it  cannot  be  perceived  in  any  period  during  which  it  may 
be  studied,  even  though  the  compared  stimulus  may  be  raised  to  several 
times  the  intensity  of  the  standard  and  in  some  cases  produce  fatal  re- 
sults, (c)  The  variation  of  sensitiveness  in  the  region  between  these  two 
extremes  of  change  depends  upon  several  complex  central  and  peripheral 
conditions  with  reference  to  which  it  must  be  defined. 

The  present  report  is  upon  experiments  in  two  different  senses,  pres- 
sure and  muscle  sense,  in  which  gradual  changes  are  compared  with  each 
other  and  with  instantaneous  change.  The  investigation  was  in  progress 
in  the  Yale  Psychological  Laboratory  from  October,  1895,  to  February, 
1897. 

I.  Effect  of  the  rate  of  change  upon  the  perception  of  increase 

IN  PRESSURE. 

The  object  of  this  first  series  of  experiments  is  to  determine  the  law  of 
sensitiveness  to  increase  in  pressure  when  the  increase  is  made  at  various 
representative  rates  of  gradual  change.  The  problem  requires  the  follow- 
ing experimental  conditions:  (i)  an  initial,  standard  pressure  over  a 
definite  area;  (2)  a  uniform  increase  in  this  at  several  desired  rates  with- 
out any  other  disturbance  of  the  original  pressure;  and  (3)  the  means  of 
varying  the  rate  and  amount  of  increase.  After  considerable  preliminary 
work  I  found  that  these  conditions  were  best  fulfilled  by  a  hydrostatic 
balance.  The  one  used  is  constructed  on  the  principle  that  a  solid  body, 
gradually  immersed  in  a  liquid,  loses  weight  in  proportion  to  the  displace- 
ment of  the  liquid.  It  will  be  described  in  parts  for  convenient  reference 
in  the  successive  series  of  experiments. 

Apparatus  A. 

I.  The  graduated  tube.  This  consists  essentially  of  a  vertical  glass 
tube,  continued  at  the  lower  end  by  a  U-shaped  metal  tube  which  is 
terminated  by  metal  nozzles.  The  vertical  tube  has  an  inside  diameter 
of  42™*°  and  is  555""°  loug.  The  curved  tube  has  an  inside  diameter  of 
25"""  and  the  radius  of  its  curvature  is  120"'™.  There  is  an  outlet  at  the 
lowest  point  of  this  tube  through  which  the  water  may  be  conducted  into 
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an  escape  tube  by  opening  a  pinch  cock.  The  free  end  of  the  U-tube  is 
adjusted  for  the  insertion  of  nozzles  to  regulate  the  stream  of  water  which 
shall  pass.  These  are  interchangeable  brass  cylinders  inserted  in  the 
lower  end  of  a  rubber  tube  which  leads  from  a  reservoir  of  water.  In 
the  upper  part  they  have  an  inside  diameter  of  6"'"',  but  through  the 
lower  end  they  have  a  smaller  bore ;  the  five  here  used  vary  in  a  series 
according  to  the  standard  drill  gauge  numbers:  60,  45,  30,  15  and  i 
with  diameters  of  1.0°"",  2.1"^,  3.3"^,  4.6"^  and  s.S""  respectively. 
Thus  five  different  rates  of  flow  may  be  obtained  by  using  successive 
nozzles.  The  purpose  of  the  U-tube  is  to  break  and  quiet  the  stream. 
The  straight  tube  carries  a  graduated  scale  of  heights. 

2.  The  balance.  A  very  delicate  balance  is  constructed  of  a  steel  rod, 
diameter  2"°*,  and  length  4io~",  with  the  fulcrum  at  the  middle.  It  is 
supported  on  knife-edge  bearings  and  braced  by  a  diamond  shaped  frame- 
work of  fine  steel  wire.  Light  hooks  are  inserted  at  the  two  extremities 
to  serve  as  means  for  the  attachment  of  parts  to  be  balanced. 

3.  The  float.  This  is  a  metal  tube  suspended  from  one  end  of  the 
balance  beam  inside  of  the  graduated  tube.  Jt  causes  a  displacement  in 
the  liquid  as  it  is  gradually  immersed.  It  is  smooth  and  uniform,  in  this 
series  8.  i"""  in  diameter  and  450"**"  long  and  heavy  enough  to  retain  a 
steady  vertical  position  in  water.  Its  bottom  ends  in  a  tapering  hard 
rubber  point  which  reduces  the  friction  and  upward  pressure  of  the 
stream. 

4.  Stimulus  rod.  The  float  is  counterbalanced  on  the  other  end  of 
the  balance  by  a  similar  metal  tube  which  carries  the  pressure  point  on 
its  lower  end.  A  tube  is  chosen  because  it  gives  rigidity  to  the  pressure 
point ;  it  may  also  serve  as  a  receptacle  for  weights.  The  point  is  a  h^rd 
rubber  cylinder,  of  5"™  diameter,  whose  edges  are  not  rounded  off*  but 
dulled  by  a  light  buffing. 

5.  The  graduated  scale.  Readings  of  the  pressure  are  made  on  a 
millimeter  scale  attached  to  the  graduated  tube.  The  zero  point  of  the 
scale  is  at  the  surface  of  the  water  when  the  balance  is  in  a  horizontal 
position  and  the  lower  end  of  the  float  is  immersed  to  a  point  just  above 
the  tapering  end.  Since  the  diameter  of  the  float  and  the  specific  gravity 
of  the  water  are  known,  the  readings  of  the  height  of  the  column  of  water 
in  millimeters  are  readily  converted  into  grams  of  pressure  as  exerted  by 
the  pressure  point. 

6.  The  guide  lever.  The  float  end  of  the  balance  may  be  fixed  rigidly 
at  the  point  of  equilibrium  by  means  of  a  spring  lever.  The  place  to  be 
stimulated  can  be  brought  within  a  definite  distance  of  the  pressure  point. 
Releasing  the  lever  releases  the  balance  which  transfers  the  standard 
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weight  to  the  point  pressed  at  a  definite  time  and  with  a  regulated 
momentum. 

7.  The  inlet  and  outlet  clamps.  Ordinary  pinch  clamps  are  used  for 
these  purposes. 

In  order  to  test  the  rate  of  flow  through  a  nozzle  it  is  necessary  to 
apply  some  time-measuring  instrument  to  the  apparatus.  An  electric 
key  is  fitted  up  which  makes  the  circuit  the  moment  the  water  begins  to 
flow.  It  consists  of  one  of  the  above  pinch  clamps  furnished  with  an  ad- 
justable make-contact. 

8.  The  fountain.  The  water  reservoir  is  placed  three  meters  above 
the  outlet  in  order  to  secure  an  approximately  constant  flow  even  when 
there  is  some  difference  between  the  levels  at  the  two  extremities.  The 
reservoir  is  a  shallow  vessel  holding  160  liters  of  water  the  surface  of  which 
can  without  inconvenience  be  kept  within  =t  50°*™  of  a  constant  point.  A 
rubber  hose  of  18"^  inside  diameter  conducts  the  water  in  a  vertical 
column  to  the  apparatus.  A  piece  of  smaller  and  more  flexible  tube  is 
used  just  above  the  nozzle  where  the  inlet  pinch  clamp  is  applied. 

9.  The  hand  rest.  This  is  a  special  support  to  be  used  when  the  outer 
surface  of  the  index  finger  is  to  be  experimented  upon.  It  is  so  con- 
structed that  the  index  finger  and  the  thumb  may  rest  upon  a  support  and 
the  other  fingers  brace  themselves  firmly  and  comfortably  so  as  to  obtain 
perfect  stillness  of  the  index  finger  without  interfering  with  its  circulation. 
A  wooden  cylinder  stands  on  a  base  board  and  carries  on  its  top  a  hard 
rubber  plate  2°""  thick.  The  thumb  and  index  finger  rest  upon  this  plate 
and  the  other  fingers  grasp  the  pillar  below,  while  the  forearm  and  side 
of  the  hand  rest  upon  the  base. 

Experiments. 

The  rate  of  change  was  varied  in  successive  steps  while  the  other  ex- 
perimental factors  were  kept  constant.  Five  rates  were  selected  such 
that  the  slowest  was  as  slow  as  could  generally  be  perceived  upon  the 
present  standard  and  the  fastest  as  fast  as  the  present  apparatus  and 
method  would  admit.  The  other  rates  were  taken  between  these  two  ex- 
tremes so  that  the  increase  in  pressure  per  second  upon  a  standard  of  5' 
by  the  respective  rates  was  as  follows:  o.i8%  i.io',  2.85',  4.83*,  and 
6.63'^.  The  standard,  or  initial  pressure,  of  5*  was  applied  to  a  circular 
area  5""°  in  diameter  on  the  outer  side  of  the  middle  of  the  third  phalanx 
of  the  right  hand  index  finger.  The  hand  support  was  so  adjusted  that 
the  finger  in  position  upon  it  came  as  near  the  stimulus  point  as  it  could 
without  touching,  or  about  0.3°". 

The  observer  and  the  experimenter  sat  on  opposite  sides  of  the  table 
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with  an  opaque  screen  between  them.  The  observer  occupied  a  comfort- 
able position  with  his  finger  on  the  hand  support  and  kept  his  eyes  closed 
during  the  trials.  By  the  signal  ''one"  he  was  warned  to  be  ready ; 
after  ' '  two  * '  the  initial  pressure  was  applied  and  about  two  seconds  after 
this  had  been  done  ** three'*  signified  the  beginning  of  the  increase  in 
pressure.  Further  instructions  to  the  observers  were  as  follows:  **The 
pressure  may  increase  and  it  may  not ;  as  soon  as  you  are  sure  that  it  has 
increased,  say  '  up  *  as  promptly  as  possible.  Make  sure  that  you  have 
the  same  degree  of  certainty  in  all  trials.**  This  standard  of  certainty 
was  fixed  by  a  few  preliminary  trials.  If  the  observer  thought  that  he 
had  not  kept  the  standard  of  certainty  or  had  suffered  any  disturbance 
he  was  required  to  call  at  once  for  a  repetition  of  the  trial.  No  ob- 
server was  allowed  to  see  the  experimenter's  side  of  the  apparatus  until  all 
the  experiments  were  completed. 

To  estimate  the  distortion  due  to  the  order  of  sequence  of  the  rates, 
they  were  taken  in  rotation  in  opposite  orders  by  successive  obser- 
vers, and  the  experiments  were  begun  at  different  steps  in  the  series  in 
a  systematic  manner.  They  were  also  taken  in  the  double  fatigue  series, 
i.  e.,  half  the  number  of  trials  on  each  point  were  made  in  going  through 
the  series  the  first  time  and  then  the  rest  were  made  by  repeating  it  in 
the  reverse  order.  A  brief  rest  was  made  at  the  middle  of  the  experi- 
ment ;  the  whole  lasted  about  one  hour.  The  results  for  thirteen  ob- 
servers who  tried  this  experiment  are  contained  in  Table  I  and  are 
represented  graphically  in  Figure  i. 
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Fig.  1. 

The  horizontal  axis  in  this  figure  is  marked  off  into  parts  according  to  the  y  daU  in 
Table  I,  i.  e.,  proportional  to  the  part  of  the  initial  stimulus  by  which  the  increase  was 
made  per  second. 

The  lowest  point  marked  on  the  Curve  to  the  left  is  o.35«  which  is  the  increment 
when  the  change  is  made  most  slowly.  The  same  over  the  dotted  line  to  the  right 
indicates  how  far  the  curve  must  drop  as  the  rate  increases  to  the  instantaneous.  This 
result  is  transferred  from  the  third  series  of  experiments. 
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The  law  discernable  in  the  table  is  this :  Within  the  limits  of  the 
investigation  the  amount  of  the  least  perceptible  increment  rises  with  the 
increase  in  the  rate,  i.  e.,  the  faster  the  increase  in  pressure  the  larger  ]& 


Table  I. 

Least  percepttbU  increase  tn  a  pressure  of  five  grams  at  different 

rates. 
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A.  B. 

3-4        1-9 

4.5        1.9 

5.9 

2.6 

6.9 

2.7 

7.4 

I.I 

F.  B. 

5.2        1.6 

4.0        1.9 

8,8 

2.6 

8.4 

1.6 

7.4 

I.I 

S.  P. 

3-1         2. 1 

9.0        4.8 

16.7 

3.6 

19-5 

5-7 

II.6 

4.9 

G.  O. 

6.3        2.4 

10.6        1.5 

11.4 

4.6 

13.4 

1-5 

16.9 

2.6 

M.  A. 

2.8        1.4 

5.2        0.7 

7-2 

1.9 

10.4 

1-9 

12.5 

2.8 

A.  N. 

2.9        0.9 

4-6        1.3 

9.8 

2.3 

13-9 

3-9 

15.0 

3-7 

E.  B. 

1.9        I.I 

6.9        31 

10.3 

6.7 

10.2 

2.0 

14.0 

2.6 

G.  H. 

2.6        0.9 

4.9        1.6 

5-4 

0.9 

9.8 

1.3 

11.4 

4-4 

S.  K. 

1.8        0.9 

5.5        1.4 

7.0 

I.O 

6.0 

1.4 

6.1 

0.9 

A.  H. 

1.8        1.8 

6.1         1.8 

6.4 

2.0 

8.9 

0.9 

9.0 

2.8 

P.  P. 

3.1        3.4 

7.6        4.0 

II. 8 

4.5 

8.4 

4.3 

12.6 

3.8 

M.  J. 

2.7        3.7 

8.2        3.0 

10.4 

2.1 

11.4 

2.1 

15.5 

4.2 

A.  S. 

4.0        1.5 

7.7        3.7 
6.5        2.4 

10.6 

2.3 

2.8 

II. I 

10.6 

3-1 
2.4 

17.8 
12. 1 

2.9 

Average 

3.2        1.8 

9.4 

2.9 

Time 

I7-7' 

5-9' 

3-3' 

2.2" 

i.8« 

The  unit  of  measurement  is  the  gram. 

The  number  of  measurements  in  each 
case  is  «  ^  10,  of  which  the  median  ^  is 
taken. 

Initials^  the  observers. 

Roman  numerals^  the  different  rates. 

J,  the  increment  in  grams. 

dy  mean  variation ;  to  find  the  mean 
variation  for  the  series  divide  each  of  these 
by  1/  «  =  3. 2. 


a,  number  of  grams  of  increase  per  sec- 
ond.* 

/?,  time  to  increase  one  gram,  in  seconds. 

7,  part  of  the  initial  stimulus  to  which  the 
increase  amounts  per  second. 

Timey  the  time  represented  by  the  aver- 
age increment  for  all  observers  at  each 
rate. 


the  size  of  the  increment  which  is  just  perceptible.  These  limits  in- 
clude those  which  we  experience  most  in  normal  life.  But,  referring  ta 
the  curve,  near  the  two  ends  there  must  be  deflections  of  the  curve  in 


*  In  the  present  research  I  have  used  the  median  in  all  the  experiments  with  the  reaction 
method  ;  the  average  has  been  used  with  other  methods.  This  is  because,  by  the  nature 
of  the  experiments,  the  variation  is  larger  and  there  are  more  abnormal  records  by  the 
former  method.  For  the  account  of  the  median  and  its  relation  to  the  average  sec 
ScRHTURE,  On  fnc-an  values  for  direct  measurements  ^  Stud.  Yale  Psych.  Lab.,  1894II  I. 
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opposite  directions  if  it  is  to  be  extended,  i.  e.,  if  extended  on  the  left 
the  curve  must  soon  reach  an  almost  vertical  direction  and  the  extension 
of  the  other  end  must  bend  in  some  way  so  as  to  eventually  reach  the 
p>oint  which  represents  the  increment  in  instantaneous  change.  The  law 
of  such  deflections  must  be  determined  by  future  investigation. 

The  experiment  was  repeated  three  times  upon  one  observer,  M.  J.,  at 
intervab  of  two  weeks,  each  time  under  similar  circumstances.  The 
judgments  in  the  successive  experiments  were  equally  unbiased,  except  in 
so  far  as  they  were  influenced  by  the  pressure  sensations.  The  final  aver- 
ages for  the  three  experiments  are  as  follows  :  Rate  I,  J  2.8*,  ^o.  i'  ; 
Rate  II,  J  9.1*,  ^i.6«;  Rate  III,  J  11.3s  //i.6«;  Rate  IV,  J  13. i«, 
^i.2«;  Rate  V,  J  13.7*,  //1.5*.  The  results  indicate  that  the  rate  in- 
fluence is  definite  and  persistent  for  these  trials.  This  remarkable  con- 
sistency, as  well  as  the  agreement  of  the  thirteen  observers  above,  can 
only  be  accounted  for  by  assuming  a  definite  time  influence  which  corre- 
sponds to  this  variation.  The  general  law  here  found  has  an  extensive 
application  to  the  whole  sensory  side  of  our  mental  experience  and  in- 
volves some  disputed  points.  I  will,  therefore,  give  a  brief  critical  esti- 
mate of  the  apparatus,  the  method  and  the  conditions  adopted.  Much 
of  what  is  here  said  applies,  also,  to  the  following  series  of  experiments. 

Critical  estimate, 

I .  The  apparatus.     The  only  noticeable  jarring  of  the  apparatus  came 
from  the  jarring  of  the  building,  and  this  disturl)ance  was  somewhat  re- 
duced by  placing  the  experimenting  table  on  sand  bags.     Furthermore 
the  above  experiments  were  made  in  the  evening  when  it  was  compar- 
atively quiet    in  the   building.     The  variableness  in  the    level   of  the 
source  and  the  mouth  of  the  stream  caused  some  degree  of  inaccuracy. 
The  two  levels  were  placed  so  far  apart  vertically  that   the  necessary 
variation  in  the  level  of  the  mouth  would  not  materially  affect  the  results 
beyond  the  degree  of  accuracy  here  required.     The  time  for  the  water  to 
rise  through  the  first  100'"'"  of  the  graduation  tube  was  to  the  time  to  rise 
through  the  second  100"°  above  the  zero  of  the  same  as  38  is  to  39. 
This  error  is  negligible  because  it  affects  all  rates  similarly  and  practically 
equal  for  proportional  increments  by  the  various  rates.      Since  luoht  of 
the  measurements  came  within  the  limit  of  the  first    2oo"*  th<:  rates 
adopted  were  determined  empirically  for  the  average  of  this  distiinre 
This  determination  was  made  to  a  more  than  sufficient  degree  of  arcura^.j 
by  the  graphic  method  of  recording  time. 

Ihe  adjustment  of  the  zero  point  of  the  column  of  water  ro-:'i  :e 
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made  with  an  accuimcy  of  =b  ^"*  which  equals  about  ^  of  a  giam  bjr 
displacement.  There  is  again  a  possible  enor  of  =b  >i"^»  by  the  sune 
unit|  in  the  adjustment  of  the  hand  rest  Both  these  enora  affect  the 
standard  pressure  and  can  only  affect  the  increment  in  an  indirect  way. 

2.  Method.  The  main  reasons  for  using  the  reaction  method  here  are: 
{a)  It  is  time-savingy  which  is  a  vital  point  when  a  long  series  of  rec- 
ords must  be  taken.  (Ji)  It  does  not  carry  with  it  any  suggesdoos  as  to 
what  may  be  desired  or  expected,  (r)  It  is  easier  to  interpret  the  results 
by  this  method  than  by  any  other.  The  results  attained  by  this  method 
need  to  be  corroborated  by  other  methods  and  that  will  be  done,  but  I 
must  here  point  out  some  of  the  soiux:es  of  error  of  the  method  in  its 
present  application.  The  observer  reacted  with  a  vocal  sound  and  I,  as 
experimenteri  made  a  sight  reaction  to  that  sound.  This  latter  reaction 
is  negligible  because  my  eye  followed  the  reading  point  as  a  point  of  re- 
gard. The  sensory  time  in  the  observer's  reaction  should  be  counted  to 
the  record,  i.  e.,  the  record  should  include  the  time  from  the  beginning 
of  the  physical  change  to  the  moment  it  was  perceived  as  a  change,  but 
not  the  motor  element  in  the  reaction.  This  I  tried  to  eliminate  direcdy 
in  each  trial  by  means  of  a  subjective  estimate.  After  some  practice  in 
sight  readings  of  this  kind  I  acquired  some  skill  in  estimating  equivalents 
on  the  scale  to  the  amounts  lost  by  the  observer's  reaction  at  the  various 
rates.  I  could  hear  the  very  beginning  of  the  vocalization  of  the  u  in 
**  up."  But  the  allowance  to  be  made  had  to  vary  with  the  definiteness 
with  which  this  sound  was  uttered.  I  was  aware  of  the  common  illusion 
of  motion  as  well  as  of  the  difficulty  of  perceiving  two  simultaneous  im- 
pressions in  different  senses.  I  found  difficulty  only  in  the  fastest  rate, 
but  even  here  the  possible  error  would  be  small  in  comparison  with  the 
whole  records  and  the  corresponding  mean  variations.  This  method  of 
eliminating  the  reaction-time  is  not  fully  satis^tory,  but  it  is  superior 
to  the  previous  methods  that  have  been  proposed  for  similar  purposes. 

Do  we  want  the  naive  judgment  of  the  unpracticed  but  skilled  ob- 
server? or  the  discriminative  and  critical  judgment  of  the  experienced 
observer  who  is  familiar  with  the  conditions  and  elementary  processes 
upon  which  his  judgment  is  based  and  gives  his  decision  after  having 
taken  all  known  factors  into  consideration  ?  While  the  latter  is  neces- 
sary in  order  to  make  a  detailed  analysis  of  the  facts,  the  former  is  neces- 
sary for  the  establishment  of  the  facts.  Though  it  involves  more  than 
double  the  labor  of  the  other  method,  I  have  made  it  a  characteristic  of 
this  research  that  the  facts  shall  be  obtained  as  they  appear  without 
analysis  in  the  common  experience  of  the  scientific  mind.  No  one  of 
my  observers  knew  what  to  expect  and  they  were  expressly  cautioned  not 
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to  make  any  guesses  with  consequent  conscious  or  unconscious  correc- 
tions. 

The  observer  was  directed  to  react  when  he  could  distinguish  ''change' ' 
from  "  no  change."  In  this  series  I  did  not  have  any  regular  system  of 
control  experiments,  i.e.,  trials  in  which  no  stimulus  was  applied.  They 
were  interspersed  irregularly  and  by  them  I  satisfied  myself  in  regard  to 
the  necessary  absence  of  illusion.  The  danger  of  illusion  was  empha- 
sized in  the  preliminary  trials.  If  the  illusion  took  place  then,  the  trial 
immediately  following  would  show  the  trace  of  a  reacting  influence  in 
overcautiousness  and  consequent  missing  of  the  standard.  In  such 
cases  the  preliminary  practice  was  continued  until  the  observer  had 
settled  upon  a  normal  standard. 

3.  Conditions  of  the  experiment.  The  standard  pressure  may  seem 
light,  but  it  is  adapted  to  the  place  experimented  upon.  It  was  advisable 
to  use  a  light  stimulus  which  would  not  produce  a  deadening  effect  upon 
the  nerves  under  long  continued  pressure.  A  light  pressure  on  a  small 
area  produces  a  simpler  and  less  disturbing  sensation  than  a  heavy  pres- 
sure, which  is  liable  to  produce  sensations  of  strain  in  parts  not  directly 
stimulated.     It  is  also  important  to  avoid  pain. 

The  point  upon  the  first  finger  was  chosen  for  stimulation  because  it 
admits  of  being  kept  in  a  horizontal  plane  when  the  rest  of  the  body  is 
in  a  comfortable  position.  The  place  is  of  a  good  sensitiveness  and  free 
from  hairs. 

The  slowest  rate  here  used  was  determined  by  preliminary  experiments 
in  which  smaller  floats  were  used.  It  was  then  found  that  the  change 
would  not  be  perceived  at  all,  in  the  slowest  rates,  even  when  it  amounted 
to  four  or  six  times  the  original  stimulus.  The  pressure  sensation  would 
either  be  entirely  lost  or  else  it  would  continue  indefinitely  to  seem  as 
but  a  fraction  of  the  standard.  6.  i8<  per  second  was  found  to  be 
about  the  slowest  rate  per  second  by  which  the  pressure  might  rise  and 
still  be  perceptible  every  time  under  normal  conditions.  The  fastest  rate 
was  taken  within  safe  limits,  and  rates  above  that  were  reserved  for  a  sep- 
arate test. 

II.    Variation  in   sensitiveness  to  change  as  depending  on   the 

DELAY   OF   THE   STIMULUS. 

In  previous  experiments  with  sight  and  sound*  I  found  that  when  a 
stimulus  near  the  threshold  is  delayed  beyond  a  certain  time  at  which  it 

1  Seashore,  Measurements  of  illusions  and  hallucinations  in  normal  life^  Stud.  Yale 
Psych.  Lab.,  1895  III  36,  50. 


3^  C.  £.  Seashore, 

may  be  expected,  its  threshold  is  lowered,  and,  within  certain  limitSr 
this  is  proportional  to  the  delay.  If  this  law  applies  to  pressure,  a  part 
of  the  facts  established  in  the  first  series  of  experiments  will  be  explained 
by  it.  The  application  of  the  law  of  delay  to  this  particular  case  was 
tested  in  the  following  manner : 

Apparatus  A  was  used  just  as  in  the  foregoing  series  but  with  only  one 
rate,  namely  i.io*  increase  per  second,  which  is  0.22  per  second  of  the 
standard.  Counting  from  the  end  of  2'  allowed  for  the  perception  of 
the  original  pressure,  the  increase  was  not  begun  until  after  a  delay  for 
the  respective  sets  of  trials  as  follows :  I,  o";  II,  5';  III,  lo*;  IV,  15"; 
V,  20';  and  VI,  25'.  In  other  respects  the  general  methods  and  con- 
ditions were  the  same  as  in  the  first  series.  There  was  no  suggestion  by 
which  the  observer  was  led  to  expect  the  change  to  be  felt  at  any  definite 
time.  He  was  not  aware  of  the  delay ;  he  only  knew  that  he  would  feel 
a  gradual  change  and  that  he  should  begin  to  look  for  it  at  the  given 
signal.  Nothing  was  stated  as  to  when  it  would  begin  physically.  He 
learned,  however,  from  the  preliminary  trials  that  it  would  take  different 
time-intervals  for  the  change  to  become  perceptible.  Hence  this  is 
different  from  the  cases  of  suggestion  in  which  the  observer  is  led  to 
expect  the  stimulus  at  a  definite  moment.  Here  the  conditions  of 
expectation  and  general  preparation  were  similar  to  those  in  the  foregoing 
series.  It  is  a  case  of  suggestion  that  works  through  the  variation  of 
time-influence  in  ordinary  perception. 
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Variation 

in  sensitiveness  as  resulting  from 

delay  of  the  Uimuius. 

cf 

5' 

IO» 

] 

^5' 

20" 

2r 

J 

d 

J 

d 

J 

d 

J 

d 

J 

d 

J 

i 

A.  H. 
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1.4 

P.  D. 

8.3 
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4.0 
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1.2 
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2.5 
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3.5 
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A.  B. 
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D.  S. 
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4.1 
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51 
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51 
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J.  M. 

5.8 
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I.I 

2.9 
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2.7 

0.4 
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30 

17.1 

2.9 
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30 

11.9 

4-1 

13-4 

4.3 

13.1 

11 

Ave. 

9.6 

30 

6.7 

1.9 

5.4 

1-7 

SI 

1.9 

4.6 

1.8 

4.7 

14 

The  unit  of  measurement  is  the  gram.  ^^  the  threshold  increment. 

llic   number  of  measurements  in  each   ;       d^  mean  variation ;  the   mean  variation 
case  is //^lo,  of  which  the  median  is  taken.    •   for  the  series  is  found    by   dividing  by 

The  delay  of  the  stimulus  is  indicated  in 
seconds  at  the  head  of  each  column. 
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The  trials  were  made  in  the  double  fatigue  order.  Surprise  and  the 
disturbance  of  abrupt  transitions  were  avoided.  The  control  trials  were 
used  freely  in  the  preliminary  trials  but  not  during  the  experiment. 
Table  II  contains  a  summary  of  ten  trials  on  each  point  by  each  of  seven 
observers.  The  figures  give  the  medians,  and  the  average  of  these  is 
taken  for  the  final  summary.  There  is  a  remarkable  uniformity  in  the 
results.  The  abnormal  record  of  the  last  observer  is  accounted  for  by  the 
fact  that  his  hand  was  callous. 

The  table  shows  that  the  threshold  decreases,  i.  e.,  the  sensitiveness 
increases,  as  the  delay  is  extended.  This  law  is  most  noticeable  in  the 
first  live  or  ten  seconds  and  seems  to  extend  only  to  about  twenty 
seconds. 

The  results  may  best  be  interpreted  by  means  of  the  comparison  in 
Figure  t.     The  short  curve  represents  the  results  of  the  first  series  of  ex- 
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periments,  showing  the  relation  of  the  threshold  to  the  time  which  it 
took  to  produce  it.  The  number  of  seconds  is  laid  off  as  the  abscissa 
and  the  number  of  grams  as  the  ordinate.  The  longer  curve  shows  the 
same  for  the  present  series.  Within  the  limits  of  time  occupied  in  the 
first  series  (17.7  sec.)  the  threshold  of  difference  is  lowered  as  the  time 
increases.  Beyond  that  limit  the  delay  does  not  seem  to  have  any 
power  to  lessen  the  increment.  The  rate,  which  is  actually  the  same  in 
both  cases,  requires  the  largest  increment  in  the  series  in  which  it  oc- 
cupies an  extreme  point. 

A  great  part  of  this  variation  may  be  explained  by  the  fact  that  the 
longer  the  time  the  greater  the  expectancy  will  be  and  the  summation  of 
suggestive  elements  will  be  on  a  constant  increase.     The  smaller  signs 
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of  change  come  directly  into  the  focus  of  attention,  a  greater  number  of 
them  will  be  noticed  and  those  noticed  will  be  magnified.  This  implies 
that  the  variation  of  the  threshold  with  the  rate  is  not  entirely  becuoe 
of  the  difference  in  impression  that  quick  or  slow  rates  of  change  make, 
but  largely  because  of  the  different  attitude  of  mental  preparedness  which 
is  caused  by  different  time  relations.  Though  the  observers  tried  to  be 
equally  attentive  all  the  time  there  was  a  semi-conscious  reinforcement  of 
attention  as  time  went  on.  When  the  signs  of  change  came  soon  they 
had  to  compete  with  more  rival  sensational  elements  than  if  they  came 
later.  According  to  the  conditions  of  the  experiment  there  could 
scarcely  be  any  surprise,  but  we  may  characterize  the  different  states  of 
mind  by  saying  that  in  the  fast  rates  the  observer  was  open  to  conviction, 
while  in  the  slower  changes  he  more  anxiously  sought  some  imaged  ftcts 
of  assurance. 

The  fast  rates  are  probably  affected  by  contiguity  with  the  slow,  and 
likewise  the  reverse.  The  fester  rates  were,  perhaps,  at  a  disadvantage* 
It  is  probable  that  if  the  highest  point  in  each  curve  had  been  estab- 
lished separately,  without  reference  to  any  other  rate,  it  would  have 
been  lower  in  both  cases.  Yet  those  would  be  entirely  different  condi- 
tions. If  one  rate,  or  time  of  change,  is  taken  separately,  the  time  for  the 
change  to  be  felt  will  be  known  ;  it  will  be  envisaged  more  definitely ; 
the  attention  will  be  sharply  focused  at  the  expected  moment  of  change 
and  no  attention-energy  will  be  scattered  as  above.  Both  conditions  are 
facts  of  ordinary  experience  and  it  would  be  interesting  to  compare 
them.  One  form  of  the  latter  condition  will  be  taken  up  in  the  next 
series  of  experiments. 

Fatigue  makes  a  light  weight  or  pressure  feel  lighter.  This  is  true 
for  5'.  How  does  that  affect  those  curves  or  their  continuation? 
Does  it  have  the  effect  of  lessening  the  standard  and  thus  making  the  in- 
crements proportionally  greater  during  the  time  extension  ?  Or,  does  it 
work  in  the  opposite  way  so  that  the  amount  of  the  standard,  plus  the 
increment,  is  constantly  lessened,  necessitating  a  longer  time  to  make 
the  pressure  feel  heavier  than  at  first?  Both  are  true,  i.  e.,  there  is  a 
certain  limit  at  which  the  amount  lost  by  fatigue  is  just  equal  to  the  in- 
crease at  a  certain  rate.  This  point  lies  beyond  the  lower  end  of  the 
short  curve.  Then  the  weight  would  feel  the  same  ad  infinitum  if  there 
were  no  fluctuations  in  this  limit.  If  the  change  is  slower,  however, 
several  possibilities  of  sensation-changes  are  open,  but  it  is  not  probable 
that  any  increase  in  pressure  will  be  felt  before  pain  sets  in  and  the  ex- 
periment for  pressure  must  be  discontinued.  But  if  the  rate  of  increase 
is  faster  than  the  rate  of  falling  off  by  fatigue,  the  standard  will  actually 
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seem  smaller  as  time  is  extended,  as  in  the  present  series,  and  the  incre- 
ment, which  is  largely  detected  by  feelings  of  change,  will  be  felt  larger 
in  proportion. 

III.  Threshold  for  instantaneous  increase  in  pressure. 

Apparatus  B, 

The  compound  pressure  balance  here  described  was  constructed  pri- 
marily to  serve  as  a  means  by  which  a  standard  pressure  over  a  definite 
area  might  be  applied  and  then  increased  at  any  moment  without  jarring 
the  stimulus  point  or  causing  any  disturbance  except  absolute  ijicrease  in 
pressure.  It  consists  of  two  coordinated  balances,  one  of  which  is  ap^ 
paratus  A  with  the  only  exception  that  a  tapering  rubber  point  (  7^  is 
substituted  for  the  original  pressure  point.  The  other  bailee  consists 
of  a  light  steel  beam  300°^  long  on  one  side  of  a  knifoedge  bearing  with 
the  balancing  mass  on  the  other  side.  The  pressure  point  is  a  cylinder  in- 
serted at  the  end  of  the  beam  which  is  suppK)rted  from  a  frame  by  a  pair 
of  electro-magnets.  This  part  of  the  frame  is  capable  of  minute  ad- 
justment in  height.  The  frame  carries  a  millimeter  scale  parallel  to  the 
beam.  A  sliding  weight  on  the  beam  carries  a  pointer  which  indicates 
the  position  of  the  weight  on  the  scale ;  the  change  of  weight  at  the 
pressure  point  (jP)  is  proportional  to  the  distance  over  which  the  weight 
is  from  the  fulcrum.  A  light  arm  projects  from  the  rear  end  of  the 
cylindrical  counterbalance  for  the  purpose  of  affording  leverage  for  the 
action   of  pressure  from  the  other  balance. 

When  the  two  balances  are  brought  together,  the  point  T  in  balance  A 
is  brought  to  bear  on  the  leverage  arm  in  the  other  balance,  and  can  be 
removed  by  the  guide  lever  (apparatus  A  6)  without  friction  or  jarring. 
By  this  combination  of  the  two  balances  we  secure  a  pressure  point 
which  keeps  a  rigid  position,  a  means  of  retaining  the  standard  pressure 
constant,  and  an  instantaneous  change  or  a  gradual  change  in  pressure  at 
any  desired  rate. 

To  illustrate  the  case  of  instantaneous  change,  suppose  that  the  balance 
is  set  with  an  initial  pressure  of  5*  at  F,  This  is  supported  by  the  elec- 
tro-magnets at  a  definite  distance  (  J^"*")  from  the  surface  to  be  pressed 
upK)n.  Then  if  we  want  to  prepare  to  increase  that  by,  e.  g.,  i*  after  it 
has  been  applied,  the  weight  on  the  beam  is  moved  from  the  fulcrum  un- 
til the  scale  indicates  that  the  movement  is  equal  to  i*  at  F,  Then  bal- 
ance A  is  adjusted  to  press  with  a  force  of  i'  by  T.  This  i*  counterbal- 
ances the  I '  just  added  to  F  and  we  have  again  the  standard  weight  at 
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F.  Opening  the  magnet  circuit  alwa3rs  places  the  standud  pressure  vij 
the  same  momentum.  To  obtain  the  i*  increase  upon  the  standard  die 
point  T  is  lifted  vertically  by  a  rapid  movement  of  the  guide  lever 
{A  6).  The  I*  is  of  course  transferred  directly  to  the  point  P  without  any 
movement  of  the  beam  except  through  the  extra  indentation  which  the  i' 
causes  on  the  skin. 

I  have  only  had  time  to  make  one  of  the  tests  for  which  this  apparatus 
is  intended.  This  test  consisted  in  finding  the  least  perceptible  increase 
when  the  change  was  made  instantaneously.  The  standard  pressure  and 
the  area  were  the  same  as  before ;  the  general  method  was  abo  the 
same.  At  a  signal  the  observer  got  ready  and  about  two  seconds  later 
the  point  /'was  applied  by  releasing  the  magnets.  The  increase  was 
made  about  two  seconds  after  this.  The  threshold  was  i4>proached  in 
both  directions  by  steps  with  a  constant  difference  of  o.a*.  The  ob- 
server simply  stated  whether  he  perceived  the  change  or  not.  Control 
trials  were  interspersed  irregularly.  The  average  of  the  complete  meas* 
urements  on  each  of  seven  observers  is  given  in  Table  III.  The  figures 
denote  the  smallest  increment  above  which  all  were  perceived. 
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A.  N. 

0.26 
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M.  A. 

0.34 

0.07 

J.  M. 

0.34 

0.08 

G.  O. 

0.17 

0.06 

A.  S. 

0.64 

0.15 

P.  D. 

0-34 

0.07 

P.  P. 

0.36 

0.07 

0-35 


0.09 


The  unit  of  measurement  is  the  gram. 
The   number  of  measurements  in  each 
case  is  ;/^lo,  of  which  the  median  is  taken. 
J^  threshold  increment. 


df  mean  variation ;  the  mean  Tariatioa 
for  the  senes  can  be  found  by  dividing  this 
by  y^n  =  3«2. 


The  main  value  of  these  results  lies  in  that  they  establish  one  end  of 
the  cur\'e  in  Figure  i  as  it  would  terminate  if  continued.  The  curve  has 
to  fall  from  its  highest  point  12.1'  to  this  point  0.35'.  This  suggests  an 
important  problem,  namely,  in  terms  of  the  figure,  what  is  the  shape 
of  the  curve  which  must  connect  these  two  points?  This  will  be 
answered  for  somewhat  different  conditions  in  a  following  series  of  ex- 


Influence  of  the  rate  of  change,  41 

periments.  The  present  threshold  meanwhile  gives  a  standard  in  com- 
parison with  which  we  must  interpret  all  the  previous  measurements  on 
gradual  change.  Thus,  the  slowest  gradual  increase  requires  a  threshold 
nine  times  as  high,  and  the  fastest  a  threshold  thirty-five  times  as  high  as 
the  threshold  for  instantaneous  difference.  In  making  this  comparison 
"instantaneous**  must  be  taken  in  a  relative  sense  (as  it  always  must) 
according  to  the  above  details,  and  it  must  be  remembered  that  these  two 
thresholds  were  found  by  different  methods. 

Psychologically  the  two  judgments  of  gradual  and  instantaneous  dif- 
ferentiation are  not  only  made  under  totally  different  conditions  of  atten- 
tion and  expectation,  but  there  is  also  an  entirely  different  grouping  of 
the  sensations  which  form  the  basis  for  the  discrimination. 

IV.  Effect  of  the  rate   of    change  upon  the  perception  of  in- 
crease IN  weight. 

Apparatus  C ;  Experiments. 

An  apparatus  is  needed  by  means  of  which  gradual  changes  in  the 
weight  of  a  lifted  object  can  be  made  and  measured.  Apparatus  C, 
which  was  constructed  for  this  purpose,  consists  of  the  following  parts, 
used  in  conjunction  with  apparatus  A  : 

1.  The  weight  cell.  This  is  a  polished  hard-rubber  cylinder  with  a 
diameter  of  21™"  and  a  height  of  75°*".  Its  own  weight,  25%  may  be 
increased  to  different  amounts  by  placing  weights  inside.  A  silk  cord 
hangs  from  the  bottom,  by  which  weights  may  be  attached. 

2.  The  arm  support.  A  board  base  is  fixed  in  such  a  position  that 
the  arm  from  the  elbow  may  rest  upon  it  in  a  horizontal  position.  The 
weight  cell  stands  on  this  in  a  position  to  be  grasped  comfortably.  The 
cord  from  the  cell  runs  vertically  through  a  hole  in  the  board  to  the 
stimulus  end  of  balance  A, 

Apparatus  C  works  on  the  same  principle  as  apparatus  A,  the  only 
difference  being  that  the  weight  is  exerted  on  a  lifted  cell  instead  of  a 
pressing  point.     To  illustrate  by  an  example,  let  it  be  desired  to  obtain  a 
measured  gradual  increase  on  a  standard  of  40*  weight  in  a  cell.     The 
cell  itself  weighs  25*  and  we  add  15*  by  weight  placed  inside  of  the 
stimulus    rod,  to  whose  top   the  cell   is  attached.     Since   this  rod   is 
counterbalanced  by  the  float,  the  i5«  are  added  to  the  weight  of  the  cell 
when  the  observer  lifts  the  cell,  say  2"^  from  the  base.     At  that  point  the 
standard  will  be  reached.     The  water  in  the  graduated  tube  is  then  al- 
lowed to  rise  at  some  definite  rate  and  as  the  float  is  immersed  weight  is 
transferred  to  the  cell. 
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The  same  general  method  that  was  used  in  tbe  study  of  picawuc  was 
here  applied  in  the  study  of  the  so-called  muscle  sense,  Ae  word  bring 
used  in  its  widest  significance  as  including  all  the  sensations  by  means  of 
which  we  estimate  lifted  weight.  The  aim  was  to  determine  whether 
there  is  any  law  for  muscle  sense  that  corresponds  to  the  law  of  rate 
influence  that  we  have  found  for  pressure,  and,  if  so,  to  observe  some 
of  the  relations  between  the  two. 


Table  IV. 

Least  perceptive  increase  in  a  Kfted  weighi  ef  forty  grams  at  different  rates. 

I  II  III 

a  0.18  1. 10  6.63 

P  5.55  0-9I  0.15 

y  0.005  ao28  0.166 


J.  L. 
V.  S. 
M.  M. 
J.  P. 
W.  J. 
A.  S. 
F.  K. 
E.  J. 
C.  C. 

Average, 
Time, 


J 
3.3 

5.3 
12.0 

2.4 

4.0 

3-9 
6.0 

4.0 


4.7 

26.  !■ 


d 

I.I 

0.4 

X.4 

5-4 
i.o 

1-3 

2-3 

2.4 


J 

"5 
6.1 

II.O 

14.9 
6.6 

12. 1 

12.4 

13.8 

7.3 


4.0 
1.8 

2.4 
4.0 

IS 

3.6 
2.6 

4.9 
3-4 


A 

9.7 
18.0 

21.9 

14.8 

175 
17.1 
135 
13.7 


d 

2.1 
5.0 
4.4 
4.9 
4.9 
a.4 
5-3 

4.9 
4.2 


e 
o 
o 
o 
o 

43 

43 
o 

o 

o 


10.6 
9.6« 


3.1 


16.3 

2.5« 


4^2 


The  unit  of  measurement  is  the  gram. 

The  number  of  measurements  in  each 
case  is  ff=:io,  of  which  the  median  is  taken. 

I,  II,  III,  rates  of  increase. 

a,  number  of  grams  of  increase  per  sec- 
ond. 

P,  time  to  increase  !>. 


7,  increase  per  second  as  a  fraction  of 
the  initial  stimolus. 
Jy  threshold  increment. 

df  mean  variation;  to  find  the  mean  varia- 
tion for  the  series  divide  by  |/n=:3.2. 

e,  percentage  of  the  control  trials  in 
which  illusions  occurred. 


The  standard  was  taken  as  40',  because  that  weight  in  the  given  cell 
is  favorable  for  a  distinct  feeling  of  weight  and  does  not  cause  noticeable 
fetigue  very  soon.  Only  three  rates  were  employed  and  these  were  the 
same  as  I,  II  and  V  in  the  first  series ;  they  gave  an  increase  of  0.18', 
i.io*  and  6.63'  per  second,  respectively. 

The  observer  shut  his  eyes  and  grasped  the  cell  at  the  middle  between 
the  thumb  and  the  first  two  fingers  in  such  a  way  that  when  he  had  raised 
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the  cell  2"™  from  the  base  the  side  of  the  hand  and  the  little  finger  rested 
on  the  base  by  their  full  length  and  the  cell  was  held  upright.  The  posi- 
tion was  comfortable  and  could  easily  be  retained  for  the  required  time. 
The  observer  grasped  the  cell  as  lightly  as  possible.  As  soon  as  the  cor- 
rect position  had  been  secured  the  signal  was  given  which  meant  that 
except  in  the  control  trials  the  physical  change  would  begin  in  two 
seconds.  The  reaction  was  made  by  saying  "up"  and  the  results  were 
read  as  before.  Nine  persons  made  the  complete  experiment,  which 
consisted  of  ten  trials  on  each  rate,  exclusive  of  the  control  trials.  The 
summary  is  contained  in  Table  IV. 

From  one  to  ^yt,  control  trials  were  interspersed  with  each  ten  regular 
trials.  The  column  giving  the  percentage  of  these  trials  which  resulted  in 
illusions  gives  an  index  to  the  reliability  of  the  discrimination.  All  but 
two  are  perfectly  reliable  in  that  they  have  chosen  the  standard  threshold 
so  high  that  there  is  no  danger  of  confusion.  The  high  percentage  of 
errors  for  the  two  must,  however,  not  be  interpreted  to  mean  that  such  a 
percentage  of  the  total  number  of  trials  may  be  considered  as  illusions,  for  in 
each  case  there  were  thirty  trials  in  which  the  regular  change  was  made 
and  only  seven  in  which  the  stimulus  was  withheld.  All  three  illusions 
out  of  the  ^yt.  possible  were  in  rate  I  for  W.J. ,  and  for  A.S.  two  out  of 
four  possible  were  in  rate  I  and  one  out  of  two  possible  in  rate  II.  The 
value  of  these  percentages  depends  upon  the  relation  between  the  number 
of  control  trials  to  the  number  of  regular  trials  as  well  as  upon  the  degree 
to  which  a  trial  with  no  sensation  of  change  was  expected.  The  effect  of 
the  rate  influence  is  as  marked  for  these  observers  as  for  the  others  and 
their  mean  variation  is  not  excessive.  This  argues  that,  since  they  had 
nothing  but  the  direct  sensation  to  judge  by,  the  real  signs  of  change  must 
have  been  present  in  a  much  larger  proportion  of  trials  than  the  above 
percentages  would  indicate.  The  error  cannot  be  explained  as  due  to 
the  ordinary  premature  automatic  reaction,  for  then  the  mean  variation 
should  have  been  much  larger. 

The  figures  in  the  table  express  the  law  that,  for  the  three  rates  investi- 
gated, the  threshold  of  perceptible  increase  in  lifted  weights  is  higher  in 
fast  rates  than  in  slow  rates.  This  accords  with  the  law  we  found  for 
pressure.     The  relation  of  the  two  will  be  discussed  later. 

V.  Threshold  for  instantaneous  increase  in  weight. 

Apparatus  D ;  Experiments, 

This  problem  requires  an  apparatus  by  which  the  standard  weight  of 
a  body  may  be  increased  instantaneously  without  causing  any  other  dis- 
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turbance.  This  was  accomplished  by  a  compound  weight  balance.  The 
cell  (CJ  and  the  arm  rest  (C,)  are  used  as  in  the  foregoing  series.  A 
weight-pan  is  suspended  by  a  silk  cord,  branching  out  from  the  center  of 
the  bottom  of  the  cell,  400"^  below  it.  Midway  between  the  cell  and 
the  weight-pan  there  is  a  light  fibre  balance  beam  140"*  long  with  its 
fulcrum  at  the  middle.  It  is  adjusted  with  one  extremity  perpendicular 
over  the  pan  and  attached  to  it  by  a  cord  which  passes  between  the 
branching  cords  and  is  so  fastened  to  the  pan  that  changing  the  support 
of  the  pan  from  this  cord  to  the  branching  cords,  or  the  reveise,  will  n<^ 
cause  the  pan  to  shake.  At  the  other  end  a  hook  is  suspended  by  a 
cord  200°^  long.  Upon  this  a  series  of  gram  weights  was  fitted  to  be 
hooked  firmly.  The  hook  is  light  (^')  and  makes  the  weights  conven- 
iently interchangeable.  At  first  the  instantaneous  increase  was  made  by 
means  of  a  weight  acting  over  a  pulley  by  a  cord  from  the  hook  end  of 
the  balance  beam.  This  weight  was  allowed  to  drop  loo"^  with  the 
cord  slackened  90""" ;  thus  the  hook  end  of  the  balance  would  be  ele- 
vated 10"™  at  a  definable  rate.  But  the  present  method  required  that  the 
change  should  be  made  noiselessly ;  therefore  at  the  risk  of  some  irregu- 
larity, I  simply  raised  the  weight  by  pulling  a  cord  perpendicularly  from 
the  hook  as  quickly  as  possible. 

The  plan  of  the  apparatus  may  be  explained  better  by  an  example. 
Suppose  we  want  to  get  an  increase  of  i*  on  40*  lifted  by  the  cell.  The 
cell  weighs  25*  and  enough  weight  is  added  to  the  pan  to  make  it  weigh 
15*.  Since  the  15*  are  supported  by  the  cell  its  total  weight  is  40*.  We 
then  place  the  i'  increment  in  the  pan  and  counterbalance  it  by  i'  on 
the  hook  (including  the  weight  of  the  hook);  the  two  weights  on  the  bal- 
ance, therefore,  do  not  act  upon  the  weight  of  the  cell.  The  observer 
grasps  the  cell  and  lifts  it  2°""  ;  this  makes  the  balance  beam  stand  in  a 
horizontal  position.  The  grasp  is  made  in  such  a  manner  that  the  whole 
side  of  the  hand  rests  upon  the  support  in  a  position  that  can  easily  be 
retained  during  a  prolonged  experiment.  He  is  then  lifting  the  standard 
weight,  but  when  the  hook-weight  is  raised  suddenly  its  counterbalance 
is  transferred  to  the  support  of  the  pan  without  any  movement  of  the 
balance  beam.  I  was  able  to  elevate  the  hook- weight  as  quickly  as  it 
would  start  to  fall  by  its  own  gravity,  or  faster ;  therefore,  the  increment 
was  transferred  to  the  new  support  at  the  rate  that  it  would  assume  by  its 
own  weight  when  beginning  to  fall,  i.  e.,  the  increase  was  made  by  simply 
releasing  the  support  of  the  required  amount  without  imparting  motion 
to  the  standard  weight.  By  this  method  any  instantaneous  increase  may 
be  made  without  impact.  It  is  eviderft  that  by  reversing  the  action  of 
the  balance  a  decrease  in  weight  may  be  made  equally  well. 
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This  series  of  experiments  was  made  on  the  same  observers  as  the 
fourth  series,  and  under  similar  circumstances,  in  order  that  the  two  sets 
of  results  might  be  comparable.  They  were  made  during  the  same 
period,  this  experiment  being  made  alternately  before  and  after  the  other. 
The  point  to  be  determined  here  was  the  threshold  for  the  perception  of 
a  so-called  instantaneous  increase  in  the  weight  of  a  body  lifted  by  the 
rested  hand.  A  form  of  the  method  of  minimum  variation  was  employed. 
The  steps  varied  by  one  gram  each  and  were  taken  alternately  ascending 
and  descending  the  series.  In  ascending,  the  steps  of  change  were  con- 
tinued until*  the  observer  had  perceived  the  increment  correctly  three 
times  in  succession  ;  and,  in  descending,  the  series  of  steps  was  begun  with 
the  highest  one  of  the  ascending  series  or  by  one  above  it  if  this  series 
was  low.  At  a  signal  the  observer  lifted  the  cell  to  the  2"™  limit  and  as 
soon  as  steadiness  was  attained  in  this  position  another  signal  warned  him 
to  watch  for  an  increase,  to  which  he  should  react  by  saying  **  up  *'  at 
the  moment  he  perceived  it.  The  change  was  made  from  two  to  six 
seconds  after  this  signal.  The  obser\'er*s  ability  to  react  just  at  the  right 
time  was  considered  a  criterion  for  his  certainty  and  accuracy.  The 
time  of  making  the  change  was  varied  irregularly  within  this  region  of  four 
seconds.  If  he  reacted  perceptibly  before  or  after  the  change,  due  al- 
lowance for  the  reaction -time  l)eing  made,  the  fact  was  recorded  as  an 
error  or  illusion.  Of  course,  failure  to  react  indicated  that  the  stimulus 
was  below  the  thresholds  This  time-criterion  was  chosen  in  preference 
to  the  method  of  control  trials  in  order  to  make  the  experiment  short. 
Instead  of  concentrating  the  attention  on  the  moment  two  seconds  after 
the  signal,  it  here  had  to  be  scattered  over  a  time  of  four  seconds.  This, 
presumably,  tended  to  raise  the  threshold.  Upon  a  definite  inquiry  each 
observer  testified  that  he  had  not  perceived  any  suggestion  as  to  the 
moment  of  change  except  by  direct  feeling  of  change  in  weight. 

The  results  are  contained  in  Table  V ;  the  initials  of  the  observers  will 
aid  in  the  comparison  of  the  individual  records  here  with  those  in  Table 
IV. 

The  J  value  marks  an  arbitrary  limit.  With  careful  observers  it  may 
be  considered  a  pretty  safe  limit,  denoting  the  point  above  which  we  may 
expect  to  find  all  increments  perceptible  under  similar  conditions.  The 
J  value  must  be  interpreted  with  reference  to  the  mean  variations  and 
the  figures  in  the  first  sections  of  the  table.  According  to  the  table  4. 7* 
would  be  perceptible  about  seven  times  out  of  ten,  or  70  per  cent,  of  the 
trials.  This  percentage  is  brought  down  so  low  because  it  is  an  average 
for  different  observers  and  not  for  successive  trials  on  the  sam^  observer. 
The  last  column  gives  the  number  of  times  each  observer  reacted  wrongly. 
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In  comparing  this  and  the  preceding  table  we  notice  the  striking  co- 
incidence that  the  threshold  for  instantaneous  change  is  the  same  as  the 
threshold  for  the  slowest  gradual  change.  Between  those  two  points  the 
curve  changes  to  nearly  four  times  that  height  (see  Figure  3).  Here  die 
relation  between  the  instantaneous  and  the  very  slow  increments  is  very 
different  from  the  corresponding  relations  for  pressure,  where  the  instan- 
taneous increment  is  only  about  one-ninth  of  the  slowest. 

•Table  V. 
Threshold  of  isuiatUamtmt  merease  in  a  Ufted  weight  of  ^a^* 


J.  L. 
V.  S. 
M.  M. 

J.  P. 
W.J. 
A.  S. 
F.  K. 
E.  J. 
C.  C. 
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3.6 

0.7 

0 

4.2 

a4 
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5.6 

O.S 

0 

3.4 

0.8 

3 

6.2 

0.8 

2 

4.9 

0.4 

0 

S-o 

0.4 

0 

4.9 

4.7 

0.5 
06 

5 

The  unit  of  measurement  if  the  gram. 

The  number  of  complete  detenAinations 
of  the  threshold  for  each  observer  is  »  =  10. 

The  increments  are  denoted  by  the  num- 
bers at  the  heads  of  the  columns. 

The  numbers  below  these  show  how 
many  times,  out  of  ten  possible,  each  was 
perceived. 


J,  the  avetage  increment  above  which 
the  next  two  are  correctly  perceived,  hence 
the  threshold. 

</,  mean  variation;   the  mean  variation 
for  the  series  is  found  by  dividing  each  of 
these  by  |/1J'=3.2. 
'  e,  total  number  of  errors. 


Experiments  were  made  upon  six  observers  to  study  the  effect  of  delay 
of  the  stimulus.  Instead  of  devoting  a  special  section  to  them  I  will 
make  a  brief  statement  here. 

Using  the  identical  apparatus  described  above,  I  found  how  the 
threshold  varied  if  the  stimulus  was  withheld  after  the  signal  for  the 
number  of  seconds  that  the  averages  in  series  IV  indicate,  namely,  2.5', 
9.6"  and  26.1",  i.  e.,  the  time  it  required  to  perceive  the  change  at 
the  three  rates  of  gradual  increase.  Ten  trials  were  made  on  each  of 
the  four  increments  :  3*,  4*,  5'  and  6«.  The  results  may  be  stated  in  a 
general  way  in  terms  of  the  percentage  of  those  increments  which  were 
perceived.  These  are:  for  2.5",  63%  ;  for  9.6",  69%  ;  and  for  26.1', 
67%.  The  difference  is  not  large  enough  to  indicate  any  tendency  to- 
ward a  systematic  variation. 

The  elements  of  fatigue  and  distribution  of  attention  spoken  of  in  the 
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second  series  seem  to  counterbalance  each  other  here.  Thus  after  the 
26.  i'  delay  the  standard  seems  lighter  on  account  of  the  fatigue  ;  but  an 
instantaneous  increase  at  that  point  will  not  be  affected  by  fatigue,  and 
willy  therefore,  appear  larger  in  proportion  to  the  standard  at  that  point 
than  at  any  previous  point.  On  the  other  hand,  at  the  end  of  2.5'  there 
is  no  noticeable  effect  of  fatigue,  but  the  attention  is  not  yet  so  strongly 
focused. 

The  present  experiments  should  be  compared  with  those  in  series  II. 
Here  the  change  was  instantaneous,  there  gradual.  The  difference  in  the 
results  points  to  the  fact  that  the  methods  of  perceiving  change  are  en- 
tirely different  in  the  two  cases. 

VI.  Verification  of  series  I  and  IV. 

To  increase  the  data  found  in  series  IV  and  to  verify  the  law  expressed 
in'the  results  of  series  I  and  IV  by  means  of  a  different  method,  the  latter 
series  of  experiments  was  repeated  by  a  form  of  the  method  of  mini- 
mum  variation.  The  only  alteration  necessary  in  apparatus  C  was  to 
insert  a  scale  reading  in  grams  instead  of  the  millimeter  scale  on  the 
graduated  tube.  The  steps  of  increase  in  the  experiment  differed  by 
two  grams  each,  running  from  2*  to  20*. 

I  tried  different  steps  at  random  and  considered  a  determination  com- 
plete when  I  had  found  at  least  three  consecutive  steps  in  which  the  in- 
crement had  been  correctly  perceived  and  all  the  stei)s  below  this  had 
been  tried.  I  was  fully  aware  of  the  influence  this  procedure  his  tQKMI 
the  mean  variation,  but  it  secured  a  good  distribution  of  atteottoD  tad 
served  as  a  sort  of  control  method  in  that  the  observer  had  BO  nMlli  Oi 
knowing  whether  the  increment  should  be  a  large  or  a  snifttt  CM  ii  w 
would  if  the  threshold  had  been  approached  by  steps  taken  ill  fCigiilar 
order.  If  in  the  large  steps  the  observer  was  sure  that  he  fidft  m  lactessc 
before  the  full  amount  had  been  reached,  he  was  allowed  tO  i||Bffy  Uiii 
in  order  to  save  time,  but  such  a  reaction  was  recorded  m  tt  HBlf  the 
whole  increment  had  been  perceived.  No  steps  higher  Am  ee^  were 
tried.  Five  complete  determinations  were  made  for  each  Mie  Ijf  each 
observer. 

At  the  signal  the  observer  lifted  the  40*  cell  to  the  Mpositior., 

and  at  another  signal  he  began  to  watch  for  an  incn  tfrij^bt  whi^,r. 

began  two  seconds  later  except  in  the  control  triaii  ml  eignal  waj 

given  at  the  end  of  the  increment  and  upon  this  •*  rlad  to  r*r^:r 

immediately  by  one  of  three  answers,  namely:  **  ^aocha::*^ 

or  "uncertain.** 
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The  method  of  manipulating  the  apparatus  may  be  undentood  from  the 
explanation  in  series  IV;  the  main  difTerence  was  that  here  definite 
amounts  of  increase  were  produced  and  the  observer  stated  whether  he 
perceived  them  or  not,  while  there  the  change  continued  until  he  reacted. 

The  possible  inaccuracy  in  reaching  the  exact  increment  in  the  &stest 
rate  was  =i=  0.2'.  If  a  laiger  error  than  that  was  made  the  trial  was  re- 
peated. The  variation  by  unsteadiness  of  the  observer's  hand  may  intro* 
duce  a  possible  error  of  d=  o.  2'.  These  are  the  only  two  marked  sources 
of  error.     The  first  affects  only  the  fastest  rate. 

The  results  for  the  observers  are  contained  in  Table  VI.  The  first  part 
of  the  table  shows  the  numbers  of  R  (change  perceived)  and  U  (uncer- 
tain) answers  that  were  given  out  of  five  trials  on  each  increment.  At 
the  right  hand  end  of  each  line  I  have  omitted  all  but  the  first  ''5" 
when  this  is  the  first  of  three  successive  fives.  The  R  and  the  U  trials 
are  recorded  separately  and  the  reader  may  distribute  the  U  trials  as  he 
thinks  best.      A  general  expression  of  the  results  may  be  gotten  by  a 

study  of  the  R  trials  alone. 

* 

Table  VI. 
Threshold  of  increase  in  a  lifted  weight  0/400, 
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The  difference  between  5  and  R  +  U 
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Tfae  numbers  at  the  bead  of  Ibe  columns 
denote  the  increments. 

J  the  ibreshold  above  which  it  is  prob- 
able ihalall  increroenls  would  be  perceived. 

d,  mean  variation  of  J ;  lofind  the  mean 
variation  lor  the  Mtiei  divide  by  1/  •  ^ 


so 
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I  have  here  assumed  a  standard  condition  which  gives  a  tfaiahold  of 
the  same  degree  of  probability  in  all  rates.  This  is  obtained  bj  the  ocm- 
ditions  upon  which  the  figures  of  the  J  column  in  the  second  put  of  the 
table  are  based,  i.  e.,  the  first  of  these  consecutive  increments  diat  has 
been  correctly  perceived  is  taken  for  the  threshold.  With  this  as  a  standaid, 
we  may  compare  the  rates  with  each  other  and,  with  certain  piecantioftty 
the  general  results  with  those  obtained  by  the  reaction  method. 

There  is  a  remarkable  uniformity  in  the  results,  considering  the  delicacy 
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Fig.  3. 


^,  Results  in  Table  IV. 

B,  Results  in  Table  VII. 

C,  Results  in  Table  VI. 

The  horizontal  axis  is  divided  into  parts 
proportioned  to  the  number  of  grams  of  in- 


crease  per  second,  or,  which  is  die  same, 
tothepertper  second  of  the  imtud  stimnlos 
by  which  the  change  was  made.  The  ia- 
crements  are  laid  off  in  grams  as  oidinates. 
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and  difficulty  of  this  discrimination  and  the  lack  of  practice.     Bearing 
in  mind  the  differences  in  the  conditions  of  these  experiments  and  those 

Table  VII. 
J*ive  experiments  on  the  author  under  conditions  similar  to  those  in  the  preceding  table. 
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Capitals  denote  the  successive  experi- 
ments. 
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Other  notation  same  as  in  Table  VI. 
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in  series  IV  we  may  obtain  some  general  conclusions  from  this  com- 
parison : 

I.  The  law  of  the  relation  of  the  increment  to  the  rate  of  increase  es- 
tablished by  the  previous  method  in  series  I  and  IV  is  supported  and 


52  C.  E.  Seashore^ 

proved  beyond  the  possibility  of  a  doubt.  This  ^>plie8  to  series  I  only 
indirectly,  but  the  general  agreement  between  the  Acts  and  dmditioni 
of  series  I  and  series  IV  justifies  the  deduction  in  in^i^id  to  the  quali- 
tative statement  of  the  law. 

2.  The  slowest  rate  requires  the  same  increment,  within  o.x*,  by  this 
as  by  the  previous  method.  By  the  present  method  the  other  two  lales 
require  smaller  increments,  somewhat  in  proportion  to  the  rates. 

3.  The  proportional  differences  by  the  two  methods  do  not  point  to 
any  notable  error  in  the  previous  method,  but  are  a  good  expression  for 
the  difference  in  the  mental  attitude  in  the  two  methods. 

The  foregoing  experiment  was  repeated  five  times  upon  the  writer  dar- 
ing as  many  successive  dk3rs.  The  conditions  differ  in  that  I  knew  just 
what  was  going  on  physically  except  in  one  respect,  namely,  that  I  did 
not  know  whether  the  trial  would  be  a  regular  or  a  control  trial.  In  this 
series  I  do  not  record  the  result  of  the  control  trials  because  I  set  my 
standard  so  high  that  I  made  practically  no  error.  The  following  con- 
clusions may  be  drawn  from  the  summary  in  Table  VII. 

1.  The  general  direction  of  the  rate-influence  is  the  same  as  that 
found  for  the  other  observers. 

2.  There  is  a  noticeable  decrease  in  the  rate-influence  for  the  fittest 
rate  during  the  progress  of  the  experiment. 

3.  A  reasonable  expression  for  the  difference  in  mental  attitude  due  to 
my  knowledge  of  the  rate  of  change  is  found  in  the  amount  by  which  my 
threshold  differs  from  that  of  the  other  observers. 


VII.  Effect  of  the  rate  of  change  upon  the  perception  of  vert 

RAPID    INCREASE    IN    WEIGHT. 

Apparatus  E. 

Very  rapid  rates  of  change  being  desired  here,  it  was  necessary  to  use 
a  float  of  larger  diameter,  or  nozzles  allowing  a  more  rapid  stream  to  flov, 
than  had  hitherto  been  used.  The  former  alternative  was  adopted,  but 
with  this  alternative  a  change  in  the  mechanism  of  the  rest  of  the  appa- 
ratus also  became  necessary.  Apparatus  C  required  that  the  operator 
should  stop  the  increase  when  it  had  reached  the  desired  height.  The 
rates  of  change  approaching  the  instantaneous,  here  required,  could  only 
be  obtained  by  an  automatic  determination  of  the  amount  of  increase  bf 
the  apparatus  itself.     This  was  accomplished  as  follows  : 

Apparatus  C  was  used  in  all  its  parts  except  three,  namely  :   the  float, 
the  connection  between  the  cell  and  the  beam,  and  the  rod  which  counter- 
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balanced  the  float.  A  light  steel  tube  of  25""  diameter  was  used  for  a  float. 
The  connection  with  the  cell  was  reestablished  in  the  following  manner. 
A  balance  beam  E  of  the  same  dimensions  as  the  balance  beam  A  is 
placed  immediately  above  A  and  parallel  to  it.  We  may  name  the 
float  end  of  the  original  beam  Af  and  the  corresponding  end  of  the  upper 
beam  Ef  and  the  other  ends  respectively  Aw  and  Ew,  Ef  is  vertically 
over  ^/and  they  are  joined  by  two  loops  of  fine  wire  which  interlock  at 
the  middle  in  such  a  way  that  when  the  tension  is  released  and  ^and 
J5/^  approach  each  other  the  loops  cause  no  friction  and  allow  no  spring  or 
elasticity ;  the  lower  is  fixed  in  an  upright  position  and  the  upper  falls 
vertically  by  its  own  weight.  Now,  following  the  same  principle  as  in 
apparatus  D,  the  standard  weight  is  maintained  by  means  of  the  com- 
pound balance  action.  The  cell  is  attached  to  Ew  and  from  the  same 
point  a  balance  pan  (pan  E^  is  suspended  400"*"  below.  In  place  of  the 
rod  at  Aw  another  scale-pan  (pan  ^)  is  suspended  at  the  same  distance 
as  pan  E.  When  the  weight  in  pan  E  is  equal  to  the  weight  of  the  float 
at  zero  the  two  beams  stand  in  a  horizontal  position  and  the  loops  be- 
tween Af  and  Ef  are  just  on  the  point  of  making  contact.  A  is  bal- 
anced and  exerts  no  influence  on  E^  and  E  is  balanced  and  exerts  no, 
influence  upon  the  cell  which,  when  lifted,  has  its  own  weight  plus  the 
weight  of  pan  E.  If  the  weight  in  pan  A  be  diminished  Af  will  pull  on 
Ef  by  that  amount  and  this  will  in  turn  lift  at  EWy  which  lessens  the 
weight  of  the  cell  by  the  same  amount. 

The  balancing  of  the  apparatus  depends  upon  the  position  of  the  cell 
when  lifted.  A  special  support  for  the  cell  regulates  this.  It  consists  of 
a  trap  on  top  of  the  arm  support  (CJ.  This  is  essentially  a  slat  with 
one  end  hinged  to  the  rear  end  of  the  arm  support.  Its  front  end  is 
held  up  against  an  adjustable  catch  by  a  weight  acting  through  a  cord 
over  a  pulley.  This  cell  is  placed  on  the  front  end  of  this  slat  in  the 
same  lateral  position  as  before,  but  it  is  supported  at  the  standard  height 
to  which  it  should  be  lifted.  When  the  cell  is  grasped  it  is  held  in  the 
same  comfortable  position.  The  experimenter  elevates  the  weight  which 
supports  the  trap,  the  trap  foils  and  leaves  the  cell  supported  by  the 
hand  in  a  definite  position. 

Let  me  further  explain  the  apparatus  by  an  illustration  of  how  it 
works.  Suppose  I  desire  to  produce  a  measured  increase  of  2'  on  a 
standard  of  40*  a,t  a  very  rapid  rate.  The  cell  itself  weighs  25*  and 
a  weight  is  placed  in  pan  Ey  so  that  the  total  weight  of  the  cell  when 
held  in  position,  after  the  trap  is  dropped,  will  be  40*.  Both  beams 
are  balanced  in  a  horizontal  position  and  exert  no  influence  on  the 
cell.     Then  we  take  off"  2«  from  pan  A,     This  makes  Af  pull  on  Ef 
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by  2<  and  this  in  turn  lifts  the  pan  JE  by  2*1  ledubing  the  standod  to 
38*.  This  we  correct  by  adding  2*  to  pan  £  and  again  obtain  our 
standard,  40*.  But  now  pan  £  is  lifting  3*  at  £/  and  the  aame  amount 
at  £w;  if  we  then  gradually  restore  the  balance  o(  A  ify  immenang 
the  float,  £  being  stationary,  the  amount  lifted  at  £w  will  decrease 
until  the  zero  point  is  reached  and  the  contact  between  A/  and  igf  is 
broken.  The  contact  is  broken  at  the  moment  2*  have  been  added  to 
the  weight  of  the  cell  making  it  42'.  The  rule  determining  the  sue  of 
the  increment  is  that  the  desired  weight  must  be  removed  from  pan  A 
and  placed  in  pan  £,  The  rate  of  increase  is  determined  by  die  sue 
of  the  stream  of  water  as  before. 

The  above  is  an  entirely  satis&ctory  solution  of  the  problem  of  haw 
to  produce  quick  and  accurate  changes  of  weight  in  a  given  standard 
without  movement  or  jarring  of  the  body  lifted.  The  adjustment  to  the 
zero  point  may  permit  a  possible  error  of  db^*.  The  trap  holds  the  cdl 
in  the  correct  position,  and,  after  a  brief  practice,  the  observer  can  retain 
this  approximately,  but  for  accidental  movements  of  the  hand  there  may 
be  an  error  of  within  =i=^'.  There  could  be  no  other  inaccuracy  in  the 
size  of  the  increments,  since  they  were  made  by  actual  interchange  of 
gram  weights. 

The  rates  were  timed  by  the  graphic  method  of  recording  time.  The 
recording  pointer  was  placed  in  circuit  with  a  means  of  making  the  cir- 
cuit at  the  beginning  of  the  increment  and  breaking  it  at  the  completion. 
The  electric  clamp  key  was  used  as  in  series  I  to  make  the  circuit 
the  moment  the  stream  was  let  on.  A  platinum  contact  was  built  up 
at  A/,  such  that  A/  rested  upon  it  and  kept  the  circuit  closed  as  long  as 
A/  was  heavier  than  Aw.  The  moment  the  beam  A  passed  through  its 
point  of  balance  and  the  tension  on  the  interlocking  loops  was  released^ 
A/  left  its  contact  and  the  electric  current  was  interrupted. 

I  first  measured  the  time  of  all  the  increments  (the  steps  in  the  series 
differed  by  2*  each)  from  2*  to  2o«  on  one  rate  to  find  if  the  changes  were 
uniform.  This  rate  made  the  change  at  the  rate  of  i«  in  0.12'. 
Taking  the  time  to  increase  20'  as  a  standard,  and  qdculatmg  the  theo- 
retical time  for  each  increment,  I  found  that  the  empirical  results 
deviated  from  the  theoretical  only  by  an  irregular  fluctuation  no  larger 
than  might  be  allowed  for  the  error  of  measurement,  i.  e.,  there  was  do 
systematic  error  large  enough  to  demand  consideration  here,  and  the  in- 
crease may  be  considered  as  practically  constant.  Having  found  this  I 
timed  all  the  rates  for  the  step  of  20',  and  divided  that  up  proportionately 
for  the  other  steps.  The  rates  adopted  and  measured  in  this  manner  are 
as  follows : 
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III. 

IV. 

V. 

a 
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0.22 
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0.02 

0.015 
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O.II 

0.2I 
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1. 21 

1.54 

Here  a  denotes  the  number  of  grams  of  increase  per  second,  /9  the 
number  of  seconds  to  increase  one  gram,  and  y  the  part  of  the  initial 
stimulus  per  second. 


Experiments. 

The  fastest  rate  hitherto  used  required  the  largest  increment.  Refer- 
ring to  the  curves  in  Figure  3,  what  is  the  highest  limit  for  these  if  they 
be  continued  to  the  left,  and  what  form  will  they  assume  in  returning  to 
the  low  point  that  marks  the  instantaneous  increase  ?  This  is  the  question 
I  have  tried  to  answer  by  the  present  series  of  experiments. 

The  quoted  rates  are  within  the  limits  of  sufficiently  accurate  measure- 
ment by  the  present  apparatus.  The  slowest  connects  with  the  fastest  of 
the  previous  and  the  fastest  approaches  the  instantaneous. 

The  method  of  minimum  variation  was  here  used  somewhat  differently 
from  the  previous  manner.  The  threshold  was  determined  five  times  for 
each  rate  as  follows :  the  increments  differed  by  2«  each,  but,  in  order  to 
save  time,  five  trials  on  each  step  were  made  in  succession.  A  number 
of  steps  in  the  middle  region  were  tried  until  a  block  of  records  was  ob- 
tained in  which  the  change  had  been  perceived  correctly  every  time  in 
the  largest  of  the  increments  tried  and  no  time  in  the  smallest.  The  few 
exceptions  to  this  rule  may  be  seen  in  the  records  from  the  fact  that  the 
highest  number  is  less  than  five  in  those  cases. 

The  observer  was  given  a  choice  of  two  answers  only,    namely, 
"Change"  or  "No  change.**     The  merits  and  demerits  of  that  limita- 
tion are  well  known.     At  a  signal  the  observer  grasped  the  cell  with  the 
hand  in  position  to  rest  firmly.     At  a  second  signal  the  trap  fell  and  he 
was  to  look  for  the  differentiation  which  might  begin  about  two  seconds 
afterwards.     He  was  required  to  give  his  answer  as  soon  as  the  increment 
was  completed. 

The  results  for  six  observers  are  contained  in  Table  VIII.  The  left 
hand  section  of  the  table  shows  the  number  of  perceived  changes  out  of 
five  possible  for  each  step.  There  the  variation  of  any  single  increment 
may  be  traced  for  each  observer.  All  but  the  first  of  the  succes- 
sive "58**  are  omitted,  and  all  increments  above  this  axe  counted  as 
perceptible  in  the  respective  single  determinations  of  the  threshold.  A 
is  found  as  before  by  taking  the  average  of  the  single  thresholds  above 
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Roman  numerals,  rates  of  change. 

Figures  at  the  top,  increments  in  grams. 

e,  the  numerator  gives  the  number  of  er- 
rors that  were  made  in  the  number  of*  con- 
trol trials  denoted  by  the  denominator. 

J,  •threshold. 


d,  mean  variation :  to  find  the  mean 
variation  for  the  series  divide  each  bjr 
2.2. 

The  average  is  stated  as  the  percentage 
of  the  possible  number  of  correct  answers. 
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which  all  increments  were  perceived,  on  the  supposition  that,  when  an  in- 
crement had  been  perceived  every  time,  all  steps  above  that  would 
also  be  perceived.  The  assumption  is  quite  valid,  for  the  steps  are  larger 
and  the  successive  steps  would  be  taken  under  similar  conditions  with  ref- 
erence to  the  larger  fluctuations  in  sensibility.  The  value  of  this  thresh- 
old must  also  be  estimated  by  its  mean  variation  and  by  a  comparison 
with  the  distribution  of  the  figures  in  the  first  part  of  the  table. 
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Fig.  4. 


E,  Results  in  Table  VIII,  p.  56. 
A  Results  in  Table  IX,  p.  58. 
/,  Results  in  Table  V,  p.  46. 
A,  Highest  point  in  //,  Figure  3,  p.  50. 


B^   Highest  point  in -5,  Figure  3- 
The  horirontal  axis  is  divided  on 
20  times  as  large  as  in  Figure  3- 


The  number  of  experiments  is  too  small  to  afford  a  detailed  expressior^ 
of  the  law  of  variation,  but  it  is  evident  that  we  have  found  the  maxirx^iTO 
or  turning  point  in  the  size  of  increments.       The  results  as  expr^sed.  xn 
curve  E,  Figure  4,  show  the  gradual  return  to  the  point  of  instantai^eoxis 
increase.     This  curve  shows  their  relation  to  the  point  /denoung  iiistAn- 
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taneous  increase  and  the  point  .<^_dfinoting  the  hig^iest  point  in  curve  A^ 
Figure  3,  i.  e.,  the  threshold  for  the  rate  of  i' in  0.15'.  The  object  <rfthcK 
experiments  is  to  trace  the  connection  between  H  and  /.  Since  their 
relative  distance  is  very  much  magnified  in  Figure  4,  the  scale  in  this 
figure  should  be  compared  with  the  scale  in  Figure  3. 

The  above  experiment  was  repeated  four  times  upon  the  writer^  as  &r 
as  possible  under  similar  conditions.  The  results  are  cjipgcaapd  in  IWle 
IX  and  curve  D^  Figure  4. 

Table  IX. 
Four  experiments  upon  ike  writer;  conditions  similar  to  those  in  the  preeeding  taUe. 
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Notation  same  as  in  Table  VIII. 

These  results  agree  with  the  foregoing  in  that  they  show  that  the 
threshold  is  lowered  as  the  point  of  instantaneous  increase  is  approached. 

In  comparing  the  superposed  curves  in  Figures  3  and  4  it  must  be  re- 
membered that  there  are  important  differences  in  the  conditions  upon 
which  the  results  in  each  curve  are  based.  Therefore,  the  comparison 
must  not  be  one  of  absolute  units,  but  of  general  directions  and  tenden- 
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cies.  Thus,  in  Figure  3,  the  curves  descend  in  a  decided  manner  towards 
the  right,  and  in  Figure  4  they  descend  toward  the  left,  though  not  with  as 
great  regularity.  The  curves  in  these  two  figures  may  be  joined  together 
and  then  they  will  express'the  general  law  stated  in  the  next  paragraph. 

VIII.  Some  observations  and  conclusions. 

The  various  conclusions  in  regard  to  the  influence  of  the  rate  of  change 
upon  the  threshold  of  change  for  pressure  and  muscle  sense  made  under 
the  conditions  adopted  in  the  above  experiments  may  be  generalized  as 
follows :  the  threshold  for  the  perception  of  difference  in  pressure  and 
lifted  weight  rises  rapidly  from  the  threshold  of  instantaneous  change 
and  soon  reaches  a  maximum  from  which  it  falls  off  gradually  until  the 
slowest  rate  at  which  the  change  can  be  perceived  at  all  has  been  reached. 

This  is  not  an  absolute  law,  but  it  is  a  well  defined  tendency.  *  Its 
value  depends  largely  upon  the  cottformity  of  the  above  conditions 
of  experiment  to  the  normal  conditions  of  out  every -day  experience.  I 
have  hoped  to  obtain  the  facts  undistorted  by  using  tlie 30-called  ''un- 
conscious'' method  and  making  the  results  partially  statistical.  I  am 
not  going  to  enter  into  any  polemic  with  those  who  have  found  contra- 
dictory results  (mainly  Stratton),  for,  like  other  factors  in  our  percep- 
tion, the  rate  influence  depends  upon  its  relation  to  a  number  of  unknown 
subjective  and  objective  conditions  which  determine  its  nature  and  effect. 
The  subject  has  just  been  opened  for  experiment. 

Any  law  expressing  the  influence  of  the  rate  of  change  upon  the  per- 
ception of  difference  in  sensory  stimuli  must  be  stated  particularly  with 
reference  to  the  following  among  other  factors : 

1.  The  special  sense  organ.      The    law,   derived   from   the    above 
experiments,  is  indicative  of  relations  that  we  find  to  obtain  in  other 
senses.      Thus,    there  is   a  general   agreement    between  these   results 
and  those  found  by  Scripture  and  Stern  on  sight  and  by  the  same 
authors  on  sound  (see  references,  p.  27),  but  there  are  important  dif- 
ferences depending  upon  the  functioning  of  the  particular  sense  organs. 
The  above  may  be  made  a  general  hiw  of  sensation,  but  it  has  definable 
peculiarities  for  each  sense.     Compare,  e.  g..  Stern's   results  on  sight 
and  sound  or  mine  on  pressure  and  weight. 

2.  The  kind  of  threshold.  The  rate  influence  has  mainly  been  studied 
in  the  threshold  of  change.  It  is  equally  important  and  may  be  just  as 
well  studied  in  other  thresholds,  e.  g.,  the  threshold  of  sensation.  I  have 
made  some  experiments  upon  the  least  perceptible  touch  as  depending' 
upon  the  rate  of  impact  of  the  stimulus.  These  experiments  were  made 
with  a  modified  form  of  apparatus  A,     The  rate  influence  was  here  mcne 
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marked  than  that  for  the  threshold  of  difference  in  preasuref  L  e.,  the 
largest  stimulus  was  required  near  the  instantaneous  rate,  which  was  much 
lower  than  for  any  gradual  stimulus.  Atvery  slow  rates  the  perception  be- 
came very  uncertain.  Thus,  I  found  it  possible  to  apply  a  pressure  of 
4'  over  an  area  only  i*"  in  diameter  upon  a  finger  without  the  observer 
being  able  to  detect  it.  I  have  made  similar  observations  on  the  thresh- 
olds of  sight  and  sound  and  on  the  thresholds  of  sensation,  disagreeabk- 
ness,  and  pain  under  electrical  stimulation.  These  last  experiments 
were  made  by  an  ordinary  slide  inductorium  and  a  pair  of  electrodes. 
In  such  experiments  the  psychological  method  promises  to  be  of  great 
value  for  the  study  of  the  development  of  sesthetical  ideas  and  tastes 
as  depending  upon  the  rate  at  which  the  sensory  impressions  are  made, 
e.  g.,  in  approaching  the  threshold  of  pleasure  or  pain.  And,  what  is 
mainly  of  theoretical  interest  in  psychology  has  a  very  extensive  practical 
interest  for  education. 

Hall  and  Donaldson  and  Stern  (see  references,  p-  27)  have  studied 
the  rate  influences  in  the  perception  of  motion  by  sight.  I  have  found 
a  marked  variation  in  the  perception  of  tactual  and  muscular  space.  It 
has  been  customary  to  take  the  rate  variation  into  consideration  in  esti- 
mating lifted  weights  by  requiring  that  the  weights  should  always  be  lifted 
to  the  same  height  at  the  same  rate.  MCller  and  Schumann's^  meas- 
urements on  this  point  are  valuable. 

I  have  constructed  a  dynamometer  for  measuring  active  pressure.  A 
beam  300"°'  long  is  supported  upon  pivot  bearings  at  one  end.  The 
other  end  carries  a  pointer  which  moves  over  an  arc  graduated  empiri- 
cally from  o'  to  looo*.  The  pointer  end  of  the  beam  is  supported  by  a 
steel  spring  of  seventy  coils  hung  vertically.  The  pressure  p>oint  is  a 
hard  rubber  disk  1 5"^  in  diameter  supported  by  a  loop  from  a  point  on 
the  beam  75""^  from  the  bearing  end  of  the  beam.  This  is  a  convenient 
and  satisfactory  dynamometer.  In  some  experiments  I  required  the 
observer  to  press  to  the  standard,  500',  and  then  reproduce  it  from 
memory  at  various  rates  of  increase  in  pressure  so  as  to  reach  the 
standard  in  the  following  times :  (i)  2';  (2)  the  observer's  own  time, 
generally  about  5';  (3)  5';  (4)  lo';  (5)  15';  (6)  20*;  (7)  25'.  The 
standard  was  pressed  before  each  single  trial ;  it  was  aimed  to  reach  it  in 
5'.  The  results  show  that  the  slower  the  pressure  increases  the  more  it  is 
overestimated.     The  2*  pressure  is  generally  underestimated! 

What  is  true  for  one  unit  applies  also  more  or  less  to  other  units  of 
measurement  in  sensation.     I  made  some  experiments,  e.  g.^  on  the  double 

iMOller  and   Schumann,  Uiber  die  psychohgischen   Grundlagen  der  VergUickun 
^ehobener  Gnvichtey  Archiv.  f.  d.  ges.  Physiol.  (PflUger),  1889  XLV  37. 
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stimulus  in  pressure  with  a  standard  of  5'  using  apparatus  ^  as  in  series 
I  with  rates  I,  II  and  V.  The  results  for  five  observers  were :  I,  10.5* ; 
II,  1 2.  I*;  and  V,  13.4',  i.  e.,  the  faster  the  increase  the  more  the  com- 
parative pressure  is  underestimated.  This  is  in  accord  with  the  laws 
found  for  dynamometry  and  for  the  threshold  of  pressure. 

The  rate  influence  is  not  limited  to  sensation.     It  enters  our  higher 
and  more  complex  emotional  and  intellectual  experience  and  activity. 

3.  The  standard  stimulus.     The  variation  with  the  standard  stimulus 
is,  perhaps,  best  expressed  by  Weber's  law. 

4.  'L'he  direction  of  change.  For  most  stimuli  there  is  a  close  rela- 
tion between  the  threshold  for  increase  and  the  threshold  for  decrease. 

5.  Method  of  marking  the  beginning  and  the  end  of  change.  Any^ 
method  which  leaves  the  reaction-time  in  the  results  is  necessarily  crude 
and  the  methods  of  elimination  are  uncertain.  Introducing  other 
methods  changes  fundamental  factors  in  the  conditions.  Stratton's. 
experiments  and  the  mine  have  shown  that  the  results  depend  to  a  great 
extent  upon  the  method.  According  to  Stratton,  the  law  may  even  be 
reversed.  We  may  grant  that  possibility,  but  that  does  not  detract  from 
the  value  of  our  results,  for  each  method  reveals  a  characteristic  tendency. 
It  seems  to  me  that  Stratton' s  reversal  of  the  law  obtained  by  a  gra- 
dation-method, is  not  due  only  to  the  change  in  method  of  recording  the 
end  of  the  increment,  but  to  this  in  connection  with  other  important 
factor^,  such  as  the  special  conditions  of  knowledge  of  the  physical  rela- 
tions and  the  state  of  preparedness. 

6.  Knowledge  of  the  facts.  This  changes  the  laws  of  perception  ia 
several  ways.  Knowledge  of  the  physical  facts  acts  as  a  suggestion.  A 
conscious  or  unconscious  distortion  or  correction  is  liable  to  creep  in. 
The  unconscious  corrections  are  perhaps  the  most  vitiating.  Our  ordi- 
nary experience  affords  us  examples  of  change  in  which  the  physical  pro- 
cesses are  known  and  others  in  which  they  are  not,  and  our  experiences 
are  different  in  the  two  cases.  This  is  just  what  we  find  in  experiment. 
From  this  point  of  view  the  cases  in  question  must  be  stated  with  refer- 
ence to  (i)  the  state  of  expectancy  or  preparedness,  (2)  the  distributioa 
of  attention,  and  (3)  the  degree  of  complexity  of  the  discrimination. 
It  is  well  known  what  a  difference  it  makes  whether  a  person  knows  what 
to  expect  and  when  and  how  to  expect  it.  Such  knowledge  guides  the 
distribution  of  attention.  Thus,  if  I  must  distribute  my  attentive  energy 
over  25'  it  will  be  less  potent  at  any  moment  of  response  than  if  it 
were  sharply  focused  just  for  that  moment.  But  on  the  other  hand,  dur- 
ing a  prolonged  uncertainty,  expectation  rises  and  the  effort  of  attentioa 
becomes  greater  and  greater. 


WEBER'S  LAW  IN  ILLUSIONS. 

BY 

C.  E.  Seashore,  Ph.D. 

In  a  former  article^  I  reported  some  measurements  on  illusions  of 
weight.  Since  then  it  has  occurred  to  me  that  we  may  not  only  measure 
an  illusion,  but  also  use  this  measurement  as  a  means  by  which  to  de- 
termine some  other  mental  factor  whose  relation  to  it  is  known.  An 
experimental  attempt  at  this  subject  revealed  another  problem  which  is 
involved  in  the  first  and,  at  the  same  time,^  affords  a  field  in  which  the 
two  may  be  solved  together.  This  second  problem,  which,  on  account 
of  the  outcome  of  the  experiments,  proves  to  be  fhe  most  important,  is 
this :  Does  Weber's  law  depend  upon  the  so-ctUed  real  intensity  or 
upon  the  apparent  intensity  of  the  stimulus  ? 

As  a  most  distinct  and  manageable  case  in  which  to  carry  on  the 
investigation  I  selected  the  illusion  of  weight  which  is  dufe  to  the  knowl- 
edge of  the  size  of  the  object  lifted.  The  apparatus  consisted  of  three 
pairs  of  cylinders  (A,  B  and  C)  of  the  same  weight,  80',  and  the  same 
diameter,  37°""  ;  but  of  different  lengths,  A  being  20°*°*,  B  120""  and  C 
50""°.  The  cylinders  were  made  of  polished  hard  rubber  ;  in  external 
appearance  they  were  similar  in  all  respects  except  length.  The  bot- 
tom plates  were  screwed  in  and  could  be  removed  by  turning  them 
three-fourths  of  a  revolution  by  a  key.  A  steel  pin  rose  from  the  center 
of  each  bottom-plate  for  the  purpose  of  receiving  different  weights  con- 
sisting of  circular  disks  with  holes  in  the  centers  to  fit  this  pin.  There 
were  two  sets  of  these  weights ;  one  of  1*  to  15*  by  one-gram  steps  and 
the  other  of  5*  to  40*  by  five-gram  steps.  The  adjustment  of  the  weight 
by  this  method  was  suggested  by  Dr.  Meumann,  of  Leipzig.  It  is  a 
modification  of  Professor  Jastrow's  muscle  sense  apparatus. ' 

Twenty  students  in  experimental  psychology  were  examined  and  asked 
to  give  their  judgments  regarding  the  heaviness  of  the  weights  but  to 
make  no  correction,  allowance,  or  guess,  based  upon  knowledge  of  the 


1  Seashork,  Aleasurements  of  illusions  and  hallucinations  in  normal  lifry  Stud.  Yale 
Tsych.  Lab.,  1 895  III  I. 

*  I  am  under  obligations  to  Professor  Bliss  for  facilities  and  suggestions,  and  to  mem- 
bers of  his  class  in  the  New  York  University  summer  school,  1896,  for  assistance 
as  obser\ers  in  the  present  experiments. 
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illusion  involved.  As  has  been  proven  (pages  5-9  in  my  investigation 
cited  above)  the  illusion  of  weight  persists,  but  is  not  so  strong  when  the 
fact  of  the  illusion  is  known  ;  therefore,  observers  who  are  aware  of  the 
illusion  and  those  who  are  not  aware  of  it  fall  into  two  distinct  classes. 
In  the  present  experiments  even  the  details  of  the  illusions  of  weight  and 
of  this  illusion  in  particular  were  demonstrated  before  the  observers  until 
all  were  conversant  with  the  facts  in  question.  Therefore,  the  illusion 
here  measured  is  not  the  maximum.  The  preparatory  demonstration 
was,  however,  made  by  a  different  set  of  cylinders  in  which  the  diameters 
varied  so  that  none  of  the  observers  knew  the  exact  extent  of  the  illusion 
in  the  present  apparatus. 

The  aim  was  to  determine  two  classes  of  fisu:ts :  ( i )  the  threshold,  or 
least  perceptible  difference,  for  each  pair  of  cylinders,  and  (2)  the 
amount  and  kind  of  illusion  in  A  and  B  respectively  when  measured  by 
C  as  a  standard.  The  first  was  determined  by  the  following  method : 
The  weights  in  the  continuous  series  rising  by  one  gram  each  step  were 
tried  until  three  successive  increments  had  been  correctly  perceived. 
The  lowest  of  these  was  considered  a  threshold  value.  The  observers 
were  allowed  to  answer  '*  equal  **  or  '*  different  **  and,  in  the  latter  case, 
they  were  required  to  point  out  the  heavier.  The  amount  of  the  illusion 
was  found  by  determining  how  much  the  weight  in  the  C  cylinder  had  to 
be  varied  from  the  standard  in  order  to  make  it  equal  to  the  A  cylinder. 
The  same  procedure  was  repeated  for  the  B  cylinder.  The  series  of 
weights  which  differed  by  five-gram  steps  were  used  in  the  measurement 
of  the  illusion. 

The  results  are  given  in  the  Table.  One  determination  was  made  in 
the  order  JA^  ABy  JC,  K^  K'  of  which  the  results  are  recorded  in  the 
^j -columns.  Then  the  series  was  repeated  in  the  reverse  order  with 
another  complete  determination  on  each  point.  These  results  are  re- 
corded in  the  ^-columns.  For  the  threshold  a  and  b  have  the  same  value, 
but  in  the  illusion-measurements  a  represents  the  lowest  difference  which 
made  these  two  cylinders  apparently  equal,  and  b  the  highest ;  i.  e.>  in  a 
I  started  from  the  point  of  physical  equality  and  continued  to  the  first 
point  of  subjective  or  apparent  equality,  while  in  ^  I  started  with  an  ex- 
cessive difference  and  decreased  this  until  the  upper  limit  of  apparent 
equality  was  reached. 

The  experimenter  handed  the  cylinders  from  behind  a  screen  by  pairs, 
placing  them  on  end  side  by  side  in  a  convenient  position  upon  a  baize - 
covered  table.      The  observer  was  required  to  grasp  them  as  nearly  as 
possible  in  the  same  manner  and  lift  them  always  to  the  same  height 
with  the  same  speed.     He  was  also  required  to  keep  them  as  near  to- 
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getber  as  possible,  and,  after  having  tried  them  back  and  forth,  to  inter- 
change them  in  position  and  again  compare  them  in  both  directioni, 
continuing  as  long  as  he  thought  profitable.  Thus  the  errors  of  tiiii^ 
■peed,  place,  &tigue,  practice,  surprise,  temperature  and  order  weic 
frirly  eliminated. 
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The  unil  of  measure  U  the  enun. 

JA,  JB,  JC,  the  thresholds  (or  the 
respective  pairs. 

A',  overestimatioD  of  A  when  measured 
by  C. 

K',  UDderestimBtion  of  B  irben  measured 
hyC. 

a,  the  first 

k,  the  second  : 

£,  the  proportion  of  errors  made ;  the 


numerator    expreuei  the  number   of  so- 
called  wrong  judgments  made  out  of  the 
total  number  eipressed  by  the  dcDominator. 
A,  average ;   JH,  the  mean  of  the  twa 

d.  mean  variation ;  m,  the  meui  of  ibfr 
two  mean  variadons.  The  mean  vaiialND 
for  the  series  maj  be  found  by  dividiog 
these  by  6.3. 
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The  necessity  of  retaining  the  same  standard  throughout  the  entire  ex- 
periment was  urged  upon  each  observer.  The  standard  of  sureness  can 
be  seen  to  some  extent  in  the  individual  records  by  comparing  the  num- 
ber of  errors  with  the  size  of  the  increments.  E  shows  the  number  of 
actual  errors  in  comparison  with  the  number  of  possible  errors,  or  the 
total  number  of  judgments  that  were  made.  The  comparatively  small 
number  of  errors  in  B  may  be  accounted  for  partially  by  the  favor- 
able position  of  B  in  the  order  of  trials.  The  ^-trials  in  C  were  often 
disturbed  by  their  proximity  to  the  illusion-trials,  and  A  was  subject 
to  still  more  disturbance  because  of  its  position  as  the  extreme  fir^t 
and  last  trials.  I  call  these  so-called  wrong  judgments  ''errors''  in  a 
different  sense  from  that  in  which  the  illusions  are  called  errors.  The 
illusions  are  normal,  but  what  is  here  called  an  error  is  not  based  upon 
any  such  constant  factor  that  is  known. 

The  variation  is  apparently  large,  but  it  must  be  rememliered  that  it 
is  the  individual  variation  of  twenty  different  observers  from  their  average 
and  that  the  number  of  trials  on  each  observer  is  small.  The  general 
agreement  of  so  many  is  worth  more  than  the  consistency  of  one  in  a 
larger  number  of  trials.  If  we  consider  the  uniformity  of  the  conditions 
of  the  observers,  subjective  as  well  as  objective,  we  find  ourselves  justi- 
fied in  taking  the  averages  of  these  twenty  (in  all,  forty  complete  deter- 
minations on  each  point)  as  a  fair  expression  of  the  answer  to  the  two 
original  questions. 

Does  Weber's  law  depend  upon  the  real  or  upon  the  apparent  weights  ? 
If  upon  the  apparent,  is  there  any  traceable  law  ?  In  the  present  case  A 
is  overestimated  by  15.8'  and  seems  to  weigh  95.8*  in  terms  .of  C  which 
we  assume  as  a  standard  and  common  measure.  According  to  that  a  physi- 
cal change  of,  e.  g.,  3.3'  in  A  will  appear  as  a  change  of 

95-S 

g-x  3.3-4.0. 

On  the  other  hand  B  is  underestimated  by  12.  i'  and  appears  to  weigh 
67.9'  in  terms  of  C.     Then  a  physical  change  of  the  same  amount,  3.3*, 

in  B  will  appear  as  a  change  of -^— X  3.3=2.8.     There  is  a  coincidence 

80 

between  this  theoretical  consideration  and  the  above  results,  but  we  must 

seek  other  relations  in  the  results  in  order  to  get  a  more  direct  answer. 

The  ratios  for  the  relation  between  the  respective  thresholds  and  the 

standard  for  these  particular  conditions  are  : 

J^  -  ^^,     JC=:  ^V  and  AA  =  ^^. 
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These  are  the  constant  multiples  which  would  express  Weber's  bnr  fi)r 
the  same  conditions  if  the  measurements  were  repeated  with  any  standaid 
weight  within  the  limits  in  which  the  law  is  applicable.  These  are,  hoir- 
ever^  only  representative  of  a  laig6  number  of  possible  iUusions.  As  I 
have  proved  (pp.  3-5  in  the  article  cited  above)  widun  certain  limits, 
the  illusion  varies  directly  with  the  difference  in  size.  We  migfat  hare 
made  the  illusion  stronger  by  making  A  smaller  and  B  lai^r,  or  by  ob- 
taining the  naive,  '' unconcious"  judgment  of  the  observers.  Id  such 
a  case  we  should  have  gotten  a  number  of  thresholds  outside  of  the  present 
extremes.  Similarly  we  might  have  decreased  the  illusion  down  to  zero. 
It  is  evident  then  that  if  we  state  that  Weber's  law  requires,  e.  g.,  ^  of  the 
standard  to  produce  a  just  noticeable  increment  on  80'  we  have  stated  it 
only  for  one  particular  relation  between  the  standard  weight  and  the  size 
of  the  object.  Grant  that  C  is  the  nearest  approach  that  we  can  get 
toward  freedom  from  this  one  illusion,  then  the  relation  of  the  threshold 
to  this  would  denote  that  which  is  generally  expressed  by  Weber's  law. 
But  a  large  number  of  conditions,  represented  by  A  and  B  are  just  as  im- 
portant from  a  practical  point  of  view,  for  it  is  very  rare  in  normal 
life  that  we  lift  objects  that  give  us  no  illusion.  This  was  preSminendy 
true  in  the  classic  experiments  on  Weber's  law.  Now,  the  &cts  known 
about  the  regularity  and  trend  of  this  illusion  justify  us  in  assuming  diat, 
if  the  same  proportions  between  the  sizes  and  the  standard  weight  be  re- 
tained, the  illusion  will  approach  a  constant  fraction  of  the  standard  within 
the  limits  of  the  validity  of  Weber's  law.  Therefore,  if  we  had  determined 
the  threshold  empirically  under  all  possible  degrees  of  illusions  like  the 
one  under-  discussion,  Weber's  law  might  be  expressed  for  all  standard 
weights  within  the  above  assumed  limits  by  as  many  fractions,  like  ^, 
as  there  are  illusory  effects  such  as  A  and  B  represent.  The  feet  of  this 
possibility  implies  an  affirmative  reply  to  our  first  inquiry,  namely,  that 
we  can  use  the  measurement  of  one  mental  characteristic  as  an  index  to 
another  ;  in  this  case  the  measured  illusion  is  an  index  to  the  threshold. 
An  attempt  to  state  it  from  such  a  complexity  of  conditions  might  seem 
hopeless,  but  the  above  results  give  us  a  key. 

First,  all  overestimation  lowers  the  threshold  and  all  underestimation 
raises  it.  Secondly,  retaining  the  notation  of  the  Table,  we  may  formulate 
the  results  thus : 

AA  _  C--K 
JC"      C  ' 

JB      c+ir 

^^  AC  =  —C-  ' 
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The  error  involved  by  substituting  the  empirical  results  is  5  %  in  the 
first  equation  and  10%  in  the  second.  Both  these,  it  may  be  seen  from 
the  table,  are  less  than  the  respective  mean  variations.  Disregarding  the 
illusion  (^K  and  JC  in  the  above  formulas)  as  has  always  been  done,  the 
error  in  substitution  would  be  15%  in  the  first  and  21%  in  the  second 
equation.  Hence  Weber's  law  stands  in  a  much  closer  relation  to  the 
apparent  weight  than  ,to  the  physical  staadard. 

If  we  know  the  increment  needed  for  an  object  of  a  given  weight  and 
size,  e.  g. ,  6*,  at  any  standard,  and  know  the  amount  of  the  illusion  for 
all  differences  in  size  in  objects  of  this  weight,  we  may  be  able  to  calcu- 
late the  threshold  of  perceptible  difference  for  all  such  cases.     For 


JB 
C+  JC' 


ih 


and  ^  -  tAt  • 

These  give  a  constant  fraction  for  all  the  equations,  in  this  case  approxi- 
mately -^ .  This  fraction  may  be  supposed  to  hold  as  a  constant  for  all 
conditions,  of  which  the  above  A,  B  and  C  are  representative.  Hence, 
we  may  state  the  principle  for  the  dependence  of  Weber's  law  upon  ^5^- 
parent  weight,  as 


S+K 


M 


where  AE  is  the  threshold  of  perceptible  difference,  S  the  phyacal 
standard  weight,  K  the  amount  of  the  illusion  (which  must  leUbi  Hi 
sign  +  or  —  according  as  it  is  underestimation  or  overestimation  of 
standard),  and  Mz,  constant. 

A  question  may  here  be  raised  as  to  the  reason  for  and  efTect  of 
ing  C  of  this  particular  size.     It  was  chosen,  after  some 
periments,  because  it  seemed  to  correspond  fairly  to  the 
adopted  standard  weight  might  suggest.     What  would  have 
feet  of  making  it  larger  or  smaller  than  this  ?     It  may  be 
some  law  for  the  dependence  of  the  illusion  upon  this,  bol 
stage  of  measurements  in  illusions  this  factor  is  negligible 
may  be  chosen  of  any  size  which  is  not  so  extreme  as  to 
sources  of  error,  such  as  difficulty  in  grasping,  providoi 
stated  in  terms  of  that  size.     Such  results  may  abo  be 
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terms  of  each  other,  for  on  thfe  theory  we  may  add  the  illusion  oi  A  to  the 
illusion  of  B  and  take  the  sum  of  these  as  the  expression  of  the  illusion  of 
either  A  or  ^  in  terms  of  the  other.     Thus 

AA  _B-(JC+IC) 
JB"  B 

and^^^=^-±ffl:^. 
JA  A 

m 

The  error  involved  by  substituting  the  actual  figures  is  5  %  for  the  first 
equation  and  7  %  for  the  second.  Although  these  are  extreme  cases  the 
error  of  the  substitution  is  no  greater  than  that  found  when  the  mean,  C, 
was  used  as  a  standard.  Therefore,  within  obvious  limits,  we  are  justified 
in  choosing  the  standard  of  any  convenient  size  in  measurements  like 
these. 

Just  as  no  one  now  claims  an  exact  mathematical  conformity  for 
Weber's  law  in  any  sense,  we  must  construe  the  above  formula  liberally. 
There  may  b^  some  more  determinable  factors  that  must  be  taken  into 
it ;  we  can  never  hope  to  determine  and  control  all  such  Actors.  Judg- 
ments as  to  the  validity  of  the  law  have  heretofore  been  made  largely  upon 
experiments  that  involved  the  illusion  here  discussed,  or  similar  ones,  and 
the  variations  caused  by  them  have  been  counted  as  discrepancies  in  the 
law.  The  above  data  at  least  justify  us  in  assuming  this  relation  of  Weber's 
law  to  illusions  as  a  working  hypothesis.  It  promises  not  only  the  same 
degree  of  comformity  as  the  law  has  had  on  the  old  theory,  but  also  an 
extension  of  it  both  in  the  degree  of  conformity  and  the  range  of  its  ap- 
plicability. 
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We  may  suppose  that  in  primitive  times  quantities  were  measured  ac- 
cording to  mental  scales  ;  thus  distances  would  be  established  by  the  eye 
or  paced  off  by  walking,  weights  would  be  judged  by  the  effort  required 
to  lift  them,  etc.     In  most  cases  later  civilization  has,  by  the  method  of 
maximum  agreement,*  established  successively  finer  methods  wherein  the 
disagreements  due  to  the  personal  and  instrumental  differences  are  re- 
duced to  extremely  small  quantities.     These  are  the  so-called  **  physical  * 
or  *'  instrumental  **  methods.     Thus  by  instrumental  methods  a  scale  for 
space  is  developed  from  the  standard  meter  bar,  or  a  scale  of  mass  from 
the  standard  kilogram.     With  such  scales  in  our  possession  the  problem 
arises  :  how  do  our  mental  scales  compare  with  the  instrumental  ones? 
The  solution  of  this  problem  in  regard  to  the  voluntary  efforts  used  in 
compressing  the  fingers  was  attempted  in  the  following  way.     ^ 

Apparatus. 

The  dynamometer.  Experience  with  various  dynamometers  led  to  the 
construction  of  a  new  one.  Two  spring-steel  rods  are  inserted  into  * 
brass  block  so  that  they  extend  from  one  side.  Flat  hard-rubber  knob* 
are  fastened  at  the  appropriate  distance  from  the  block  ;  when  pressure  i» 
applied  to  these  knobs,  the  rods  bend  inward  after  the  manner  of  shcqP' 
shears.  A  light  plate  is  attached  to  the  end  of  one  rod  ;  the  end  of  » 
other  rod  is  pointed  to  serve  as  an  index.  The  amount  of  the 
exerted  on  the  knobs  is  measured  by  the  deflection  of  the  rods,  uA 
is  indicated  by  the  distance  through  which  the  index  passes 
plate.  The  physical  scale  is  established  by  resting  tbe  dy 
one  knob  and  placing  weights  on  the  other  knob  ;  the 
index  for  each  weight  is  scratched  on  the  plate.  TYie  loiow 
placed  at  any  desired  point  along  the  rods.  As  they  arc 
to  the  block,  the  apparatus  becomes  less  sensitive  and  tne 
as  they  are  moved  toward  the  ends  of  the  rods,  tbe 
more  sensitive.  In  the  present  investigation  they 
maximum  force  usually  exerted  makes  the  index 

J.SCRIPTIRE,  New  Psychology,  ch.  Ill,  Ixjndon,  1897. 

69 


70  £.  W.  Scripture^ 

The  instrument  is  graduated  for  one  position  of  the  knobs  and  must  then 
be  left  unaltered.  These  dynamometers  are  so  xeadily  made  that  it  is 
preferable  tQ  have  a  sepaiate  one  for  any  special  problem  rather  than  to 
alter  the  knobs  and  change  the  scale. 

The  djmamometer  is  used  by  holding  it  up  between  the  ends  of  the 
thumb  and  one  of  the  fingers.  The  other  fingers  are  kept  away  from 
the  one  used.  The  metal  block  may  be  allowed  to  rest  lightly  on  the 
palm  of  the  hand.^ 

The  dynamograph.  The  djmamometer  is  turned  into  a  d3Fnamognipli 
by  means  of  a  piston  recorder  or  a  rec(Mxiing  oqmile.  The  paiticuhr 
one  used  in  the  following  experiments  was  made  by  fiistening  one  of  the 
extra  glass  cylinders  of  a  HOrthle  piston  reconler  to  one  of  the;  steel 
rods  while  the  piston  was  &stened  to  the  other  rod.  Pressure  on  the 
knobs  caused  the  piston  to  descend  in  the  cylinder  and  the  air  to  pia 
through  the  rubber  tube  to.  the  recorder.  The  cylinder  is  adjustable  to 
any  point  on  the  rods ;  this  regulates  the  amount  of  movement  in  the 
piston. 

The  recording  point  is  rested  against  any  smoked  sur&ce  in  the  usual 
way.  It  repeats  the  movement  of  the  piston  on  the  dynamomet»  sad 
consequently  indicates  the  pressure  exerted.  To  graduate  the  record  die 
dynamometer  is  placed  in  a  vise  or  a  clamp  and  is  subjected  to  pressure 
so  that  its  index  reads  i,  a,  3,  etc.  on  the  scale ;  the  position  of  the  re- 
cording point  at  each  of  these  readings  is  marked  on  the  smoked  sur&ce. 


Scale   for  the  thumb  and  finger. 

Two  points  are  to  be  determined  for  our  scale  of  voluntary  effort :  i, 
the  relation  of  its  units  to  the  weight  units ;  2,  its  regularity. 

The  subject  of  the  experiment  takes  the  dynamometer  in  his  hand. 
At  the  command  ''One''  he  exerts  a  light  pressure;  at  the  command 
**  Two"  a  pressure  intended  to  be  twice  as  great;  at  **  Three"  three 
times  as  great ;  etc.  At  each  pressure  the  recording  point  marks  its  ex- 
cursion on  the  smoked  surface  ;  between  records  the  surface  is  moved  so 
as  to  keep  the  marks  separate.  The  experiment  is  repeated  several  times. 
Then  the  dynamometer  is  placed  in  the  vise,  which  is  screwed  up  until 
the  index  indicates  a  pressure  of  1"' ;  a  turn  of  the  drum  inscribes  the 
line  for  i''*  on  all  records.  This  is  repeated  for  2^«,  etc.  The  records 
are  then  read  in  tenths  of  a  kilogram. 


1  This  dynamometer  and  the  dynamograph  are  pictured  in  Scripture,  New  Psychology, 
Figures  4  and  24,  London,  1 897. 
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Scale  for  forearm  and  hand. 

ft 

These  experiments  were  made  with  a  dynamometer  constructed  by  Dr. 
Seashore  (p.  60,  above).  A  light  wooden  rod  was  hinged  at  one  end  to 
an  upright ;  a  coiled  spring  supported  the  rod  in  a  horizonal  position. 
Pressure  on  the  rod  at  a  given  point  deflected  it  downward ;  this  point 
was  chosen  very  near  to  the  axis  in  order  to  make  the  movement  a  mini- 
mum. An  index  at  the  movable  end  of  the  rod  passed  over  an  arc 
graduated  in  grams. 

The  subject  was  seated  with  the  hand  and  arm  extended  horizontally. 
At  the  signals  he  executed  downward  pressiues  intended  to  be  in  the  re- 
lations ot  I,  2  and  4.  The  results  are  given  in  the  following  table. 
The  experiments  were  all  made  by  me  on  Dr.  Seashore  on  the  sanie  day 
in  successive  groups. 


^1 

17% 
23% 

19% 


Table  II. 


2.2 

2.3 
2.4 
2.3 

2.x 


Mean  .    .   .   •   •    X 


»9% 


a-3 


24% 

13% 
ao% 

»S% 
16% 


4 

3-8 
3-9 
4-a 
4-1 
3-3 

3  9 


"% 
«3% 
17% 

14% 


n 

10 
10 

10 
10 
10 

50 


^1,  d^y  d^y  mean  variations. 


I  If,  number  of  experiments. 


Conclusions  concerning  the  scales. 

The  mental  scale  of  exertion  is  a  fairly  definite  affair.  It  varies  con- 
siderably in  different  individuals,  but  is  fairly  constant  for  the  same 
individual  on  a  given  occasion. 

The  question  of  how  these  scales  are  established  by  past  experience  is 
not  touched  upon ;  the  problem  for  the  experiments  related  to  the  actu- 
ally existing  scale. 


Repeated  voluntary  efforts. 

(Henry  E.  McDermott.) 

The  purpose  of  these  experiments  was  to  measure,  not  the  fatigue  of 
maximum  pressure,  but  the  fatigue  resulting  from  many  repetitions  of  a 
moderate  pressure,  thus  showing  the  fetigue  of  the  finger  muscles  under 
control  of  the  will  involving  concentrated  attention. 
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The  instrument  used  was  the  dynamometer  described  above  (p.  69). 

The  first  person  experimented  on^  A.  G.,  was  a  High  School  student. 
I  allowed  him  to  give  a  desired  pressure  and  then  told  him  to  relax  the 
grip,  and  with  the  eyes  closed  to  give  the  same  pressure  as  before. 
His  results  expressed  in  dekagrams  were  as  follows  :  78,  75,  80,  76,  85, 
85,  85,  85,  83,  80,  84,  85,  90,  85,  85,  ^6,  82,  85,  80,  83,  83,  83,  84, 
84,  85,  86,  90,  89,  90,  90,  90. 

At  90  the  pointer  touched  the  extreme  of  the  scale  and  continued  to  do 
so  for  several  seconds.  In  this  set  we  see  a  tendency  to  gradually  in- 
crease the  grip  as  it  is  repeated  ;  this  is  exactly  the  opposite  of  what  was 
expected.  The  results  fluctuate  for  a  time  and  then  for  a  few  seconds 
l)ecome  regular.  On  the  average,  however,  they  slowly,  yet  constantly, 
increase  in  strength. 

The  second  person  experimented  on  was  also  a  High  School  student, 
F.  C.     His  results  were  55,  70,  65,  70,  70,  75,  74,  76,  80,  80,  80,  82, 

74,  80,  83,  82,  86,  85,  85,  85,  85,  ^^,  84,  82,  81,  78,  82,  85,  ^6,  ^^, 
80,  82,  82,   83,  ^^,  82,  83,  85,  85,  81,  76,  77,  79,   80,  80,    73,  74, 

75,  80,  78,  80,  80,  85,  90,  90,  88,  90,  ^^,  90,  90,  90,  90,  90,  90,  90, 
90,  88,  89,  90,  90,  85,  89,  89,  ^^y  ^^f  90,  90,  90.  In  this  set  we 
see  nothing  very  different  from  the  first,  except  that  there  was  greater 
regularity  at  the  start  and  that  the  difference  between  beginning  and  end 
was  greater  because  the  starting  point  was  lower. 

The  third  person  experimented  on  was  also  a  High  School  student, 
N.  B.     His  results  were,  30,  34,  32,  33,  32,  29,  32,  29,  30,  30,  32,  30, 

34,  33,  31,  29,  29,  29,  29,  31,  31,  32,  29,  33,  35,  32,  35,  40,  45,  35, 
39,  38,  40,  ^^,  39,  41,  40,  36,  32,  40,  40,  35>  Z^y  34f  3©,  38,  35,  35, 

35,  35,  36,  34,  36,  40,  40,  35,  4o,  40,  4«,  4©,  39>  4©,  5©>  5©,  48,  45, 
50,  50,  48,  44,  45,  44,  40,  40,  43,  44,  45,  44,  41,  40.  In  this  set 
we  have  a  remarkable  constancy  of  exertion.  However,  the  tendency 
to  increase  is  noticeable,  as  almost  all  the  later  results  are  greater  than 
earlier  ones.  The  greatest  difference  is  20,  in  contrast  with  26  of  A.  G. 
and  35  of  F.  C.  ;  both  of  which  would  have  been  even  greater  had  the 
scale  been  longer. 

The  fourth  subject  was  a  college  student,  J.  R.  N.  His  results  were 
47,  55,  50,  51,  55,  60,  62,  56,  60,  64,  66,  65,  71,  65,  72,  6^,  68,  70, 
66,  65,  68,  75,  76.  In  this  set  we  have  an  almost  constant  increase  up  to 
a  maximum  of  29,  which  is  large  considering  the  diortness  of  the  experi- 
ment. 

The  fifth  subject  was  D.  J.  R.,  a  carpenter.  His  results  were  55,  53, 
54,  65,  66,  68,  65,  66,  77,  75,  73,  72,  78,  78,  80,  82,  85,  85,  87,  85, 
82,  83,  80,  82,  81,  85,  87,  90,  85,  87,  90,  90,  90,  90.      At  90  the 
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pointer  touched  the  extreme  of  the  scale.  Heie  we  see  the  ame  sleii^ 
increase  up  to  the  limit  of  the  instrument. 

The  sixth  subject  was  a  young  lady.  Miss  F.  Her  results  were  45,  47, 
36,  42,  45,  so,  so,  44,  43,  51,  iS,  56,  sSf  46,  40,  47t  S»t  S4»  60,  54, 
56,  40,  49f  S3»  47>  49»  48,  54,  45,  5^,  5^,  57,  60,  60,,  54,  61,  65,  70, 
74,  74,  74,  72,  59,  5^,  5^,  ^^^  55,  7©,  71,  7^,  ^B,  70,  70,  64,  68,  65. 
Here  we  have  the  same  general  result,  except  that  it  is  more  irregular 
than  the  previous  ones. 

The  preliminary  experiments  seemed  to  point  to  something  definite,  so 
for  seven  successive  days  at  about  6.30  P.  M.  I  made  sixty  experiments  on 
D.  J.  R.  to  determine  his  average  progressive  error  and  mean  variation. 
He  is  a  carpenter,  24  years  of  age,  5  feet  11  inches  (180.6^)  in  hei|^ 
and  weighs  175  lbs.  (79450*).  He  uses  his  hands  in  hammering,  saw- 
ing, planing  and  so  on ;  he  is  therefore  not  easily  &tigued,  and  at  the 
same  time  his  judgments  by  the  '' muscle  sense*'  should  be  accurate  be- 
cause of  this  training. 

In  the  following  table  the  lines  across  the  page  give  the  averages  for 
the  experiments  of  the  seven  days.  The  first  line  gives  the  serial  num- 
ber of  the  contraction ;  the  second  line  gives  the  difference — *^  progres- 
sive error" — between  each  contraction  and  the  initial  contraction  of  20 
dekagrams.     The  third  line  gives  the  mean  variations. 


Serial  number 

I 

2 

3 

4 

5 

6 

7 

8 

9 

10 

ZI 

12 

Progressive  error 

0 

0 

03 

0.1 

1.3 

1-9 

2.3 

1.9 

19 

2.6 

2.0 

3-9 

Mean  variation 

0 

X.7 

2.3 

2.7 

2.9 

2.8 

3.8 

4-4 

5-2 

4.8 

3.7 

4.2 

13 

14 

15 

16 

17 

18 

19 

20 

21 

22 

23 

24 

2.7 

3.6 

3.6 

4.3 

3-7 

3.0 

4.1 

3-7 

4.0 

31 

3.9 

4.3 

3.6 

4.2 

4.7 

70 

5.4 

4.9 

5.0 

4.4 

5.4 

6.2 

5.2 

50 

25 

26 

27 

28 

29 

30 

31 

32 

33 

34 

35 

36 

5.6 

5.4 

5.4 

4.6 

51 

5.9 

4-7 

5.3 

5.3 

54 

5.6 

6.3 

7.4 

8.3 

8.0 

7.7 

8.2 

7.2 

8.2 

7.8 

• 

9.0 

7-2 

8.0 

8.8 

37 

38 

39 

40 

41 

42 

43 

44 

45 

46 

47 

48 

6.6 

4.9 

5.6 

5.7 

5.6 

6.4 

6.0 

4.6 

50 

4.4 

4.4 

4.6 

9-7 

7.8 

7.7 

7.6 

8.3 

7.7 

7.1 

6.7 

7.1 

6.9 

7.x 

6.1 

49 

50 

5« 

52 

53 

54 

55 

56 

57 

58 

59 

60 

3.4 

4.0 

4.3 

6.3 

6.3 

4.7 

3.7 

3.7 

4.3 

7.0 

7.0 

6.4 

6.7 

70 

5.7 

6.7 

6.0 

6.2 

5.7 

7.1 

8.9 

8.3 

8.1 

7.7 

These  results  are  exhibited  in  Figure  5. 
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Using  "  fatigue  "  to  mean  a  decrease  in  functional  activity  as  defined 
on  p.  14,  we  can  consider  both  the  progressive  error  and  the  mean  varia- 
tion in  the  preceding  experiments  to  be  phenomena  of  fatigue.    Although 


HorizonUl   utis,   Krial   number  of  e 
pwrimenl. 
Vertical  axis,  namber  of  f^ms. 


the  actual  force  exerted  increased  as  the  efforts  were  repeated,  yet,  since 
they  were  intended  to  be  equal  to  the  first  one  (or  to  the  preceding 
ones),  they  became  steadily  less  accurate.  This  increasing  inaccuracy 
of  judgment  is  properly  a  phenomenon  of  fatigue.  Likewise  the  increas- 
ing uncertainty,  as  measured  by  the  mean  variation,  is  a  constantly  recur- 
ring phenomenon  of  fatigue. 


NEW  APPARATUS  AND  METHODS. 

BV 
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Those  pieces  of  apparatus  which  have  been  developed  for  purposes  of 
research  have  been  in  general  described  in  connection  with  the  investi- 
gations for  which  they  were  first  used.  There  remain  two  classes  of  ap- 
paratus for  special  description.  The  first  class  is  that  of  general  utility 
for  all  purposes;  the  second  that  for  demonstration  purposes.  Both 
classes  are  largely  the  effects  of  the  increased  numbers  of  students,  whereby 
it  becomes  necessary  to  provide  labor-saving  utility-pieces  and  practica- 
ble means  for  demonstrations  on  a  large  scale. 

Lamp  batteries. 

Long  experience  with  galvanic  and  storage  batteries  of  many  sorts 
made  it  evident  that  some  method  must  be  devised  by  which  the  city 
current  could  be  made  available  for  all  the  battery  work  of  the  laboratory. 
As  the  Yale  laboratory  is  supplied  with  the  no-volt  direct  current,  the 
problem  was  reduced  to  that  of  finding  a  method  of  readily  transforming 
it  at  any  point  in  the  building  to  a  current  of  lower  voltage. 

A  motor-dynamo,  or  motor-transformer,  was  considered.  This  ma- 
chine is  attached  to  the  supply  wires  at  any  point ;  two  wires  leading  from 
it  furnish  the  current  at  the  particular  voltage  for  which  the  machine  was 
built.  It  is,  however,  quite  costly  and  also  inconveniently  heavy.  A 
laboratory  of  any  size  can  hardly  do  with  an  equipment  of  less  than  ten 
batteries ;  such  a  set  of  motor-dynamos  would  be  quite  beyond  the  reach 
of  most  institutions.  A  larger  motor-dynamo  might  be  used  to  distribute 
a  low- voltage  current  throughout  the  laboratory  by  a  special  set  of  wires. 
This  method  is  open  to  many  objections ;  it  need  not  be  considered  when 
the  laboratory  receives  the  no-volt  direct  current,  as  the  lamp  batteries 
offer  a  better  solution.  When,  however,  an  alternating  current  or  one  of 
very  high  voltage  is  received,  the  proper  method  would  presumably  be  to 
transform  it  to  a  direct  one  of  25  volts  and  send  it  through  the  laboratory 
to  be  used  from  sockets  by  means  of  the  appropriate  lamp  batteries. 

It  was  suggested  by  Prof.  A.  Wright,  of  the  Physical  Laboratory,  that 
a  shunt  arrangement  might  be  made  by  means  of  lamps  in  such  a  manner 
as  to  yield  a  current  of  the  desired  amount  and  tension.     This  was  tried, 
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liui  owing  to  the  laik  of  lamps  suitable  for  the  shunt,  a  coil  of  wire  was 
used.'  'Ihe  arrangement  was  fairly  successful,  but  was  finally  aban- 
doned. A  study  of  catalogues  of  incandescent  lani])S  showed  that  the 
original  idea  was  a  possible  one  :  thus  the  lamp  ballcry  was  finally  de- 
veloped. 

The  principle  of  the  lamp  battery  may  be  explained  by  describing  the 
method  of  construction.  A  convenient  form  of  battery  is  made  as  fol- 
lows: A  baseboard  iox6  inches  (say  ijic  15  centimeters)  is  sawed  from 
a  board  i  inch  (ij^  centimeters)  thick.  It  is  convenient  to  keep  a 
supply  of  such  bases  varnished  and  ready  for  use,  as  an  extra  battery  may  be 


-v^<o 


required  at  any  time.  Three  lamp  sockets  (so-called  "wall  receptacle*") 
a  snap  switch  and  two  binding-posts  are  then  screwed  to  the  board  in  tbe 
positions  indicated  in  Figure  6.  Socket  A  is  for  lam[>s  with  the  same 
base  as  that  used  on  the  regular  supply  circuit  for  lighting  the  building  ; 
sockets  B  and  C  are  for  lamps  with  a  different  base.  Vo\  example,  I  use 
the  T-H  base  for  A  and  the  Kdison  tase  for  B  and  C.  Thus  it  b  im- 
possible to  place  a  lamp  in  the  socket  not  intended  for  it.  The  liatlery 
is  wired  with  the  usual  silk-covered  lamp  cord,  the  emls  being  neatly 
tied  with  thread.  The  method  of  wiring  is  sufficiently  indicated  in  the 
figure.  A  sujiply  of  |ilug  wires  is  prepared.  What  I  call  a  "plug  wire," 
foi  lack  of  a  better  lemi.  is  made  by  connetting  the  ends  of  an  ordinary 
I  SCRiioUHK,  &mu  »aii  affarattts.  Snid.  Y«lc  Pujch.  Ub.,  189S   ' ' '  "^' 
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]amp  cord  (6  feet,  or  2  meters)  to  a  socket  plug;  the  other  ends  are 
scraped,  bound  with  thread  and  left  free. 

To  use  the  battery  a  plug  wire  is  inserted  in.  any  lamp  socket  on  the 
supply  circuit.  The  free  ends  are  brought  to  the  tunding-poats  £  and  F. 
A  iio-volt  lamp  of  the  required  amptoige  is  placed  in  A.  Thus  for  an 
electric  fork  a  i-ampdre  lamp  will  be  used,  for  a  spark  coil  a  4-«mp6re 
lamp,  etc.  A  low  voltage  lamp  of  the  same  or  greater  amptoige  tfian 
the  one  in  A  is  inserted  in  B.  Thus  for  the  electric  fork  the  lamp  must 
carry  at  least  x  ampere  in  order  to  correspond  with  the  lamp  in  A ;  it 
may  conveniently  be  of  10  volts.  For  the  spark  coil  a  lamp  of  8  volts  4 
amperes  would  be  suitable. 

A  plug  wire  is  now  placed  in  C,  and  the  switch  D  is  snapped  to  turn 
the  current  on.  At  the  ends  of  the  wires  fix>m  the  plug  in  C  a  current 
can  now  be  drawn  whose  maximum  intensity  is  practically  the  same  as 
that  in  the  lamp  A  and  whose  tension  is  practically  the  same  as  that  at 
the  poles  of  the  lamp  £,  In  the  case  of  the  electric  fork  it  would  be  a 
current  of  10  volts  i  ampere ;  for  the  spark  coil  it  would  be  8  volts  4 
ampdres. 

The  lamp  battery  behaves  like  any  other  battery.  Increased  resistance 
in  the  external  current  decreases  the  intensity  of  the  cutient  delivered, 
etc.  For  circuits  of  great  resistance  a  lamp  of  higgler  voltage  may  be 
used  in  B.  For  larger  currents  than  4  amperes  the  sockets  at  A  and  B 
are  doubled,  as  it  is  not  advisable  to  use  the  ordinary  socket  for  a  cur- 
rent of  more  than  4  ampdres  on  a  no-volt  circuit. 

The  character  of  the  lamp  batteries  can  be  seen  from  the  following  tables. 


Table  I. 

Lamps  used  in  the  batteries. 

Large  Lamps.  Small  Lamps. 

Mark                     t    j    xt                                        Mark  rr  ^    %t 

on  Lamp.                 Trade  Name.                           on  Lamp.  T»de  Name. 

A        no  volts     100  c.  p.     4      ampdres.             m  8  volts  4     mmp^f«s. 

B         no  volts     100  c.  p.     3)^  amperes.              n  8  volts  4     amperes. 

C         1 10  volts      64  c.  p.                                       08  volts  4     amperes. 

D        no  volts      32  c.  p.                                       p  12  volts  3     amperes. 

E         1 10  volts      16  c.  p.                                      q  12  volts  2     amperes. 

F        no  volts         Sep.                                       r  12  volts  I      ampii«. 

s  12  volts  0.7  ampere. 

t  10  volts  X      ampere. 

u  6  volts  X      ampere. 

V  20  volts  16     c.  p. 
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As  it  is  sometimes  desirable  (o  distinguish  the  poles  of  the  battery,  the 
left  hand  wire  has  a  red  covering,  while  the  right  hand  wire  has  x  green 
one,  and  all  the  sockets  are  so  placed  that  the  cenlral  contact  is  con- 
nected with  tlie  red  wire.  For  the  plug  wires  I  use  a  twisted  red  and 
green  cord,  with  the  red  cord  connected  to  the  central  contact.  All 
1  sockets  on  the  supply  wires  have  the  central  contact  connected  with  the 
I  positive  wire.     Thus  all  central  contacts  and  all  red  wires  are  positive. 


Some  of  the  lamp  batteries  are  wired  in  a  slightly  different  manner. 

t  purpose  or  the  new  wiring  is  to  render  it  possible  to  nse  two  circuits 

in  parallel.     For  example,  to  run  a  Hepkf.z  marker  with  n  loo  v.  d. 

electric  fork,  having  a  low  resistance  magnet,  the   fork    should    not  be 

\       placed  in  series  with  the  marker  as  the  current  running  through  the  fork 

^Kwould  be  greatly  reduced  by  the  high  resistance  of  the  marker,     llie 

^^nroper  iray  is  to  run  the  wires  from  the  battery  to  the  marker  and  then 
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place  the  fork  as  a  shunt  around  the  marker.  Every  time  the  fork  makes 
contact  the  current  pults  the  prongs  but  is  shunted  from  the  marker  be- 
cause the  fork  offers  so  much  tess  resistance,  whereas  at  every  break  of 
contact  the  current  is  forced  through  the  mariter.  Thus  a  Urge  current 
may  be  used  for  the  fork  and  a  small  one  for  the  marker.  This  method 
of  connection  may  be  arranged  with  the  lamp  battery  just  as  with  other 
batteries,  but  a  further  improvement  may  be  made.  A  fourth  socket,  G. 
is  placed  in  series  with  the  socket  for  the  small  lamp,  as  shown  in  Figure 
7.  The  lamps  are  arranged  as  before  ;  the  plug  wire  from  C  is  connected 
with  the  fork  and  another  plug  wire  from  G  with  the  marker.  The  bat- 
tery runs  the  fork  as  usual.  Every  contact  of  the  fork  shunts  the  currect 
from  £  and  G  ',  every  break  of  the  fork,  however,  forces  the  current  at 
a  tension  of  1 1  o  volts  through  the  marker.  The  advantage  of  this  arrange- 
ment is  frequently  very  great.  This  form  of  battery  may  be  conveniendy 
termed  the  "  extra  circuit  battery."  By  closing  C^with  a  metal  plug  the 
battery  may  be  changed  to  the  same  system  as  Figure  6. 

To  save  time  and  space  I  mount  several  lamp  batteries  on  a  single 
board  and  fasten  it  on  the  wall  where  it  is  likely  to  be  used.  Figure  8 
shows  such  a  battery  board  placed  over  the  drum-table  in  the  time-room. 
The  switch  at  the  top  turns  off  the  current  completely ;  the  socket  in  the 
middle  gives  direct  access  to  the  no-volt  supply,  e.  g.,  for  running  a 
motor.  From  the  fuse  block  at  the  bottom  the  wires  divide  to  the  four 
batteries,  each  battery  having  its  separate  switch.  Two  of  the  batteries 
are  wired  by  the  method  shown  in  Figure  6.  The  first  and  third. 
counting  from  the  left,  are  wired  after  Figure  7  ;  the  plugs  for  closing 
the  extra  sockets  hang  at  the  sides 
when  not  in  use.  The  extra  switch 
introduced  in  the  latter  batteries  ena- 
bles further  changes,  but  the  arrange- 
ment is  too  complicated  for  ordinan- 
use.  The  cost  of  a  lamp  batten-  is 
much  less  than  that  of  a  correspond- 
ing galvanic  battery  ;  the  expense  of 
running  it  on  the  city  circuit  is  tri- 
Pi^   0  fling  ;  the  only  renewals  are  those  of 

the  lamp  when  it  is  burned  out ;  a  nei^' 
battery  can  be  made  in  ten  minutes  ;  the  saving  of  time  formerly  re- 
quired for  setting  up  or  replenishing  batteries  is  worthy  of  consideration. 

MULTIPLK  KEY. 

I'he  multiple  key  described  in  the  first  number  of  these  Studies  (pp- 
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lo,  97)  has  iindori^ont  further  improvement.  In  z 
in  execution  smh  an  ttreatcr  lightness  of  the  jjan-  azi' 
tnanship,  the  following  important  alterations  ha>>.  > 
other  lirtak  contact  has  been  added  to  the  re:;*  -m 
thus  two  circuits  can  he  broken  simultaneous'-  :'■  ■ 
with  or  without  closing  one  or  two  other  cirtLin  l-  ■ 
This  double  break  is  not  only  very  useful  otj  ;ijii,^  . 
times  indispensable.  2.  The  point  whi<.h  d.;- 
Iieen  made  adjustable.      _%.  The  main  contfe -.     •- 


•  [uires  twelve  binding  posts.  4.  .Ml  conrA'".f-. 
xs  lo  be  dire<.tly  visible.  The  system  of  ■■-.'■ 
Figure  19.  The  wire  from  the  further  pout  '-•"-  '■ 
to  the  menury  cup  which  is  hidden  by  lh«  ■" 
front  in  the  figure. 

In  this  connection  it  may  l>c  well  to  mcn^-''-« 
any  other  key)  is  used  with  the  s|)ark  coil,  ti^    : 
ne<ted  around  the  place  where  the   1  irciiU     ■' 
shoiihl  have  a  sc'jiarable  <.onden»ier.     \\'h*T.    * 
may  lie  ordcR-d  to  In.-  built  in  three  separal*   > 
Ihe  .secondary  coil  and  the  lo^lden^e^.      'I'h*  '■■ 
anywhere.     The  inilependenl  primary  is  use*U 
tionand  useof  thes|iarkroil.      Ihe  magnetic  . 
by  omitting  it  se|iaral)le  Ihe  fcrni  of  ihf  sjiarir  vi 
the  usual  one. 


The  horizontal  rod  is  fiistened  in  any  deaired  position  to  the  upri^ 
rod  of  the  drum-carriage  by  means  of  the  clamp  M  with  the  screw*  A 
and  £.  The  horizontal  rod  T  runs  through  the  hollow  rod  J*.  At  its  end 
is  a  screw-thread  on  which  the  nut  ^  is  placed.  The  nut  ^is  so  adjusted 
that  the  hoUow  rod  P  plays  freely  but  without  shake  around  the  hori- 
zontal rod.     The  jamb-screw  £  locks  ^in  position.     The  upper  ann  Q 
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with  the  screw  JV  is  fast  to  the  horizontal  rod,  and  the  ann  0  to  the 
hollow  rod  P.     The  arm  O  is  held  against  the  screw  JVhf  a  q>ring. 

If  a  fork  is  to  be  used,  a  hole  is  bored  in  the  wooden  base ;  it  is  Aen 
placed  on  H  and  screwed  tightly  down  by  means  of  .S.  The  fork  is  then 
brought  into  rough  adjustment  and  fastened  by  /  on  the  rod  ./*.  Ifi 
marker  is  used,  it  is  placed  directly  on  P. 

The  finer  adjustment  is  done  by  the  screw  jV  which  slowly  moves  the 
arm  O  and  lowers  or  raises  the  fork.  Pressure  of  the  finger  on  O  lifts 
the  recording  point  at  once  from  the  paper.  A  view  of  a  fork  applied 
to  the  drum  in  this  way  is  to  be  seen  in  my  New  Psychology,  Figure  6. 

The  clamp  Af  may  be  of  brass  or  hard  rubber,  the  Utter  being  neces- 
sary when  the  spark  method  is  used  in  combination  with  amarker.  (See 
p.  117  below.) 

System  of  projection. 

Although  the  requirements  of  psychology  in  the  matter  of  projection 

arc  in  some  respects  similar  to  those  of  other  sciences,  there  are  certain  im- 

[lOrtant  peculiarities  that  must  be  borne  in  mind  in  providing  lanterns, 

i,  etc.    For  single,  plain  slides,  the  equipment  may  be  the  usual  one 
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rviih  an  ordinary  lantern,  and  for  projection  of  apparatus  the  open-work 
J  lantern  may  be  used  as  in  physics.  Yet  ihese  methods  leave  untouched 
I  the  subjects  of  color  and  binocular  vision,  which  are  specifically  psycholo- 
gical and  which  require  lantern-work  when  jircsenied  to  large  classes. 

In  the  following  account  I  shall  describe  the  system  which  I  have  de- 
veloped at  Yale. 

Triple  lantern. — ^The  projection  in  colors  requires  a  triple  lantern  of 
I  special  construction.  For  stereoscopic  projection  two  of  the  parts  and 
)  for  plain  projection  one  or  two  or  three  parts  arc  used. 

The  triple  lantern  which  we  possess  is  shown  in  Figure  11.  It  is  ar- 
.  tanged  for  lime-light,  as  the  color  work  cannot  be  done  wilh  electric  or 
I  acetylene  light.  The  three  jets  are  packed  closely  into  one  lantern-body. 
I  The  three  condensers  are  as  close  together  as  possible.  Three  lenses  ex- 
lactly  alike  are  mounted  on  the  front  board.     The  jets  have  all  adjust- 


ments for  regulating  the  gas.  manipulating  the  lime,  etc.  Limes  turned 
in  ihc  lalhe  are  iised  in  order  not  to  disturb  the  focus  sb  they  are  rotated 
in  the  lantern,     Regulators  are  placed  on  the  cylinders. 

To  mount  the  lantern  a  shelf  of  1  >^  inch  (4  ccntimeterB)  pine  is  built 
I  out  from  the  wall  and  rigidly  supported ;  every  precaution  is  taken 
j^^O  prevent  warping.  ,\  plate  of  thick  wood  or  of  iron  Js  then  prepared 
^Kist  large  enough  to  form  a  base  for  the  lantern.     The  lantern  fs  screwed 
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to  this  plate.  The  proper  position  for  the  lantern  js  found ;  the  plate  is 
made  perfectly  level  and  is  then  either  screwed  to  the  shelf  or  is  so 
marked  that  it  can  alwa3rs  be  brought  readily  to  its  proper  position.  The 
screen  is  put  in  place  and  the  three  lenses  are  brought  into  perfect 
registration. 

Apparatus  lantern. — A  regular  open-work  lantern  may  be  used,  but  I 
find  it  preferable  to  build  one  in  the  following  way.  A  pine  board  four 
feet  (i^  meter)  long  and  nine  inches  (23  centimeters)  wide  serves  as 
the  base.  Across  it  at  about  one  foot  (30  centimeters)  from  the  end 
there  is  an  upright  board  one  foot  (30  centimeters)  hi|g^  supported  on  a 
narrow  base.  An  opening  is  made  toward  the  top  of  this  board  to  admit 
the  condenser-lens.  The  projecting  lens  is  held  by  another  upright  board 
supported  on  a  base  and  not  attached  to  the  horizontal  board.  The  light, 
which  may  be  one  of  the  jets  from  the  triple  lantern,  is  held  by  a  rod  on 
a  free  metal  base  which  is  placed  at  the  desired  point  behind  the  con- 
denser. One  of  the  condensers  of  the  triple  lantern  may  be  readily  re- 
moved and  used  in  this  lantern.  The  projecting  lens  may  be  a  very  simple 
one.  The  large  open  base  and  the  free  adjustment  of  all  the  parts  make 
the  arrangement  of  apparatus  very  easy. 

Screens, — Where  the  room  is  very  high,  it  is  desirable  to  have  the 
pictures  back  of  the  lecture  room  table.  In  this  case  only  one  screen 
would  be  needed ;  a  silvered  screen  of  the  appropriate  size.  When  the 
room  is  not  so  high,  the  silvered  screen  is  placed  on  rollers  just  above 
the  front  edge  of  the  experiment  table ;  for  projections  where  part  of  the 
apparatus  is  used  on  the  table  and  part  is  projected  by  the  lantern  an- 
other screen  is  used  back  of  the  table.  For  this  latter  screen  I  use  muslin 
sheeting  long  enough  to  reach  entirely  across  the  room.  It  is  supported 
by  rings  on  a  tightly  stretched  cord  and  is  readily  drawn  across  or  pulled 
back  by  other  cords.  The  use  of  so  wide  a  screen  enables  me  to  project 
two  views  simultaneously  side  by  side. 

The  silvered  screen  is  required  for  stereoscopic  work  by  polarized  light ; 
moreover,  it  is  far  more  brilliant  than  any  white  screen. 

Single  vietifs, — For  single  views  two  of  the  lanterns  of  the  triplet  may 
be  used  for  dissolving.  A  lantern  view  is  more  effective  than  a  chart  for 
various  reasons  :  it  is  not  exposed  until  it  is  wanted  ;  it  is  brilliantly  lighted 
while  all  else  is  dark  ;  it  must  be  strictly  attended  to  because  it  w^ill  speedily 
disappear.  Views  of  apparatus  should  also  be  used  wherever  possible. 
The  actual  piece  of  apparatus  is  so  small  that  the  details  are  invisible  to 
distant  students  ;  a  lantern  view  of  the  whole  or  of  some  essential  part 
greatly  aids  the  understanding.  I  also  find  that  even  the  most  striking  and 
brilliant  instruments  rarely  command  the  same  attention  as  a  lantern  view. 
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Apparatus  vieu^s. — For  apparatus  projection  several  methods  may  be 
followed.  Whenever  possible,  I  place  as  much  of  the  apparatus  as  I  can 
in  full  view  on  the  experiment  table  ;  the  registering  part  is  then  placed 
in  the  apparatus  lantern  and  projected  to  one  side  of  the  screen  behind 
the  table,  while  the  recording  point  is  prolonged  so  as  to  write  on  a  smoked 
glass  plate  in  one  part  of  the  triple  lantern  which  projects  the  record  be- 
side the  view  of  the  recording  apparatus.  When  this  cannot  be  done, 
one  or  two  lanterns  may  be  used  as  desired. 

Stereoscopic  views. — For  stereoscopic  projection  two  methods  may  be 
used. 

By  the  color  method  sheets  of  red  and  green  gelatine  (for  lime  light)  or 
glass  (for  electric  light)  are  placed  before  the  condensers  of  two  of  the 
lanterns.  Small  scjuares  of  red  and  green  glass  are  held  before  the  left 
and  right  eyes  respectively.  The  gelatines  and  the  glasses  require  care- 
ful selection.     An  ordinary  white  screen  may  be  used. 

With  the  other  method  two  polarizers  are  placed  in  front  of  two  of  the 
lanterns  with  the  axes  of  polarization  at  right  angles.^  The  stereoscopic 
view -slides  are  projected  simultaneously  to  the  same  place.  Each  student 
receives  an  eye-glass  consisting  of  two  analyzers  with  axes  of  polarization 
at  right  angles  to  each  other.  The  views  are  thus  received  by  the  eyes 
separately  and  the  result  is  an  object  apparently  in  full  solidity.  The 
whole  subject  of  binocular  vision  lends  itself  to  treatment  by  this  method. 
Series  of  stereoscopic  slides  have  been  specially  prepared  for  this  purpose. 

Color  views. — For  color  projection  three  colored  films,  red,  green,  and 
blue,  are  placed  in  the  triple  lantern.  I  have  devised  a  slide  which  shows 
on  the  screen  the  elementary  colors  singly  with  their  combinations  in 
pairs  and  in  triple.  Shades  are  shown  by  slowly  turning  the  light  down. 
The  various  hues  and  the  laws  of  combination  are  illustrated  by  varying 
the  intensities  of  the  jets.  The  properties  of  the  color  triangle  and  the 
color  pyramid  are  thus  illustrated.  When  the  laws  of  color  are  thor- 
oughly impressed  by  this  method,  slides  of  concrete  objects  are  used  for 
study.  Thus  a  group  of  flowers.  Figure  12,  affords  an  illustration  of  the 
automatic  solution  of  color  equations.  The  matter  is  quite  complex,  but 
a  few  illustrations  will  serve  to  show  how  I  approach  the  subject.  Every 
color  is  the  sum  of  three  elements,  ox  i  ^  x  +  y  +  z.  Assume  for  these 
elements  the  three  colors  red,  green,  and  blue,  and  let  x  indicate  the 
number  of  units  of  red,  v  of  green,  and  z  of  blue.  For  white  we  have 
equal  parts  of  the  three  elements,  or  x=zy=iz.  The  middle  stalk  of 
flowers  in  each  slide  allows  the  light  to  pass  fully  through  it,  as  can  be 

'  A  view  of  these  polarizers  adjusted  to  a  biunial  lantern  is  shown  in  Scriiturr,  New 
Psycholog}*,  Fig.  113,  Ixindon,  1897. 
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cases.     To  illustrate  monochromasy  one  lantern  alone  is  used,  the  color 
being  left  to  an  arbitrary  choice.  * ' 

The  method  also  furnishes  a  remarkable  analogy  to  the  decomposition 
of  the  colors  by  the  eye  into  three  fundamentals  and  their  mental  recom- 
position  into  sensations  of  color.  The  tricolor  views  are  taken  by  a 
camera  used  three  times  in  succession  with  a  differently  colored  screen 
each  time.  The  red  rays  impress  one  of  the  plates,  the  green  rays  the 
second  and  the  blue  rays  the  third.  The  three  negatives  differ  in  their 
shading.  Three  positives  are  made  which  differ  likewise,  as  in  Figure  12. 
The  three  positives  produce  views  appropriately  shaded  when  projected 
on  the  screen  by  the  colored  lights.     The  result  is  a  recomposition  in 

■ 

natural  colors.     The  approximation  to  the  original  colors  is  close  if  the 
slides  are  properly  made  and  manipulated. 

Slide  making. 

The  constant  use  of  lantern  views  for  instruction  renders  it  necessary 
to  provide  an  equipment  for  the  making  of  slides  at  a  minimum  expense 
of  time.  The  system  which  I  shall  describe  was  developed  expressly  for 
the  rapid  production  of  slides  for  class-room  work  and  of  photographs  for 
illustrating  books. 

The  photographic  section  of  the  Yale  laboratory  is  located  directly 
under  the  roof  and  receives  light  from  a  skylight.  For  work  at  night  the 
objects  to  be  photographed  may  be  illuminated  by  burning  pieces  of 
magnesium  tape.  This  luminant  is  used  instead  of  electric  light  or  lime 
light,  because  the  number  of  photographs  taken  at  night  has  been  too 
small  to  render  a  regular  installation  profitable. 

For  photographing  apparatus  a  table  on  rollers  is  provided.  White, 
gray  and  black  backgrounds  and  table  covers  are  provided  to  fit  on  the 
top  of  the  table.  A  cover  is  placed  on  the  table,  backgrounds  and  side- 
pieces  are  arranged  and  the  apparatus  is  placed  in  the  compartment  thus 
formed.  The  table  is  then  moved  until  the  appropriate  lighting  is  ob- 
tained. The  choice  of  white,  gray  or  black  for  the  walls  of  the  com- 
partment is  not  always  an  easy  matter  unless  one  has  had  considerable 
experience  with  the  reflecting  qualities  of  the  metals  ;  white  is,  however, 
generally  used.  The  strong  reflections  on  polished  metal  produce  sharp 
streaks  of  black  and  white.  I  find  it  generally  preferable  to  photograph 
nickeled  or  burnished  pieces  after  they  have  been  in  use  and  have  slightly 
lost  their  polish. 

For  reproducing  drawings,  photographs  and  pictures  in  books  the 
camera  is  mounted  on  a  heavy  block  moving  on  rails ;  it  may  be  raised, 
tipped  side  wise  or  rotated  at  will.     Loose  pictures  are  tacked  to  a  board 
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at  the  end  of  the  rails ;  books  are  placed  on  blocks  and  held  open  against 
the  board  by  a  rubber  band.  The  adjustment  of  the  camera  can  be 
rapidly  performed. 

When  the  blocks  used  to  illustrate  books  are  at  hand,  slides  can  be 
printed  directly  from  them.^  It  is  best  to  have  the  work  done  by  the 
glass-printer  in  a  clock  factory.  The  metal  portion  of  the  cut  is  mounted 
on  a  board  of  a  thickness  suited  to  the  jmrticular  frame  used  in  the  print- 
ing. It  is  inked  with  a  fine  ink  (e.  g.,  a  j2  cut  or  extra  job  ink),  tem- 
pered to  the  proper  consistency  with  Calcutta  boiled  oil  and  Japan  drier. 
The  precise  degree  of  temper  depends  on  temperature,  humidity,  and 
other  conditions.  The  inking  is  done  by  a  simple  hand  roller  of  the 
kind  used  in  ordinary  printing.  The  block  lies  face  upward  on  the  table 
and  the  piece  of  plain  glass  is  placed  at  the  appropriate  distance  on  a 
level  with  it.  A  composition  roller  of  glue  and  molasses,  made  a  trifle 
harder  than  the  regular  printer's  roller,  is  then  run  forward  on  two  guides. 
As  it  passes  over  the  block  it  takes  the  impression.  On  reaiiing  the 
^lass,  after  one  complete  revolution,  it  transfers  the  ink  impression  di- 
rectly to  it.  I  do  not  think  it  possible  to  run  this  roller  evenly  enough 
without  the  guides ;  at  any  rate,  it  would  not  pay  to  waste  time  in  try- 
ing it. 

The  result  is  a  print  on  the  glass  just  as  if  on  paper.  Curiously  enough, 
the  prints  on  the  glass  are  superior  to  those  on  paper  from  the  same  block. 
The  positives  are  then  finished  up  as  lantern  slides  in  the  usual  way. 

'  ScRiFrURE,    A  nav  method  of  making  lantern  slides ^   Scientific   American,    189S 
LXXIII  123. 
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BY 

E.   W.  Scripture. 

(jwing  to  the  newness  of  experimental  psychology  its  methods  of  in- 
struction are  still  matters  which  must  be  determined  by  trial.  Sanford  * 
has  developed  a  course  of  simple  laboratory  experiments,  but  otherwise 
the  problems  of  systematized  laboratory  instruction  remain  unsolved.  A 
very  important  problem  is  that  of  systematic  courses  in  psychological 
measurements.  Among  such  courses  there  must  be  an  elementary  one. 
As  the  results  of  my  experience  of  five  years  in  trying  to  develop  such 
a  course  may  be  of  use,  I  will  illustrate  the  methods  employed  by  de- 
scribing some  of  the  exercises. 

The  aim  of  this  elementary  course  is  similar  to  that  of  the  elementary 
courses  in  chemistry  and  physics,  namely :  education  and  instruction  of 
the  general  student.  It  is  intended  to  be  part  of  the  regular  college  edu- 
cation; among  elective  courses  it  is  specially  chosen  by  students  intend- 
ing to  study  medicine  or  to  teach.  It  is  a  noteworthy  fact,  however, 
that  the  subject  matter  attracts  students  who  take  no  other  laboratory 
courses  of  any  kind. 

F'he  student  makes  his  own  text -book  with  the  aid  of :  i.  sets  of  mimeo- 
graphed instructions  which  are  given  out  at  each  exercise ;  2.  illustra- 
tions in  the  form  of  prints  from  blocks,  blue-prints,  tracings,  etc.;  3. 
references  for  applications  and  further  reading  to  some  psychological  work. 
The  following  are  copies  of  some  of  these  mimeograph -sheets  with  ex- 
planatory remarks.     The  "Preliminary  notes'*  are  given  out  with  the 
first  exercise.     The  first  few  exercises  are  of  moderate  difficulty,  but  they 
occupy  the  inexperienced  student  for  about  two  hours  each.      The  later 
exercises  are  adapted  to  the  increased  skill  of  the  student.     Since  the  ap- 
plications and  the  bearings  of  the  exercises  can  be  made  evident  only  in 

• 

a  general  course  on  experimental  psychology,  the  laboratory  course  is 
taken  only  in  connection  with  the  lecture  course.  Some  idea  of  the 
verbal  instruction  that  is  given  to  the  pupils  and  of  what  they  hear  and 
see  in  the  lecture  course  can  be  obtained  by  referring  to  my  New  Psy- 
chology by  means  of  the  topics  in  the  index. 

The  following  exercises  are  selections  from  a  set  of  thirty  now  in  use. 

'Sanford,  I  .aboraton- Course  in  Experimental  Psychology,  lk>ston,  1895. 
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Preliminary  notes. 

A.  Objects  of  the  course, — Practical  training  in  (i)  observation,  (2) 
manipulation,  (3)  computation,  (4)  deduction,  (5)  criticism.  Ele- 
mentary acquaintance  with  {a)  methods  of  experimentation,  (^)  methods 
of  measurement,  (r)  construction  and  use  of  apparatus,  (//)  special 
psychological  methods.  Thorough  appreciation  of  the  three  fundamental 
properties  of  scientific  work:  (i)  accuracy,  (2)  brevity,  (3)  neatness. 

B.  Arrangement  of  the  class. — The  class  is  divided  into  groups  of  two 
persons  each.  Any  student  who  wishes  to  do  so  may  select  the  other 
member  of  his  own  group.  One  group  begins  with  Ex.  I.;  another 
with  Ex.  II.,  etc.  At  the  next  exercise  the  group  that  has  had  Ex.  I. 
takes  Ex.  II.;  the  one  that  has  had  Ex.  II.  takes  Ex.  III.;  etc.  At  each 
succeeding  exercise  a  group  takes  the  exercise  that  follows  in  numerical 
order. 

C.  Instructions  to  the  student. — Look  at  the  index  on  the  bulletin 
board  ;  opposite  the  number  of  the  exercise  for  the  day  you  will  find  the 
number  of  the  room  in  which  it  has  been  set  up.  On  the  table  bearing 
the  number  ol  your  exercise  you  will  find  two  sets  of  printed  instruc- 
tions, one  for  each  person.  Compare  your  set  with  another  set  marked  in 
red  **  Corrected  Copy,**  and  make  any  changes  that  have  been  indi- 
cated in  red  ink.  You  will  also  find  all  the  apparatus  of  the  exercise 
called  for  under  **  Needed."  It  is  set  up  ready  for  use.  Begin  by  read- 
ing the  first  paragraph  of  the  instructions  and  applying  it  to  the  appa- 
ratus.     Take  the  following  paragraphs  singly. 

After  carefully  studying  the  apparatus  and  its  connections  take  it  down 
and  set  it  up  again.  In  performing  the  experiments  one  person  serves  as 
experimenter,  the  other  as  subject.  The  places  are  then  exchanged  and 
the  experiments  are  repeated.  The  subject  is  to  know  nothing  about  the 
results  obtained  on  himself.  The  record  must  be  made  on  the  printed 
blanks.^  When  finished,  these  records  are  to  be  handed  to  the  instructor. 
They  will  be  marked,  the  mark  being  given  to  the  experimenter  (who 
has  prepared  the  record). 

The  fundamental  reciuirements  for  the  records  are  accuracy  and  neat- 
ness. See  that  you  understand  all  the  *' Points  to  be  noted."  If  not, 
consult  the  instructor.  Also  see  that  you  can  answer  the  "  Questions." 
It  is  intended  in  many  cases  that  you  shall  get  the  answers  directly  from 
the  instructor.  The  student  will  be  held  responsible  on  all  these  points. 
At  the  end  of  the  exercise  place  all  apparatus  in  the  condition  in  which 
it  was  found.  Do  not  leave  until  the  instructor  has  inspected  and  ap- 
proved your  work.     When  the  whole  class  has  finished  an  exercise,  the 

'  A  specimen  blank  will  be  -^ent  to  any  one  who  will  ask  for  it. 
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final  results  for  each  student  will  be  placed  in  a  table  and  a  copy  of  the 
table  will  be  handed  to  the  student,  together  with  his  record.  This 
*'  summary  "  ^nd  the  original  records  are  to  be  kept  by  the  student.  The 
examination  at  the  end  of  the  term  will  include  some  practical  work. 

General  instructions  for  computation. 

If  the  method  of  measuring  is  sufficiently  fine,  the  results  in  a  set  of 
measurements  will  differ  from  each  other.  The  average  of  these  is  the 
most  probable  value  of  the  quantity.  Let  the  results  of  a  set  of  «  meas- 
urements on  the  same  quantity  under  constant  conditions  be  Wj,  m^^ 
.  .  .  ,  m^.     The  average  is 

n 

It  is  desirable  to  have  some  expression  of  the  uncertainty  of  the  result 
//,  and  this  is  given  by  the  "probable  error.**  The  probable  error  is 
that' error  which  is  as  likely  as  not  to  be  exceeded,  or,  if  r  be  the  prob- 
able error  of  a,  it  is  just  as  likely  that  the  true  value  of  the  quantity  lies 
between  a  —  r  and  <7  +  r  as  that  it  lies  outside  those  limits.  Thus,  if 
the  average  be  written  a:^  r  the  probable  error  r  furnishes  an  index  of 
the  uncertainty  of  a ;  the  smaller  the  value  of  r,  the  greater  is  the  pre- 
cision of  the  average  a.  In  works  on  the  theory  of  errors  it  is  shown 
that  the  probable  error  r  is  given  by  the  expression 


r=  0.6745    l->  ^ 


«(«— i) 

in  which  7'^  z',,  .  .  .  ,  z/^  are  the  residuals  found  by  subtracting  the  indi 
vidual  measures  from  the  average,  thus  z'^  =  df  —  Wj,  z'^  =  ^  —  w.^,  .  .  .  , 


z'^  =  d!  —  m^. 


As  an  example  let  there  be  ten  measurements  made  with  efjual  pre- 
cision upon  a  single  quantity  giving  the  results  m^  =  10,  w,  =  14,  etc. 
The  computation  is  as  follows : 


m 

V 

T'« 

ID 

1.2 

1.44 

14 

2.8 

7.84 

16 

4.8 

2304 

8 

3.2 

10.24 

14 

2.8 

7.84 

6 

5.2 

27.04 

12 

0.8 

0.64 

10 

1.2 

1.44 

12 

0.8 

0.64 

10 

1.2 

1.44 

10)112 

9)81.60 

/  =  II.2 

10)9.07 
0.91 

1/0.91  =0.95 


^'X  0.95  =  0.63 


</  =  ii.2dto.6 
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Here  the  average  is  1 1.2  and  its  probable  error  is  0.6 ;  that  is,  it  is  as 
likely  that  the  true  value  lies  between  10.6  and  1 1.8  as  that  it  is  less  than 
10.6  or  greater  than  11.8.  If  the  observations  had  been  sqch  as  to  have 
given  a  as  11.2  d=  0.9  the  average  11. 2  would  be  much  less  precise  than 
in  the  above  case.^ 


Table  of  squares. 


I 

I 

21 

441 

41 

1681 

61 

3721 

81 

1 
6561 

2 

4 

22 

484 

42 

1764 

62 

3844 

82 

6724 

3 

9 

23 

529 

43 

1849 

63 

3969 

83 

6889  ; 

4 

16 

24 

576 

44 

1936 

64 

4096 

84 

7056  , 

5 

25 

25 

625 

45 

2025 

65 

4225 

.85 

7225 

6 

36 

26 

676 

46 

2116 

66 

4356 
4489 

86 

7396 

7 

49 

27 

729 

47 

2209 

67 

87 

7569 

8 

64 

28 

784 

48 

2304 

68 

4624 

88 

7744   ; 

9 

81 

29 

841 

49 

2401 

69 

4761 

89 

7921  : 

10 

1 

100 

30 

900 

50 

2500 

70 

4900 

90 

8100 

1  II 

121 

31 

961 

51 

2601 

71 

5041 

91 

8281 

12 

144 

32 

1024 

52 

2704 

72 

5184 

92 

8464 

13 

169 

33 

1089 

53 

2809. 

73 

5329 

93 

8649 

14 

196 

34 

1 156 

54 

2916 

74 

5476 

94 

8836  i 

.  15 

225 

35 

1225 

55 

3025 

75 

5625 

95 

9025 

16 

256 

36 

1296 

56 

3136 

76 

5776 

96 

9216 

17 

289 

37 

1369 

57 

3249 

77 

5929 

97 

9409  : 

18 

324 

38 

1444 

58 

3364 

78 

6084 

98 

9604 

19 

361  , 

39 

1521 

59 

3461 

79 

6241 

99 

9801 

20 

400 

40 

1600 

60 

3600 

80 

6400 

100 

lOOOO 

Exercise  I. — ^Threshold  of  touch. 

( Needed  :  touch -weights,  cross-section  paper,  flexible  ruler. ) 

Apparatus, 
The  set  of  touch-weights  consists  of  small  cork  discs  weighing  from 
2*"'  upward ;  they  are  attached  by  fine  threads  to  small  handles.'     The 
weights  are  marked  on  the  handles. 

Experiments, 

The  subject,  with  eyes  closed,  places  his  left  hand,  palm  upward,  on 
his  knee.  He  is  to  tell  when  he  feels  himself  touched.  The  experi- 
menter gives  the  warning  **  Ready  **  and,  about  2  to  5  sec.  later,  lowers 
the  lightest  disc  gently  till  it  touches  a  certain  spot  on  the  skin,  e.  g., 


^I  am  under  great  obligation  to  Professor  Mansfield  Merriman  (author  of  **A  Text- 
book on  the  Method  of  Least  Squares  " ),  of  Lehigh  University,  for  assistance  in  present- 
ing the  methods  of  computation. 

2  See  Fig.  57  of  Scripture,  Thinking,  Feeling,  Doing. 
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the  tip  of  the  index  finger ;  the  disc  is  allowed  to  rest  on  the  skin  for 
about  i".  The  experiment  is  then  repeated  with  the  next  heavier  disc, 
and  then  with  the  other  discs  in  succession.  A  check  is  made  in  the  ap- 
propriate column  of  the  record  blank  for  each  disc  as  it  is  felt.  The 
whole  experiment  is  repeated  lo  times. 

After  the  whole  set  of  experiments  has  been  made  the  number  of  the 
first  disc  felt  in  each  experiment  is  recorded  in  the  column  headed  /;/,, 
and  the  number  of  the  disc  beyond  which  all  were  felt  in  the  column 
headed  m^.  The  average  is  calculated  for  each  set.  The  former  of  the 
two  averages  may  be  called  the  lower  threshold,  the  other  the  upper  one. 


Specimen  record. 


Title    of 

investigation,    Threshold 

of  ! 

Apparatus, 

Touch-weights. 

touch. 

Date, 

October 

5,  1896. 

Experimenter, 

T.  C. 

# 

McGraw. 

Unit  of  measurement,  milligram. 

Experimented 

on,  W.  K.  Chisholm. 

Weight 

2 

468 

10 

12 

14 

16 

18 

20 

22    24 

26 

28 

30 

Exper.  No. 

I 

•                           a                           • 

+ 

+ 

+ 

+ 

4- 

4- 

4-    4- 

+ 

4- 

1 

4- 

t  i          »( 

2 

. 

• 

• 

+ 

+ 

+ 

-h 

4-    4- 

+ 

+ 

4- 

i(          << 

3 

. 

. 

• 

• 

+ 

+ 

-f 

+    4- 

4- 

-- 

4- 

i(          (( 

4 

•       •      + 

. 

•f 

+ 

• 

+ 

4- 

4-    4- 

4- 

4- 

4- 

(t          « . 

5 

•                            •                            • 

• 

• 

+ 

-f 

+ 

+ 

4-    + 

4- 

1 

4- 

i «          «« 

6 

■     +     + 

+ 

+ 

+ 

+ 

+ 

4- 

4-    4- 

+ 

4- 

+ 

(<          «( 

7 

•                            ■                          • 

• 

+ 

+ 

-f 

• 

4- 

.     4- 

r 
1 

+ 

+ 

ii         «« 

8 

■                            •                            • 

+ 

• 

+ 

+ 

-h 

4- 

4-    + 

4- 

4- 

+ 

«(          <( 

9 

«                           •                            • 

• 

+ 

+ 

+ 

-f 

"h 

4-    4- 

4- 

+ 

+ 

<  <          t( 

10 

•                            •                           • 

4- 

+ 

• 

+ 

+ 

• 

4-    4- 

4- 

4- 

+ 

Times  felt 

0 

012 

4 

6 

8 

9 

9 

9 

9     10 

10 

10 

10 

///, 

"i 

V^ 

m^ 

^t 

''% 

8 

lo 

1.2 

1.44 

10 

5.0 

25.( 

X) 

14 

2.8 

7.84 

14 

I.O 

I. 

16 

4.8 

2304 

16 

I.O 

I. 

8 

3-2 

10.24 

18 

3.0 

9- 

14 

2.8 

7.84 

14 

I.O 

I. 

6 

5.2 

27.04 

6 

9.0 

81. 

12 

0.8 

0.64 

24 

9.0 

81. 

10 

1.2 

1.44 

14 

I.O 

I. 

12 

0.8 

0.64 

12 

30 

9- 

10 

1.2 

1.44 

22 

70 

49. 

1 1. 2 

9)81.60 

15.0 

9)252.00 

10)9707 

10)28. 

00 

0.91 

2. 

80 

1 

/0.9I 

—  095 

•2.80=1.67 

?^Xo.95 

—0.63 

^' 

XI 

.67  —  1.11 

^1 

=  II.2di0.6 

a 

2=^ 

15.01b  I. 

I 
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Fig.   13 

There  is  evidently  a  relation  between  the  weight  of  the  disc  and  the 
number  of  times  it  is  felt.  Let  the  number  of  times  be  expressed  as  a 
fraction,  e.  g.,  a  percentage,  of  the  total  number  of  experiments,  and 
suppose  the  number  of  experiments  to  have  been  very  large  with  the  same 
results.  Let  this  fraction,  or  percentage,  be  expressed  in  the  form  of  a 
curve,  where  x  denotes  the  weight  of  the  disc  and  y  denotes  the  relative 
frequency  with  which  it  was  felt.  The  curve  will  be  one  of  the  forms 
shown  in  the  accompanying  figure.  For  an  extremely  sensitive  person 
the  curve  will  be  very  steep,  like  that  to  the  left ;  for  persons  of  less 
sensitiveness  it  will  be  flatter. 

The  experimenter  is  to  plot  the  curve  for  his  own  record.  The  plot- 
ting is  done  on  cross-section  paper ;  this  is  paper  ruled  with  horizontal  and 
vertical  parallel  lines.  On  one  of  the  horizontal  lines  lay  off  the  scale  of 
weights  2,  4,  etc.,  with  any  convenient  distance  as  the  unit.  On  one  of 
the  vertical  lines  lay  off  a  scale  of  percentages  with  any  convenient  dis- 
tance as  the  unit.  For  each  weight  count  upward  above  its  place 
on  the  horizontal  axis  a  number  of  spaces  corresponding  to  its  per- 
centage; the  ruling  of  the  paper  into  spaces  in  groups  of  5  and  10 
make  it  possible  to  do  this  rapidly.  Connect  each  dot  to  the  fol- 
lowing one  by  .a  straight  line.  The  fluctuations  of  this  line  are 
due  to  irregularities  in  the  experimenting  and  to  the  smallness  of 
the  number  of  experiments.  The  true  relation  of  percentage  to  weight 
will  be  more  closely  indicated  by  a  smooth  line,  which  can  either 
be  drawn  by  the  free  hand  or  by  adjusting  a  flexible  ruler  so  as  to 
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I)ass  smoothly  among  the  dots.  Owing  to  the  fact  that  the  number  of 
experiments  was  only  10  instead  of  an  infinite  number,  the  actual  curve 
will  differ  from  the  theoretical  one ;  with  100  or  1000  experiments  it 
would  approach  the  theoretical  one  more  closely. 

To  compare  the  degrees  of  sensitiveness  of  different  persons,  two 
(juantities  can  be  used  :  either  the  disc  that  corresponds  to  a  certain  per- 
centage, say  75%,  or  the  percentage  for  a  certain  disc.  To  use  either 
effectively  a  large  number  of  experiments  would  be  required  ;  the  calcu- 
lation of  the  average  of  the  two  thresholds  as  found  above  gives  a  suffi- 
ciently accurate  figure.  It  is  evident  that  the  higher  the  threshold  the  lower 
the  sensitiveness  ;  in  fact,  probably  the  only  proper  definition  of  "sensi- 
tiveness** is  "the  reciprocal  of  the  threshold.**  "Reciprocal**  of  a 
quantity  means  i  divided  by  that  quantity.  Thus,  if  two  persons  have 
thresholds  of  a'  and  a'^  respectively,  their  degrees  of  sensitiveness  will  be 
i/a'  and  i/df". 

Points  to  be  noted. 

I.  Note  that  the  uncertainty  of  the  threshold  is  indicated  by  the  size 
of  the  probable  [error.  2.  In  the  curves  given  in  the  figure,  y  is  said  to 
be  a  function  of  x.  This  is  expressed  by^=/(.r).  The  particular 
curves  assumed  in  the  figure  are  taken  from  the  science  of  probabilities. 

Questions, 

I.  How  would  you  define  "  threshold  **  so  as  to  fit  all  kinds  of  sensa- 
tions? 2.  What  are  presumably  some  of  the  mental  conditions  of  the 
subject  that  contribute  to  his  probable  error  ? 

Exercise  II. — Skin  space. 

(Needed:  two  aesthesiometers,  millimeter  scale.) 

Apparatus. 
In  its  simplest  form  the  aesthesiometer  is  a  pair  of  dividers  with  blunt 
points.     The  points  are  made  of  hard  rubber,  in  order  to  eliminate  sen- 
sations of  temperature. 

Experiments, 
A,  Open  the  aesthesiometer  several  centimeters.  Touch  the  two  points 
simultaneously  to  the  cheek  in  a  vertical  direction ;  they  will  be  felt  as 
two.  Repeat  the  experiment,  reducing  the  distance  between  the  points 
each  time.  To  maintain  the  unprejudiced  condition  of  the  subject,  in- 
sert occasional  experiments  with  only  one  point  touched  to  the  skin.  The 
subject  is  to  state  each  time  whether  he  feels  one  point  or  two.     Con- 
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tinue  the  experiments  till  a  mistake  is  made  in  feeling  two  points  as  one. 
Now  apply  the  aesthesiometer  to  the  scale  and  record  the  distance  be- 
tween the  points.  Repeat  the  measurement  ten  times.  Find  the  average 
and  average  variation. 

B.  Repeat  the  experiments  of  A  on  the  back  of  the  neck  in  a  vertical 
direction. 

C.  Adjust  one  aesthesiometer  to  30™"  as  a  standard.  Apply  it  for  a 
moment  to  the  cheek  of  the  subject.  Adjust  the  other  aesthesiometer  to 
an  arbitrary  distance.  Apply  it  likewise  to  the  cheek.  The  subject  is 
to  say  whether  the  second  distance  was  greater  or  less  than  double  the 
first.  According  to  the  answer  adjust  the  second  assthesiometer  differ- 
ently and  repeat  the  experiment.  Proceed  as  in  Ay  the  first  aesthesiom- 
eter being  kept  at  the  constant  distance  of  30"*  and  the  second  being 
gradually  changed  till  a  judgment  of  ''equal  to  double  the  first  '*  is  ob- 
tained.   Take  ten  records. 

Specimen  record. 

ABC 

m  V  lA  m        V           1^  m       V           v^ 

23  0.8  0.64  31  4.3  18.49  4X  2.6    6.76 

21  2.8  7.84  32  3.3  ZO.89  39  4.6  21.16 

25  1.2  1.44  30  5-3  28.09  40  3.6  12.96 
23  0.8  0.64  40  4.7  22.09  45  2.4    5*76 

26  2.2  4.84  45  9.7  94.09  48  4.4  19.36 
21  2.8  7.84  38  2.7    7.29  45  1.4    1.96 

27  3.2  10.24  31  4.3  18.49  40  3.6  12.96 
26  2.2  4.84  31  4.3  18.49  49  5-4  29.16 
23  0.8  0.64  41  5.7  32.49  51  7.4  54.76 
23  0.8  0.64  34  1.3    1.69  3^8  5.6  31.46 

238  9)39-^  35-3  9)252- »o_  43-6  9)l9^-20 

10)4.40  10)28.01  10)21.80 

044  2.80  2.18 

vV44  =  o.66  1^2.80=1.67  /2^r8=i.48 

2^X0.66  =  0.44  ;^Xi6.73=i.ii  J^iX  1.48  =  0.99 

rt  =  23.8di0.4  ^  =  35.3+  I.I  a  =  43.6zt:l.o 

Points  to  be  noted, 

I .  Note  that  the  results  depend  somewhat  on  the  skillfulness  of  the  ex- 
perimenter. 2.  Note  that  psychologically  double  does,  not  necessarily 
correspond  to  absolutely  double. 

Questions, 

I.  AVhat  improvements  would  you  suggest  in  the  apparatus  and  the 
method  of  experimenting?  2.  How  would  you  express  the  relation  be- 
tween space  on  the  cheek  and  space  on  the  neck  in  your  experiments  ? 
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Exercise  III. — Arm-space. 

( Needed  :  ^arm-space  board,  cross-section  paper. ) 

Apparatus, 

In  the  arm -space  board  ^  a  wooden  scale  carries  along  its  upper  edge  a 
small  glass  rod.  At  the  zero  point  in  the  middle  there  is  a  fixed  metal 
plate.  On  each  side  there  is  a  movable  slide  carrying  an  adjustable 
pointer.  Before  the  experiments  the  pointers  are  pushed  forward  as  far 
as  possible. 

Experiments. 

A.  The  apparatus  is  placed  on  a  table  with  the  scale  away  from  the 
subject.  The  subject,  se^^ted  with  eyes  closed  or  covered,  places  his 
forefingers  against  the  zero-plate,  one  on  each  side. 

B.  The  experimenter  moves  up  the  two  slides  to  the  fingers  till  they 
press  gently.  The  pointers  strike  the  zero-plate  and  are  pushed  back 
automatically.  This  eliminates  the  errors  due  to  the  width  of  the  finger, 
as  all  readings  are  to  be  taken  from  the  end  of  the  pointer. 

C.  The  subject  places  himself  directly  in  front  of  the  zero-mark  and  . 
closes  his  eyes.  The  experimenter  places  the  left-hand  (referring  to  the 
subject)  slide  at  a  certain  distance  //,.  The  right-hand  slide  is  moved 
out  of  the  way.  The  subject  moves  his  left  fore-finger  evenly  outward  till 
it  strikes  the  slide,  and  then  returns  it  to  zero.  The  experimenter  quietly 
moves  the  slide  out  of  the  way,  and  the  subject  then  moves  his  finger 
again  till  it  seems  to  be  in  the  same  place  as  before.  The  experimenter 
now  moves  the  slide  up  till  it  touches  the  finger  and  reads  the  record  at  the 
end  of  the  pointer.  The  tenths  of  a  centimeter  are  estimated  by  the  eye. 
The  result  in  millimeters  is  placed  in  the  column  m^  of  the  record  blank. 

Some  other  distance  //,  is  now  chosen  and  the  experiment  is  repeated, 
giving  a  result  w,.     Likewise  //„  d^  and  d^  are  used.     The  five  distances 
are  chosen  as  follows :   100,  200,  300,  400,  500  millimeters.      The  ex- 
periments are  performed  in  this  order:   from  d^  to  z/^,   from  d^  to  dyy 
from  d^  to  //,,  from  d^  to  d^.     Eight  complete  sets  are  made,   giving 
eight  records  for  each  distance.     Find  the  averages  and  probable  errors. 
Denote    the  averages    by   a^,    a,,    . .  .  ,    a^.     The   difference    between 
the   given   distance  and    the  average   result   for   that   distance    is   the 
constant   error  of  the   estimate.     There   are  thus  fi\t^  constant  errors, 
c^s^a— d.c^a^d                  c  =a  —  d        The   constant    error 
expresses  the  average  inaccuracy  in  reproducing  the  given  distance.     The 
probable  error  expresses  the  irregularity.     Both  these  quantities  depend 
on  the  values  of  d,  - 

1  New  Psychology,  Fig.  44. 
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To  make  plain  the  laws  of  dependence,  the  results  are  to  be  expressed 
in  two  curves  J' «i/(jp)  and  F—  F  {x)  where  Jc«Mi/p  d^  •  . 
y  and  Y  are  the  constant  errors  and  the  probable  errors. 
these  curves  a  certain  distance  is  selected  on  the  cross-section 
represent  </j,  and  the  points  //j,  //,,...,  //^  are  laid  off  on 
zontal  axis.     Any  convenient  distance  is  chosen  for^  »  i  and 
nates  for  v^,  }\^  ...  are  erected.     On  joining  the  tops  of  these 
by  a  line  the  curve  of  results  is  indicated.     The  relation  of  F^, 

^6^0 


,  d^  and 
To  draw 
paper  to 
the  hori- 
the  ordi- 
ordinates 
Y 


d^y    //„ 


,  d^  is  indicated  in  a  similar  manner. 


d^z=\QO 


(/^=200 


Specimen  record} 


y^  =  40o 


i/5=500 


Wi 

r,« 

w. 

v,^ 

w, 

^.' 

«4                  V 

^6 

^•*' 

105 

79.21 

193 

6.25 

267 

334.89 

355       723.61 

454 

1253.16 

116 

26.01 

197 

2.25 

281 

18.49 

381           0.81 

494 

21.16 

no 

0.81 

189 

42.25 

297 

136.89 

399       292.41 

•473 

268.96 

107 

15.21 

201 

30.25 

285 

0.09 

398       259.21 

50s 

243.36 

108 

8.41 

195 

0.25 

280 

28.09 

371       1 18.81 

487 

5.76 

"5 

16.81 

195 

0.25 

269 

265.69 

393       123.21 

500 

112.36 

114 

9.61 

196 

0.25 

305 

388.09 

408       681.21 

507 

30976 

112 

1. 21 

197 

2.25 

298 

161.29 

350      1017.61 

495 

l^'Tf* 

8)887  7) 

157.288)1564  7)84.008)2282  7)1333-528)3055  7)3216.88  J 

8)3915  7)2245.W 

110.98; 

)22.47 

195.5  8)12.00 

2853 

8)190.39 

381.0   8)459.55 

489.4 

8)320.8* 

2.81 

1.50 

23.79" 

57.44 

"40.S 

^  The  student  need  not  record  the  residuals  v  but  should  at  once  write  the  squares  v*. 
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/2.8i  =  i.68 
2^X1.68  =  1.12 

rtrj  =  II0.9rfc  I.I 
r,  =  -1-10.9 


r,  =  I.I 


1^1.50=  1.22 
%X  1-22  =0.81 

^2  =  — 4.5 
r,  =  0.8 


V^23.79  =  4.88 

^X  4.88  =  3.25 

^3  =  285.3  lb  3-3 
'8  =  — 14-7 


1/57.44=7.58 

JiX  7.58  =  5.05 
//^.•=38i.9d=5.i 
r^  =  — 18.1 
r,=  5.i 

.=/C^) 

Ford'=lcx),  f  =  -|-li 

</=200,  <•  =  —  7 

</=300,  r  =  — 15 

</=400,  f= — 18 

</=5oo,  f  =  —  II 


•40.11  =  6.33 

?4X  6.33  =  4.22 

<»5=  489.4  ±4.2 

^4  = 10.6 

^-5=4.2 

r  =  F{d) 

For  d^loOt  r=I.I 

</=  200,  r  =  0.8 

^=300,  r  =  3.3 

(i=z^0Oy  r=5.I 

</=500,  r  =  4.2 


Points  to  be  noted. 

I.  The  method  of  getting  tenths  by  the  eye  is  in  this  case  convenient 
and  accurate.      2.  Automatic  elimination  of  a  constant  error  (width  of 
the  finger)  from  the  readings.     3.   Ecjualizing  the  influences  of  fatigue, 
practice   and   other  progressive   errors  by  changing   systematically   the 
order  of  the  experiments. 

Questions, 

I.  If  the  probable  errors  were  directly  proportional  to  the  values  of 
//,  what  form  would  the  curve  take?  2.  What  would  a  recorded  constant 
error  or  a  probable  error  of  o  mean  ? 


Exercise  IV. — Memory. 

( Needed  :  two  sets  of  geometric  figures,  two  bands  of  syllables,  two  bands  of  colors, 
revolving  cylinder,  screen  and  metronome. ) 

Apparatus, 

The  metronome  is  a  convenient  pendulum  arrangement  for  marking 
off  intervals,  of  time  when  great  accuracy  is  not  re(iuired.  The  clock- 
work is  wound  by  the  screw  at  the  side ;  the  cover  is  removed  from  the 
front ;  the  pendulum  is  released  and  the  weight  is  set  at  sixty.  When 
started,  the  metronome  will  mark  off  seconds. 

The  two  cards  for  the  experiments  with  figures  are  in  separate  envelopes, 
one  for  each  subject.  The  experimenter  takes  the  envelope  containing 
the  card  which  he  is  to  use  on  the  other  person  as  subject.  The  subject 
must  not  see  beforehand  the  card  that  is  to  be  used  on  him. 
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The  revolving  cylinder  is  moved  by  clockwork,  which  is  kept  wound 
by  the  appropriate  key.  It  is  started  by  releasing  the  brake.  It  revolves 
once  in  lo  seconds.' 

One  band  of  syllables  and  one  band  of  colors  will  be  found  in  each 
envelope  with  the  card  mentioned  above. 

A  screen  is  placed  before  the  cylinder  so  that  only  one  syllable  or  color 
is  seen  at  a  time. 

Experiments, 

A.  A  pad  of  blank  paper  is  placed  before  the  subject.  The  experi- 
menter holds  the  card  with  figures  and  at  a  beat  of  the  metronome  he 
shows  it  to  the  subject,  counting  o,  i,  .  .  .  ,  lo  and  turning  down  the 
card  at  lo.  The  subject  immediately  tries  to  reproduce  on  the  blank 
paper  all  the  figures  he  saw.  The  paper  is  numbered  and  handed  to 
the  experimenter.  The  card  is  again  shown  for  lo  seconds  and  the  sub- 
ject again  tries  to  reproduce  the  figures.  This  is  repeated  until  all  are 
reproduced  correctly,  unless  success  is  not  reached  before  the  1 5th  trial, 
at  which  point  fatigue  generally  begins.  A  record  is  made  of  how  many 
were  reproduced  correctly  in  shape  and  arrangement  on  each  trial. 

B.  The  band  of  syllables  is  slipped  on  the  cylinder.  When  it  is  set 
going  it  exposes  one  syllable  per  second  through  the  screen.  During  the 
first  revolution  the  subject  calls  off  each  syllable  as  he  sees  it ;  thereafter 
he  tries  to  call  off  each  syllable  just  before  it  appears,  correcting  himself  if 
wrong.  The  experimenter  notes  the  number  of  revolutions  performed 
by  the  drum.  This  is  continued  until  all  are  called  off  directly  or  until 
the  20th  revolution.     The  number  of  revolutions  is  recorded. 

C.  The  band  of  syllables  is  replaced  by  the  band  of  colors  and  the 
experiment  is  repeated.  The  subject  notes  and  recalls  the  colors  as  much 
as  possible  by  visual  memory  and  does  not  attempt  to  name  them. 

Points  to  be  noted. 

I.  Difficulty  of  remembering  without  making  external  associations. 
2.  The  prominence  of  motor  and  auditory  elements  in  B  and  C 

Questions. 

I .  What  would  be  some  of  the  problems  of  memory  that  might  be  an- 
swered by  the  experiments  with  syllables?  2.  What  sources  of  inac- 
curacy do  you  notice  in  the  methods  of  experimenting  ? 


*  In  case  tlic  kymograph  is  used,  it  is  properly  adjusted  by  the  instructor  beforehand. 
The  study  of  the  kymograph,  which  is  too  difficult  for  the  student  at  this  point,  is  brought 
forward  in  Exercise  VIII. 


J 
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ExERasE  V. — Illusion  of  length. 

(Needed  :  illusion  board,  millimeter  measure. } 

Apparatus, 

The  illusion  board  is  made  as  follows.  A  strip  of  celluloid  is  tacked 
at  the  comers  to  a  board  i  foot  x  9  inches  (30*"  x  23°")  large.  The 
opening  A  BCD  is  cut  in  it.  Six  celluloid  strips  are  prepared,  such  that 
they  can  be  slipped  under  the  left-hand  edge  of  larger  sheet  and  appear 
in  the  opening  with  one  edge  crossing  at  the  middle  PQ,     Six  some- 


A                         P 

B 

■                                                                                                              « 

:                                                     J 
I                                                     j 

1    <^    s 

-< 

: 

M        j         N 

C                        Q 

D 

Fir..  15. 

what  longer  slips  are  prepared,  such  that  they  can  be  slipped  under  the 
right-hand  edge  and  extended  past  the  middle  under  the  shorter  slips. 
The  shorter  slips  bear  diagrams  of  the  kind  shown  to  the  left  in  Figure 
16  ;  the  longer  ones  bear  diagrams  of  the  kind  shown  to  the  right.  Six 
pairs  of  slips  are  used  with  diagrams  of  the  forms  indicated  in  the  follow- 
ing list ;  the  slant  lines  are  called  **  angle  lines.*' 

Mark  on  the  c^ard  a  b 

Length  of  angle-line,  in  millimeters  30  30 

Angle  between  angle-line  and  horizontal        15^        30^ 

The  length  of  the  constant  horizontal  line  is  not  to  be  mea.sured  until 
all  experiments  are  completed. 

Experiments, 

A^,  The  slips  marked  a  are  inserted  in  the  manner  described.  The 
subject  holds  the  board  directly  in  front  perpendicularly  to  the  line  of 
vision  at  the  ordinary  reading  distance.  He  moves  the  longer  slip  until 
the  two  parts  of  the  horizontal  line  appear  equal.     He  then  hands  the 


c 

d 

e 

/ 

30 

15 

30 

60 

600 

30<» 

30» 

30° 
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board  to  the  experimenter,  who  measures  N^  records  the  result^  pulls  the 
longer  slip  out  slightly  and  hands  the  board  back. 

A^,  The  experiment  is  repeated  with  N  on  the  left-hand  side. 

B^,  The  slips  marked  b  are  used  as  in  A^. 

B^,  As  in  B^  with  N  to  the  left. 


c. 

Slips  c ; 

iVto  right. 

Cc 

c  \ 

'*  '*  left. 

D,. 

^i\ 

'*  "  right. 

D, 

d) 

*'  '*  left. 

£r- 

e\ 

*'  *'  right. 

£c 

e\ 

''  "  left. 

J'r- 

/; 

*'  -  right. 

J^v 

/; 

*'  ''  left. 

Each  record  is  made  in  a  separate  column  on  the  blanks.  The  experi- 
ments are  performed  four  times  in  the  following  order:  i.  -^^  to  F^  (as 
in  the  list  above)  ;   2.  ^^  to  ^^ ;  3.   F^  to  A/^  4.  A^  to  F^, 

Computation, 

1.  Find  the  average  for  each  column,  writing  the  results  in  whole 
numbers. 

2.  Find  the  averages  for  A^  B^  etc.,  thus: 

,      A  —A,    ^      B  —B,         , 

A  =  -^ \  B  =  -^- \  etc.^ 

2  2 

3.  Measure  M. 

4.  Find  Ij^  =  A  —  Afy  1^=^  B  —  My  etc.  Do  not  disregard  the  sign. 
The  results  7^,  Ig,  I^^  give  the  amount  of  the  illusion  as  a  function  of  the 
angle,  or  I=^f{R).  The  results  Z^,,  7^,  7jp  give  the  amount  of  the 
illusion  as  a  function  of  the  length  of  the  end  lines,  7=  F(S). 

Points  to  be  noted. 

I.  Notice  carefully  the  system  on  which  the  experiments  are  arranged, 
in  order  to  equalize  the  effects  of  progressive  errors.  2.  Notice  that  an 
orderly  arrangement  of  the  slips  on  the  table  and  an  appropriate  routine 
in  performing  the  experiments  are  conducive  to  the  saving  of  time. 


iResul 

ts  for 

13  students 

in  1896 

were 

as  follows : 

Subject. 

A 

B 

C 

D 

F 

G 

\\ 

I 

J 

0 

P 

Q 

S 

A 

90 

95 

83 

84 

71 

81 

84 

81 

81 

92 

90 

88 

%i 

B 

97 

99 

83 

84 

75 

83 

86 

86 

85 

93 

93 

88 

$6 

C 

97 

100 

90 

85 

79 

^1 

90 

92 

88 

96 

92 

90 

8i 

D 

96 

100 

84 

88 

78 

86 

90 

87 

85 

96 

95 

92 

85 

E 

96 

98 

79 

80 

75 

85 

87 

82 

83 

92 

92 

86 

80 

F         97       96       80       82       69       84       86       82       84       90  .    92       89     80 
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Questions, 

I.  What  are  ** progressive  errors?*'  Mention  some.  2.  Why  not 
omit  the  experiments  under  E^  and  E^  and  substitute  in  I^stf{S)  the 
values  from  B^  and  -^,  ?  3.  How  would  you  compute  the  results  in  order 
to  determine  the  difference  in  the  illusion  between  N\.q  the  right  and  N 
to  the  left  ? 

Exercise  VI. — ^Threshold  of  intensity  for  sound. 

(Needed  :  differential  audiometer,  telephone,  battery  of  i  A,  i.  e.,  of  I  ampere.) 

Apparatus,  * 

The  audiometer  comprises  two  primary  coils  at  the  ends  of  a  base  and 
a  movable  secondary  coil  in  the  middle.  The  wires  from  the  battery  are 
brought  to  the  binding  posts  at  one  end  of  the  apparatus.  The  current 
passes  around  the  one  primary  coil  clockwise  and  then  around  the  other 
counter-clockwise.  When  this  current  is  broken  by  the  key  at  the  other 
end  of  the  apparatus,  a  momentary  current  is  aroused  by  each  primary 
coil  in  the  secondary  coil. 

The  telephone  is  connected  with  the  secondary  coil.  Place  the 
secondary  coil  close  to  one  of  the  primaries ;  hold  the  telephone  to  the 
ear  and,  gently  moving  the  key,  note  that  the  induced  current  produces 
a  sound.     Repeat  with  the  secondary  close  to  the  other  primary. 

Since  the  primaries  are  wound  in  opposite  directions  the  induced  cur- 
rents must  be  in  opposite  directions.  Consequently  the  sound  dimin- 
ishes from  its  maximum  loudness  at  either  end  to  zero  at  the  middle. 

Experiments. 

A.  The  secondary  coil  is  placed  sufficiently  near  the  primary  to  give 
a  distinctly  audible  sound.  The  subject  holds  the  telephone  to  the  right 
ear  and  closes  the  left  with  the  finger.  He  sits  with  his  back  to  the  ap- 
paratus. 

The  experimenter  repeatedly  interrupts  the  current  by  slightly  moving 
the  key.  The  subjects  responds  whenever  he  hears  the  click  in  the  tde- 
phone.  The  secondary  coil  is  slowly  moved  toward  the  middle  UDtil  dbe 
subject  first  loses  the  sound.  The  sound  can  l)e  regained  frequeotlf  after 
it  has  been  lost,  but  this  is  disregarded.  The  graduation  is  in  miUimetefi* 

B,  The  secondary  coil  is  started  at  the  middle  and  moved  till  the  •ab- 
ject first  hears  the  sound. 

The  left  ear  is  tested  in  like  manner. 


>  A  brief  description  of  the  simplest  form  of  the  lamp  battery  (lee  p.  77  )  >*  fh^ca  at 
this  point ;  the  extra-circuit  battery  appears  in  Ex.  XV. 
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ComfutiUiaH. 

Find  the  averages  for  A  and  ^  for  a  set  of  four  experiments  alternated 
so  as  to  equalize  progressive  errors. 

Find  the  general  average ;  denote  it  by  /. 

These  values  represent  the  faintest  perceptible  sound,  or  the  threshold, 
under  the  particular  conditions  of  the  experiment.^ 

If  the  average  value  for  normal  individuals  is  7^  then  the  subject's  rela- 
tive deafness  can  be  stated  as  ^  "■  -;=  or    his    sharpness  of    hearing  is 

^as-^  B  — .    With  this  particular  apparatus  and  i  ampere  of  current, 
T^  200  "". 

Paints  to  be  noted. 

I.  The  scale  is  a  purely  arbitrary  one.  2.  The  sound  is  very  little  in- 
fluenced by  any  changes  in  the  current. 

Questions. 

I.  How  would  you  define ''sensitiveness  to  sound?"  (See  Ex.  I).  3. 
What  sources  of  error  are  possibly  present  ?  . 

Exercise  VII. — Dynamometrv  of  voluntary  action. 

(Needed  :  finger  dynamometer,  piston  recorder,  rubber  tube,  air  valve,  simple  record- 
ing drum,  smoking  and  varnishing  arrangements,  screw-vise. ) 

Apparatus. 

dr.  The  dynamometer,'^  This  consists  essentially  of  two  spring-steel 
rods,  rigidly  fastened  in  a  base  block.  These  rods  can  be  deflected  in- 
ward by  pressure  on  two  small  knobs.  The  extent  of  the  deflection  is 
indicated  on  a  scale  at  the  ends.  This  scale  has  been  graduated  by  ac- 
tual trial ;  the  unit  is  the  kilogram. 


1  llie  following  results  were  obtained  from  16  students  in  1896 ;  the  unit  is  the  centi- 
meter. 
Subject.       ABDEFHI      JKLMOPQRS  Average. 
22   17   21    17   25    27    17    18    26    16    44    26    12    12    II    13        20 

19  27  27  23  25  29  19  23  25  i3  36  27  14  II  19  15   22 

^  ^  {A     20  17  22  18  23  22  28  19  25  17  25  17  II  II  19  14   19 

\B     20  19  26  20  25  22  26  28  24  15  25  19  12  II  20  16    21 

'  See  New  Psychology,  Figs.  4  and  24. 
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A  glass  cylinder  is  attached  to  one  of  the  rods  of  the  dynamometer  and 
a  rubber  piston  is  connected  with  the  other  rod  by  an  aluminum  bar.  As 
the  rods  are  pressed  together  the  air  of  the  cylinder  is  forced  out  through 
a  rubber  tube  attached  to  the  bottom.  This  cylinder  is  called  the  receiv- 
ing cylinder. 

b.  Piston  recorder.  At  the  other  end  of  the  tube  is  the  recording  cyl- 
inder, constructed  similarly  to  the  receiver.  The  piston  of  the  record- 
ing cylinder  is  connected  to  an  aluminum  lever  which  is  lengthened  by  a 
very  light  straw  rod  ending  in  a  fine  quill  point.  As  the  air,  driven  out 
from  the  receiver,  is  forced  into  the  recorder,  the  quill  point  must  repeat 
on  a  highly  enlarged  scale  the  movement  of  the  rods  of  the  dynamom- 
eter. There  are  various  adjustments  on  the  recorder  for  changing  the 
amplification,  for  placing  the  point  higher  or  lower,  for  making  the  plane 
of  movement  tangential  to  the  surfece  of  the  drum,  for  adjusting  the  cyl- 
inder, etc. 

E^ch  piston  is  rendered  air-tight  by  a  drop  of  oil.  The  valve  in  the 
rubber  tube  serves  to  let  air  out  or  in  when  it  is  desired  to  change  the 
position  of  the  recording  point. 

c.  Recording  drum.  This  is  a  carefully  turned  brass  cylinder,  revolv- 
ing on  an  axis.  The  drum  is  first  placed  with  its  axis  horizontal.  The 
end  of  a  sheet  of  glazed  paper  is  moistened  with  paste.  It  is  then 
stretched  tightly  and  smoothly  around  the  drum  and  the  pasted  end  is 
lapped  over  the  other  one.  This  makes  a  tight  band  of  paper  around  the 
drum ;  no  paste  should  be  allowed  to  get  on  the  drum  itself.  A  gas 
flame  is  held  beneath  the  drum  so  that  it  deposits  soot  on  the  paper ;  the 
drum  is  slowly  turned  in  order  to  keep  the  paper  from  burning. 

d.  Adjusting  the  apparatus.  The  drum  is  placed  so  that  its  axis  is 
vertical.  The  quill  point  of  the  recorder  is  brought  near  the  smoked 
surface  by  moving  the  support  and  by  adjusting  the  screws  that  hold 
it.  Then  the  point  is  brought  into  light  contact  with  the  surface  by 
turning  the  adjusting  screw  at  the  side.  The  lever  should  be  as  nearly  as 
pK>ssible  at  a  tangent  to  the  surface  of  the  drum.  As  the  drum  is  turned, 
a  line  is  drawn  in  the  smoke  by  the  quill  point. 

The  dynamometer  is  held  between  the  tips  of  the  thumb  and  index 
finger ;  the  base  block  rests  lightly  in  the  palm  of  the  hand.  A  comfort- 
able position  is  found  and  the  eyes  are  closed. 

Experiments, 
A,' Scale  of  effort.    At  the  word  "One''  from  the  experimenter  the 
subject  presses  the  dynamometer  lightly.     At  the  word  '  *  Two ' '  he  presses 
it  twice  as  hard  as  before ;  at '  *  Three  ' '  three  times  as  hard  and  at  *  *  Four 
four  times  as  hard. 


io6 
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When  this  has  been  done  a  number  of  times  in  order  to  fiuniliarize  the 
subject  with  the  experiment,  the  experimenter  gives  the  drum  a  slight 
turn  before  each  pressure  so  that  the  records  are  sepaiated  distinctly. 
Five  sets  of  four  marks  each  are  thus  obtained. 

The  dynamometer  is  placed  in  a  screw  vise  so  that  the  cheeks  of  the 
vise  take  the  places  of  the  fingers  of  the  subject.  The  drum  is  turned  so 
that  the  quill  point  is  at  the  first  record.  The  vise  is  screwed  up  till  the 
point  has  moved  as  far  as  the  original  record ;  the  number  of  kilograms 
corresponding  to  this  movement  is  read  off  from  the  scale.  The  tenths 
of  a  kilogram  are  estimated  by  the  eye.  The  result  is  recorded  in  the 
first  column  of  the  record  blank.  The  drum  is  now  turned  till  the  point 
is  opposite  the  second  record ;  the  vise  is  screwed  up  and  its  value  de- 
termined as  before.  The  result  is  placed  in  the  second  column.  In  the 
same  manner  all  the  records  are  determined,  the  results  being  placed  in 
the  columns  i,  2,  3,  4  according  to  the  original  intention  of  the  subject 
in  exerting  the  pressures. 

In  each  set  of  records  the  pressures  were  intended  to  stand  in  the  re- 
lation of  I,  2,  3  and  4 ;  the  actual  relations  are  found  by  dividing  each 
record  of  a  set  by  the  record  for  the  first  pressure  in  that  set.  Thus  the 
records  i.i,  1.8,  2.4,  3.2  stand  in  the  relations  of  i.o,  1.6,  2.2|  2.9. 
This  is  done  separately  for  each  set.  The  results  for  each  pressure  are 
averaged.    The  following  is  a  specimen  record. 


Mental  scale  of  pressure 

I 

II 

III 

IV 

Actual  pressure  exerted 

I.I 

1.8 

2.4 

3.2 

1.8 

2.1 

2.8 

3.7 

1.3 

1.9 

2.5 

3.3 

i.o 

1.8 

2.4 

31 

1-3 

1-7 

2.5 

3.5 

Relative  pressure  exerted 

i.o 

1.6 

2.2 

2.9 

1.0 

1.2 

1.6 

2.1 

1.0 

1.5 

1.7 

2.5 

I  0 

1.8 

2.4 

31 

1.0 

1.3 

1.9 

2.7 

Average 


I.o 


1-5 


2.0 


2.7 


The  experiments  are  repeated,  beginning  with  a  very  strong  pressure 
and  proceeding  in  the  the  order  *'Four/'  **  Three,**  "Two,'*  *'One.** 

B,  Curve  of  fatigue.  The  preparations  are  made  as  before.  At  the 
word  **Go**  the  subject  presses  on  the  dynamometer  as  strongly  as 
possible  and  maintains  the  pressure  at  its  maximum  until  told  to  stop.  The 
experimenter  keeps  the  drum  turning  slowly  for  10  sec.  by  the  watch; 
thereupon  he  calls  "Stop.'*     The  line  traced  upon  the  drum  shows  the 
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fluctuation  in  the  maximum  amount  of  effort.    The  fatigue  curve  is  found  by 
drawing  a  horizontal  line  from  the  highest  point  at  the  beginning  of  the 
record  and  then  turning  the  record  bottom  up ;  the  curve  then  runs,  of 
course,  from  right  to  left.     The  amount  of  fatigue  is  to  be  found  by  tak- 
ing readings  at  the  beginning  and  at  the  end  of  the  curve  in  the  manner 
described  under  A, 

C.  Diversion  of  energy.     The  preparations  are  made  as  before,  but  in- 
stead of  closing  the  eyes  the  subject  keeps  them  fixed  on  a  printed  page. 
At  the  word  "Go*'  he  is  to  press  as  hard  as  possible  ;    this  maximum 
pressure  is  to  be  kept  up  without  any  relaxation  till  the  end  of  the  experi- 
ment.    Shortly  after  starting  the  experimenter  calls  *  *  Read  '  *  and  at  the 
same  time  makes  a  check  on  the  drum  near  the  quill  p>oint  \>y  means  of  a 
small  stick  or  a  pencil.     The  subject  begins  reading  aloud  at  the  signal  and, 
without  relaxing  the  pressure,  continues  to  read   until    the  words  **Stop 
reading.'** 

D,  Preserving  the  record.  The  drum  is  placed  horizontally,  the  paper 
is  slit  across,  one  end  is  caught  by  a  clamp,  the  sheet  is  run  through  a 
solution  of  shellac  and  is  hung  up  to  dry. 

This  shellac  solution  is  contained  in  a  large    bottle  at  the  varnishing 
stand.     Lift  the  bottle  from  the  lower  shelf  and  place  it  on  the  upper  one. 
The  varnish  runs  through  the  rubber  tube  and  floo<is  the  varnishing  tray. 
The  shellac  solution  is  composed  of  i  part  by  voluncie  of  saturated  solu-. 
tion  of  shellac  in  alcohol  and  4  parts  of  95%    alcohol.      In  ninning  th^ 
sheet  through  the  solution  get  the  fore  edge  of  the  sheet  under  the  solu^ 
tion  first  and  keep  the  smoked  side  upward.       After   the  sheet  has  beeix 
varnished,  the  bottle  must  be  replaced  on   the    lower  shelf;  the  varni^Vx 
runs  back  into  it  and  is  kept  from  evaporation. 

Points  to  be  noted. 

rpi^_     fall' 

I.  Possibility   of  establishing   mental  scales  -         «^-^^   ^^^      »^g  off     ^^ 
the   effort  in  what   is   meant  by  **  fatigue  "     iti    t    is^^^    ^^^      o   q^^    ^^ 

-the  effect  of  fatigue  -  would  bring  in  ^^^^^^^  ^^^  facts'as  i^^  ^>^^ 
experiment ;  a  scientific  definition  must   start  ^^^^5 

ately  given. 

Questions. 
I.   How  was  the  standard  physical  scale  estab  is^^^^        .^     J?^  S^txetal 
conclusions  would  you  draw  concerning  ^^^^  order?  ^'^\v  Yn 

adjustments  can  you  point  out  on  the  pistoti-  ny 

_ __       '^  Z^  i>^ycVioiogy  ^- 

*  Such  a  record  is  shown  in  Fig.  48  of  The  ^^ 
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ExERQSE  VIII. — ^Rhythmic  movements. 

(Needed:  Jacquet  graphic  dmnoineter,  kjiiiGgrapli,  Maevy  tnuboun,  ii|i%lit 
wooden  scale,  p^per,  smoking  and  varnishing  arrangements^  2  standards. ) 

Apparatus. 

a.  Graphic  chronometer.  This  is  essentially  a  fine  stop  watch  with  a 
recording  point  and  electric  contact.  The  smaller  dial  indicates  seconds, 
the  larger  one  minutes.  The  chronometer  is  wound  by  the  screw  at  the 
back ;  it  will  run  for  4^  without  error  due  to  laxity  of  q>ringy  or  6^  widi 
a  small  error.  The  catch  b  at  the  bottom,  when  moved  to  the  lif^t, 
starts  the  chronometer ;  when  to  the  left,  stops  it.  Pressure  on  the  catch 
a  at  the  side  returns  the  hands  to  o.  The  recoi:ding  point  d  makes 
a  movement  once  a  second,  or  five  times  a  second,  according  as  the 
catch  c  at  the  back  is  pushed  in  or  pulled  out.  The  extent  of  the  move- 
ment of  the  recording  point  is  regulated  by  the  screw  e  beneath  it. 
When  the  chronometer  is  placed  vertically  the  weight  of  the  recording 
lever  is  sufficient  to  bring  it  back  when  moved,  but  when  it  is  in  a 
horizontal  position  the  screw  /  at  the  right-hand  side  should  be  made 
to  bear  lightly  on  the  spring  at  the  opposite  end  of  the  lever.  The  chro- 
nometer is  held  on  the  support  by  the  screw  /.  When  used  with  the 
drum,  it  is  brought  near  the  surface  at  a  tangent  by  moving  the  support ; 
the  finer  adjustment  is  then  made  by  turning  the  screw  m  in  front. 

b.  Kymograph,  This  is  a  recording  drum  moved  by  clockwork.  It 
differs  from  the  hand-drum  by  having  its  speed  so  carefully  regulated 
that,  when  its  rate  of  revolution  is  once  determined,  it  can  be  depended 
upon  to  maintain  that  rate  with  a  high  degree  of  accuracy,  provided  the 
spring  is  kept  wound  up  to  about  the  same  tension  and  the  whole  ap- 
paratus is  in  perfect  order.  The  lettering  used  in  the  following  instruc- 
tions will  be  found  painted  on  the  apparatus  at  the  appropriate  points. 

First  place  the  drum  in  the  separate  horizontal  support  as  in  Ex.  VII. 
Place  some  paste  on  one  end  of  the  sheet  of  glazed  drum-paper.  Stretch 
the  paper  around  the  drum  tightly  and  bring  the  pasted  end  over  the 
other  end.  Coat  the  paper  with  smoke  by  holding  a  gas  flame  close  be- 
neath it. 

Lift  the  drum  from  the  support,  grasping  it  around  the  ring  (7  at  the  end. 
Raise  the  spring  G  of  the  kymograph  by  the  arm  F  till  it  catches.  Let 
the  end  of  the  drum -axle  drop  into  the  socket  P.  Bring  the  groove  of 
the  ring  O  up  till  it  catches  on  the  wheel  at  the  end  of  the  arm  ^V. 
Bring  the  top  of  the  axle  just  below  the  socket  held  by  C,  and  let  F 
snap.  The  drum  is  now  in  position ;  it  should  be  turned  till  the  project- 
ing point  at  the  bottom  of  the  axle  catches  in  a  notch  of  the  spring  P, 
If  the  kymograph  is  not  firm  upon  the  table,  adjust  the  leg  M. 


no 
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Wind  up  the  clock -spring  by  the  handle  A,  Move  the  brake  E  in 
order  to  release  the  governor  D,  When  the  screw  B  is  tight  the  drum 
will  turn  with  the  clockwork ;  when  it  is  loose,  the  drum  is  disconnected. 
The  connection  of  the  clockwork  with  the  drum  axle  is  established  by 
the  large  friction  disc  which  presses  against  the  small  friction  roll  X. 
When  handling  the  drum,  always  disconnect  it  by  turning  B  ;  this  keeps 
the  friction  disc  from  being  ground  by  chance  movements  of  the  roll  X 

The  speed  of  the  friction  disc  is  changed  by  different  combinations  of 
the  gears  of  the  clockwork.  The  case  of  the  clockwork  can  be  opened 
by  turning  two  projecting  screws  at  the  side.  There  are  two  gears  that 
move  sidewise  on  their  axles,  a  lower  one  (white  stripe),  and  an  upper 
one  (red  stripe).  The  following  table  gives  the  speeds  approximately  ob- 
tainable by  the  different  combinations. 


SPEED 

POSITION  OF 

POSITION    OF    UPPER 

FRICTION  ROLL  AT 

FRICTION  ROLL  AT 

NAME. 

LOWER  WHEEL. 

WHEEL. 

LOWFJST  POINT. 

HIGHEST  POINT. 

I 

Left. 

Right  (weak  spring). 

|h  -jom 

12" 

II 

Left. 

Left  (medium  spring). 

6« 

45' 

III 

Left. 

Middle  (strong  spring). 

2» 

15* 

IV 

Right. 

Right  (weak  spring). 

12" 

i,^- 

V 

Right. 

Left  (medium  spring). 

40- 

5* 

VI 

Right. 

Middle  (strong  spring). 

i6- 

2* 

There  are  three  sets  of  springs  for  the  governor ;  that  set  should  be 
chosen  which  allows  the  wings  of  the  governor  to  take  a  middle  position 
when  in  motion.  When  the  upper  wheel  is  in  the  middle  position  the 
screw  C  should  be  turned  so  as  to  bring  the  little  wheel  at  the  end  of  the 
ann  into  position  between  the  largest  and  smallest  cog-wheels. 

The  intermediate  speeds  between  the  figures  in  the  table  are  obtained 
by  moving  the  roll  X  by  means  of  the  screw  R.  An  index  connected 
with  A'  moves  over  a  scale  so  that  a  speed  once  found  can  be  reproduced 
by  direct  adjustment  of  the  index  to  the  same  point ;  to  avoid  back-lash 
the  adjustment  should  be  made  in  the  direction  from  zero  upward.  Adjust 
the  kymograph  for  this  exercise  to  about  20'  for  i  revolution. 

c.  Tambours.  The  essential  principle  of  the  tambour  is  found  in  its  con- 
struction as  a  metallic  air-chamber  with  a  rubber  top  and  a  side  tube. 
There  are  two  tambours,  the  receiver  and  the  recorder. 

Any  desired  movement  may  be  communicated  to  the  straight  lever  (i) 
of  the  receiver  (2).  This  lever  communicates  the  movement  to  the  air 
inside  by  its  varying  j)ressure  on  the  rubber  top.  The  movement  of  the 
air  is  communicated  along  the  rubber  tube  (3)  to  the  recorder  (5).     The 
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rubber  top  of  the  recorder  moves  in  response  to  the  movements  of  the  air, 
and  the  light  curved  lever  (9)  resting  on  it  consequently  repeats  the 
movements  of  the  straight  lever  of  the  receiver.  The  point  of  connec- 
tion (8)  to  the  recording  lever  can  be  moved  so  as  to  obtain  different  de- 
grees of  amplification  ;  the  body  of  the  tambour  is  kept  centered  beneath 
the  point  of  connection  by  a  screw  (6)  at  the  back.  For  the  present  ex- 
ercise any  convenient  amplification  is  Used.  The  position  of  the  point 
on  the  drum  is  adjusted  by  the  arm  (7)  which  moves  the  fulcrum.  The 
valve  (4)  is  used  as  in  Ex.  VII. 

Experiments, 

A.  Getting  the  time -line.  The  drum  is  set  in  motion.  The  graphic 
chronometer,  adjusted  to  beat  seconds,  is  placed  on  the  upright  support. 
The  support  is  moved  till  the  recording  point  nearly  touches  the  smoked 
surface  at  a  tangent.  The  point  is  brought  into  light  contact  by  the  ad- 
justing screw.  The  chronometer  thus  traces  a  line  with  checks  at  inter- 
vals of  i'.  The  chronometer  is  then  carefully  removed  and  placed  in  its 
box. 

B.  Recording  an  instinctively  chosen  rhythm.  The  recording  tambour 
is  placed  so  that  its  point  draws  a  line  on  the  drum.  The  receiver  is  ar- 
ranged with  its  lever  in  front  of  a  vertical  scale. 

The  subject  takes  the  straight  lever  between  thumb  and  finger  at  the 
point  marked  in  black.  He  is  to  move  it  up  and  down  as  regularly  as  pos- 
sible over  a  distance  of  about  3«'».  By  '*  regularly  ' '  is  meant  evenly  and 
at  regular  intervals.  While  this  is  being  done,  the  experimenter  allows  the 
drum  to  make  one  revolution.  By  turning  the  handle  H,  the  drum  is 
then  lowered  sufficiently  for  another  record. 

C.  Recording  an  arbitrary  rhythm.     The  subject  tries  to  beat  twice  as 

fast  as  before. 

Computation, 
The  drum  is  lifted  out  of  the  apparatus   by  grasping  it  around   the 
ring  and  raising  the   lever    G,      It   is   placed    in    the    horizontal  sup- 
port.     The  experimenter  writes  on  it  with    a    pointed  instrument   the 
name   of  the  subject,  the   date  and  the   time.        With    the  pomt   of  a 
knife  the  paper  is  slit  across,  the  thumb  being  kept  over  the  beginning  of 
the  slit  in  order  to  keep  the  paper  from  falling.       ^^^  end  of  the  paper 
is  caught  by  a  varnishing  clamp.     The  paper  is  run   through  the  varnish- 
ing  solution  of  shellac  and  hung  up  to  dry.* 

>  Observations  connected  with  this  experiment  led  mc  to  repo       v  furthe  ' 

IV  535),  th<=  following  law.  subject  to  .mplification   ^^^^^°l  1  V^vJ^, 
oient.     The  probable  error  (all  apparatus  errors  being  ncg»  K 
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When  the  paper  is  dry  the  lower  edge  containing  the  time-record  \&  cut 
off  to  serve  as  a  scale  of  seconds.  Ten  of  the  distances  from  top  to  top 
of  the  waves  in  each  rhythm  are  measured  by  this  scale,  giving  the  re- 
sults in  seconds  and  estimated  tenths.  The  average  and  the  character- 
variations  are  found  in  each  case. 


Specimen 

record. 

Natural  rhythm. 

Arbitrary  thythm. 

/;/ 

V 

t'2 

m 

V 

^ 

1.8 

0.16 

0.0256 

I.I 

0.05 

0.0025 

1.8 

.16 

.0256 

0.9 

.15 

.0225 

1-7 

.06 

.0036 

I.O 

•05 

.0025 

15 

.14 

.0196 

1.2 

.15 

.0225 

1-7 

.06 

.0036 

0.8 

•25 

.0625 

1-5 

.14 

.0196 

1.0 

.05 

.0025 

1.6 

.04 

.0016 

I.I 

•05 

.0025 

1.8 

.16 

.0256 

1.6 

.55 

•3025 

1.4 

.24 

.0576 

0.9 

.15 

.0225 

1.6 

•     .04 

.0016 

0.9 

.15 

.0225 

.64 

9)0.1840 

10)0.0204 

0.0020 

.04 

1.05 

9)0.4650 

10)0.0519 

0.0052 

1/ 

O.CX>20  —  0 

v/ 0.0052 

—  0.07 

Vi 

XO.O4  —  0 

03 

%Xo.o7 

—  0.05 

a  ■■ 

=  1.64-f-  0 

•03 

a  —  1.05 

dbo.05 

Points  to  be  noted. 

I.  The  method  of  obtaining  loths  of  a  unit  by  the  eye  is  in  this  case 
just  as  accurate  as  if  a  carefully  prepared  scale  were  used.      2.   Although 


the  subject's  irregularity  (see  above  p.  21,  note  i),  or  of  the  difficulty  of  his  mental  pro- 
cesses. I.  sing  it  thus  as  a  measure  of  the  disadvantage  of  a  rhythm  we  can  express  the 
relation  of  the  disadvantage  to  the  length  as  r  =./[()  where  r  is  the  probable  error 
and  /  the  length  of  the  time  in  the  rhythmic  movement.     The  law  proposed  is 

r 

=  constant, 


where  r  and  /  have  the  same  meanings  as  before,  T  is  the  length  of  the  time  chosen 
naturally  and  |  / — 7'|  indicates  that  the  sign  of  the  quantity  is  disregarded.  In 
other  words,  the  amount  of  irregidarity  is  proiwrtional  to  the  deviation  from  the  natural 
rhythm.  The  relation  here  observed  is  illustrated  by  the  well-known  fact  that  in  such 
rhythmic  movements  as  walking,  running,  etc.,  a  certain  frequency  in  the  repetition  of 
the  movement  is  most  favorable  to  the  accomplishment  of  work.  Thus,  to  go  the  great- 
est distance  in  steady  traveling  day  by  day,  the  horse  or  the  bicyclist  must  move  his  limbs 
with  a  certain  frequency:  not  too  rapid,  as  this  would  fatigue  and  cut  short  the  journey* 
and  not  too  slow,  as  this  also  would  be  fatiguing  and  wasteful.  This  favorable  frequency 
is  a  particular  one  for  each  individual  and  for  each  condition  in  which  he  is  found ;  any 
deviation  diminishes  the  final  result. 


Elementary  course  in  psychological  measurements.  113 

the  records  could  easily  be  read  in  looths,  the  degree  of  accuracy  ap- 
propriate to  the  experiment  lies  in  ioths< 

Questions, 

I.  What  is  the  relation  between  the  probable  error  and  regularity? 
2.  How  would  you  express  this  relation  mathematically? 


ExERasE  IX. — Maximum  rapidity  of  repeated  volitions. 

(Needed  :  recording  drum,  paper,  smoking  and  varnishing  arrangements,  100  v.  d. 
electric  fork,  fork  support,  double  contact  key,  spark  coil,  condenser,  battery  of  I  A,  bat- 
tery of  4A. ) 

Apparatus. 

a.  Recording  drum.  This  drum*  consists  essentially  of  an  evenly 
turned  cylinder  rotating  on  two  centers.  Parallel  to  the  axis  of  the  drum 
are  two  rails  guiding  an  upright  support,  called  the  marker  support.  The 
support  is  moved  by  a  screw  operated  by  a  handle  at  the  end.  Glazed 
drum-paper  is  stretched  around  the  drum  and  smoked  in  the  manner 
described  in  Ex.  VII. 

b.  Electric  fork.  An  electric  current  of  i  ampere  is  brought  to  the 
binding  post  at  the  back  of  the  fork.  It  travels  along  the  prong  to  the 
platinum  wire.  When  this  wire  is  in  contact  with  the  plantinum -covered 
disc  the  current  passes  to  the  base  of  the  magnet,  whence  it  goes  through 
the  wire  of  the  magnet,  out  at  the  insulated  post  and  back  to  the  battery. 
While  the  current  is  passing,  the  coil  becomes  magnetic  and  pulls  the 
prongs  of  the  fork  inward.  If  the  platinum  wire  is  in  very  light  con- 
tact with  the  disc,  this  movement  of  the  prongs  will  separate  them,  and 
the  current  will  be  interrupted.  Consequently  the  coil  ceases  to  be  mag- 
netic and  the  prongs  fly  outward.  The  outward  movement,  however, 
brings  the  platinum  wire  into  contact  with  the  disc  again ;  the  current 
passes  through  the  coil,  and  the  movement  begins  as  before.  With  a 
proper  adjustment  of  the  disc  in  relation  to  the  platinum  wire  the  fork 
will  continue  to  vibrate  as  long  as  the  current  is  supplied.  The  proper 
adjustment  is  attained  by  starting  the  disc  away  from  the  wire  and  screw- 
ing it  up  till  it  just  touches — ^which  can  be  seen  from  the  darkening 
of  the  little  lamp  of  the  battery — and  then  giving  about  ^  of  a  turn 
more.      If  the  fork  does  not  begin  to  vibrate  of  its  own  accord,  it  is 


"See  Fig.  33  in  Stud.  Vale  Psych.  Lab.,   1893  I  100,  and  Fig.  6  in  The  New  Psy- 
chology. 
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started  by  a  light  blow  of  the  finger.     A  light  recording  point  of  fine 
spring  steel  is  attached  to  one  prong.' 

c.  Fork  support}  The  object  of  the  fork  support  is  to  provide  a  deli- 
cate and  convenient  adjustment  of  the  contact  point  on  the  smoked  paper. 
It  is  fastened  to  the  marker  support  of  the  drum  by  the  clamp  M^  by  which 
it  can  be  raised,  lowered  or  turned  as  desiried.  The  rod  R  is  placed  in 
the  hole  through  the  base  of  the  fork  ;  the  screw  S  clamps  the  base  firmly. 
The  screw  /  gives  adjustment  on  the  rod  /'.  The  fork  is  first  placed  nearly 
in  position  with  its  steel  recording  point  at  a  tangent  to  the  drum  and  its 
plane  of  vibration  parallel  to  the  drum  axis.  It  is  now  lowered  by  the 
screw  Ny  acting  on  the  arm  O^  till  the  point  is  in  good  contact  with  the 
paper. 

d.  Double  contact  key}  This  key  consists  of  a  lever  moving  on  a  bar 
hung  between  centers.  A  spring  holds  the  front  end  of  the  key  up ;  the 
tension  of  this  spring  is  adjusted  by  the  screw  Z.  It  should  be  great 
enough  to  hold  the  lever  up  as  &r  as  it  will  go,  but  small  enough  to  offer 
the  least  possible  resistance  to  movement;  At  y  a  platinum  point  is 
inserted.  Just  below  ?  there  is  another  point  X^  which  is  supported  by 
a  ring  of  hard  rubber  so  that  there  is  no  metallic  connection  with  the 
frame.  A  wire  leads  from  X  to  the  binding-post  i.  At  the  back  of  the 
lever  there  is  a  screw  W^  carrying  a  platinum  point  V.  Just  below  f^ there 
is  another  point  6^  supported  by  hard  rubber  and  in  connection  with  the 
post  2.  The  extent  to  which  the  lever  moves  is  regulated  by  turning  W. 
There  should  be  enough  movement  to  be  distinctly  felt,  but  not  enough  to 
cause  loss  of  time.  The  framework  of  the  key  (and  consequently  the 
contacts  Kand  F)  is  connected  to  post  3. 

Bring  the  wires  from  the  4-amp^re  battery  to  the  posts  i  and  3  ;  notice 
(by  the  darkening  of  the  small  lamp)  that  the  current  passes  through  the 
key  whenever  Kand  A' are  kept  in  contact  by  pressure  on  the  rubber 
knob  A, 

Bring  the  battery  wires  to  2  and  3.  Notice  that  the  current  passes 
whenever  Fand  t/'are  in  contact. 


1  To  prepare  these  steel  points  I  procure  from  the  clock  factory  a  flat  strip  of  fine  "  pen- 
dulum wire."  Pieces  are  cut  off  of  3  cm.  length.  A  hole  to  fit  over  the  screw  is  made  in 
each  piece ;  the  opposite  end  is  cut  to  a  sharp  point  and  bent.  Such  a  piece  is  substi- 
tuted for  the  usual  brass  point  that  comes  with  the  fork.  The  great  elasticity  of  the  steel 
reduces  the  friction  to  a  minimum ;  its  hardness  keeps  the  point  sharp  for  a  long  tioK, 
whereby  a  very  fine  line  may  be  produced. 

*  See  above,  p.  82. 

3  The  lettering  is  found  on  the  apparatus.  A  picture  of  such  a  key  withoot  the  ad- 
justing screws  Z  and  >>'  is  given  in  The  New  Psychology,  Fig.  27  ;  post  I  is  nearest, 
post  2  is  farthest  and  post  3  between  them. 
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Connect  i  and  2  by  a  short  wire.  The  current  is  then  interrupted  for 
an  instant  at  each  movement  of  the  key  downward  or  upward. 

e.  Spark  coil.  The  spark  coil  consists  of  two  coils  of  wire.  *  The 
inner  one,  *' primary  coil/*  is  made  of  a  few  turns  of  coarse  wire  end- 
ing in  the  terminals  P,  The  outer  one,  ''secondary  coil,'*  consists  of 
numy  turns  of  very  fine  wire,  ending  in  the  terminals  5.  Insert  a  metal 
rod  F  through  one  of  the  posts  S  and  bring  its  point  within  about  J^*°"  of 
the  other  post.  Bring  one  wire  of  the  4A  battery  to  one  of  the  posts  P. 
Touch  the  other  post  with  the  other  wire  for  an  instant ;  notice  that  a 
spark  jumps  across  at  5. 

Bring  one  wire  of  the  4A  battery  to  one  of  the  posts  P  and  the  other 
one  to  the  post  2  of  the  telegraph  key.  Connect  post  3  with  the  other 
post  P  by  an  extra  wire.  Notice  that  a  spark  is  produced  every  time  the 
key  knob  is  pressed  or  released. 

Remove  the  rod  ^and  connect  one  of  the  posts  S  to  the  metallic  back 
of  the  fork  by  a  light  wire  and  the  other  one  to  the  binding  post  H  of 
the  drum  by  a  similar  wire.  The  wooden  base  of  the  fork  interrupts 
metallic  connection  between  the  two  wires  and  the  spark  is  forced  to  fly 
off  the  recording  point  and  through  the  paper  to  the  drum.  This  makes 
a  white  dot  on  the  paper. ' 

/.  Condenser,  The  condenser  consists  of  two  sets  of  sheets  of  tin-foil 
arranged  alternately.  The  sets  are  connected  to  the  two  posts  K^  Z. 
The  sheets  are  kept  separate  from  each  other  by  sheets  of  paper.  Two 
wires  are  brought  from  K  and  L  to  the  posts  2  and  3  of  the  key  without 
disturbing  the  battery  connections.  Notice  that  the  spark  at  the  drum 
is  made  stronger  by  using  the  eondenser. 

Experiments, 

A,  Adjustments,  The  fork  is  adjusted  at  the  farther  end  of  the  drum. 
The  experimenter  sets  the  drum  in  motion  by  striking  the  edge  with  his 
hand.  By  turning  the  handle  that  moves  the  fork  support  he  pulls 
the  fork  along  toward  him.  The  speed  of  the  drum  should  be  such  that 
a  single  wave  extends  over  about  i"".  During  the  experiment  the  fork 
support  should  move  fast  enough  to  make  the  fork  trace  a  spiral  without 
overlapping,  but  slow  enough  not  to  waste  paper.  The  subject  adjusts 
the  key  evenly  on  the  table.  He  then  taps  several  times  to  prove  that 
the  spark  connections  are  in  order. 

B.  Recording  the  most  rapid  tapping.     The  subject  takes  a  comfortable 

^The  separable  coil  should  be  used,  see  above,  p.  81. 

'  The  plan  of  connection  of  the  spark  coil  and  fork  is  similar  to  that  shown  in  Fig.  6  of 
Che  New  Psychology. 
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position,  grasps  the  knob  of  the  key  between  thumb  and  middle  finger, 
and,  steadying  the  key  with  the  other  hand,  makes  the  lever  vibrate  as 
rapidly  as  possible.  This  is  done  by  way  of  practioe  for  a  few  moments 
without  making  a  record. 

The  subject  is  ready.  The  experimenter  calls  ''Now/*  whereqxm 
the  subject  begins  to  tap  as  rapidly  as  possible.  The  drum  is  set  going 
and  a  record  is  taken  for  a  few  seconds.  The  nan^  of  the  subject  is 
written  in  the  smoke  by  a  pencil  or  a  pointed  stick. 

C,  Prepofing  the  record.  The  paper  is  slit  crosswise  with  aknifie, 
lifted  at  one  end  and  run  through  a  solution  of  shellac  as  described  in 
Ex.  VII. 

D,  Computing  the  results.  When  the  record  is  dry  a  portion  about  in 
the  middle  is  selected  for  computation.  As  a  dot  was  made  at  each  tap 
and  release  of  the  key,  the  distance  between  two  dots  on  the  fork-line, 
or  time-line,  gives  the  time  for  a  single  movement.  The  time  is  divided 
into  looths  by  the  wave  of  the  fork-line ;  the  lOooths  are  obtained  by 
estimating  the  extra  loths  of  a  wave  by  the  eye.  Ten  successive  records 
are  counted.     The  average  and  the  probable  error  are  found. 


Specimen  record. 

m 

V 

»• 

40 

0.7 

0.49 

39 

1.7 

2.89 

40 

0.7 

0.49 

42 

1.3 

1.69 

41 

0.3 

0.09 

43 

2.3 

5.29 

40 

0.7 

0.49 

39 

1.7 

2.89 

41 

03 

ao9 

42 

1.3 

1.69 

40.7  9)16.10 

10)1.56 
a  16 

|/bri6  =  o.4    JiXo.4  =  o.3    tf  =  40.7=fco.3 


Theoretical  considercUions. 

The  repeated  taps  were  produced  by  successive  volitions  resulting  in 
the  alternating  movements,  down  and  back.  Assuming  that  the  two 
movements  represent  two  volitions  alternated  as  rapidly  as  possible,  the 
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result  gives  the  average  time  required  as  a  minimum  for  the  rise  and  exe- 
cution of  a  volition.^ 

Points  to  be  noted, 

I .  Regularity  and  rapidity  may  be  quite  different  in  different  persons. 
2.   A  very  rapid  person  may  not  be  a  very  regular  one. 

Questions, 

I.  Howare  we  justified  in  considering  the  time  between  two  muscular 
movements  as  a  mental  time?  2.  What  means  would  you  suggest  for 
shortening  the  tap-time  and  decreasing  the  probable  error  ? 


Exercise  X. — Simple  reaction  to  sound. 

( Needed :  recording  drum,  automatic  break,  smoking  and  varnishing  arrangements, 
100  ▼.  d.  electric  fork,  Pfeil  marker,  Deprez  marker,  telephone,  reaction  key,  adjust- 
able marker  support,  simple  break  switch,  two  batteries  of  I  ampere,  one  battery  of  2 
amp^es. )' 

Apparatus, 

a,  Recording  drum.  The  drum  used  in  this  exercise  is  known  as  the 
**  standard  drum  *'  on  account  of  the  steadiness  of  its  movement,  which 
is  due  to  the  weight  of  the  wheel.*  Glazed  drum  paper  of  the  proper 
size  is  adjusted  around  the  drum  and  is'  smoked  on  that  quarter  which  is 
beneath  the  projecting  arm  C,  The  drum  is  moved  by  a  ratchet  handle 
at  the  top ;  it  may  be  stopped  by  the  brake  at  the  side. 


1  The  following  table  gives  the  results  on  20  students  in  1896 : 

Averages  for  all. 
Subject:        A     B     CE     FGH     I     I     J      LMNO     PQR     SUZ 
Average:       4*    7*    59    46    80  123  71    99    77  X13    97    33    84    7a    5a  6s  147  1x7  xx8  60       81 

viuSuion:}   "    »4    x8      8      9    50    a    98    13    36    11     14    40    «o    19    5    so    17      63        17 

Relative  \ 

average    >  39    33    30    ^7    "    41    a    30    17    ja     xx    4a    48      7    3^    7    '»    'S      5    5  »'  P«"  cent, 
variation  :j 

^g^x'.     J  3*4  ^'^  5««  «.a  a.5  14.0  0.6  7.8  3.6  xo.x  3.x  3.9  xx. a  a.8  5.3  x.4  5.6  7.8   x.70.8    4.5 

The  results  give  the  times  for  the  alternated  movements  naturally  used  by  unprac- 
ticed  persons  in  attempting  to  move  the  telegraph  key.  By  trial  the  subject  can  finally 
select  the  most  rapid  movement,  which  will  frequently  be  much  quicker  than  the  origi- 
nal one.  The  average  variation  (or  mean  variation)  is  the  averajje  of  the  residuals ;  in 
the  example  above  it  would  be  the  average  for  the  column  v. 

■The  drum  of  the  previous  exercise,  which  is  fitted  with  an  automatic  break,  may  be 
used  for  this  exercise.  The  fork  and  adjusUble  marker  support  may  likewise  be  the 
same  as  before.  In  such  a  case  the  previous  exercise  should  be  put  far  enough  ahead  of 
this  one  in  the  course  to  avoid  any  need  for  the  same  pieces  in  two  simultaneous  exer- 
cises.   It  is  preferable  to  have  several  drums,  all  of  which  should  have  automatic  contacts. 

•See  Stud.  Yale  Psych.  Lab.,  1895,  III,  Fig.  16. 
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b.  Automatic  bredk}  The  projecting  arm  C  as  it  passes  the  rubber 
block  D  sUikes  a  projecting  pin  G  and  moves  it.  On  the  other  side  of 
D  there  is  the  small  arm  /  made  into  one  piece  with  the  pin  G ;  it, 
therefore,  moves  when  G  is  struck.  This  movement  brings  a  platinum 
point  away  fh>m  the  platinum  point  of  the  screw  H.  Thus,  if  the  two 
wires  of  an  electric  circuit  are  brought  to  the  posts  E  and  F^  the  current 
is  interrupted  every  time  C  strikes  G. 

c.  Marker  support.  The  carriage  i^  riding  on  the  steel  post  is  movable 
by  the  handle  J.  It  carries  a  projecting  rod  Z,  to  which  forks  and 
markers  may  be  attached.  When  two  markers  are  used,  as  in  the  present 
exercise,  an  adjustable  support'  M  is  placed  on  Z.  The  rod  of  ^  is 
placed  vertically.     This  rod  can  be  rotated  by  the  screw  Nor  lever  O. 

d.  Deprez  marker.  This  marker  is  adjusted  on  the  rod  of  the  support 
by  the  screw  P.  It  is  so  placed  that  when  it  is  lengthened,  by  turning 
the  screw  Q^  the  fine  point  at  the  end  can  be  brought  into  delicate  con- 
tact with  the  smoked  surface.  Bring  the  two  wires  from  a  i  A  battery  to 
the  posts  R^  S.  Notice  that  whenever  the  circuit  is  completed  the  arma- 
ture Fis  drawn  to  the  magnet  U^  and  that  when  it  is  broken  the  arma- 
ture flies  back.  If  this  does  not  happen,  the  adjustment  is  to  be  made 
more  delicate  by  altering  the  tension  of  the  armature  spring  at  the  back 
or  by  changing  the  amplitude  of  vibration  of  the  armature  by  moving  the 
cone  by  means  of  the  screw  T. 

e.  Electric  fork.  The  fork  used  in  this  exercise  is  arranged  to  vibrate 
just  as  that  in  Ex.  IX.  The  wires  from  a  battery  in  lA  are  brought 
to  the  two  binding-posts  as  before.  The  fork  is  not  attached  to  the  drum, 
but  is  placed  on  the  table. 

/.  Pfeil  marker.  The  Pfeil  marker  is  placed  on  the  adjustable  sup- 
port by  means  of  its  clamp  in  such  a  way  that  its  point  is  downward 
and  close  to  the  other  marker.  The  battery  wire  is  removed  fh)m  one 
post  of  the  fork  and  is  placed  in  one  of  the  posts  of  the  marker.  A  wire 
is  then  run  from  the  other  i)ost  to  the  fork:  Whenever  the  current  passes, 
the  coils  of  the  marker  become  magnetic  and  attract  the  armature  D  \ 
when  the  current  is  interrupted,  the  armature  is  released.  As  the  cur- 
rent is  made  and  broken  loo  times  per  second  by  the  fork,  the  armature 
vibrates  loo  times  per  second.  The  vibration  is  transmitted  to  the  re- 
cording point  by  a  connecting  bar.  The  extent  of  the  vibration  is  regu- 
lated by  a  screw  7%  which  adjusts  the  distance  of  the  magnets  fh>m  the 
armature.     The  finer  adjustment  of  the  point  against  the  drum  is  accom- 


^  The  lettering  is  on  the  apparatus ;  the  princip^  of  the  automatic  break  is  similar  to 
that  shown  in  Fig.  17. 

s  Sec  alx>ve,  Fig.  10 ;  for  this  exercise  the  claa\p  M  is  made  of  hard  rubber. 
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pHshed  by  a  screw  G  at  the  back.  The  marker  is  first  adjusted  so  that  its 
point  is  just  above  the  point  of  the  IDeprez  marker,  and  then  the  exact 
amount  of  pressure  against  the  drum  is  attained  by  G,  As  the  drum  is 
turned,  a  time  line  is  drawn  whose  waves  each  indicate  i/ioo  of  a 
second. 

Experiments, 

A,  Finding  the  latent  time  of  the  Deprez  marker.  The  current  is 
brought  to  one  pK>st  of  the  automatic  break,  then  from  the  other  post  to 
the  Deprez  marker  and  from  the  marker  back  to  the  battery.  The  drum 
is  slowly  rotated  till  the  arm  C  opens  the  break  and  makes  a  check  with 
the  marker.  If  this  is  carefully  done,  the  check  marks  the  exact  spot  at 
which  the  break  occurs.  The  carriage  is  then  run  down  and  back  in  order 
to  draw  the  zero  line,  or  the  line  at  which  the  break  occurs. 

With  the  Pfeil  marker  in  vibration  the  drum  is  now  set  in  rapid  rota- 
tion. The  carriage  is  then  moved  downward  with  sufficient  rapidity  to 
keep  the  records  separate.  The  result  is  a  series  of  records,  each  consist- 
ing of  a  time-line  and  the  line  drawn  by  the  Deprez  marker.  The  paper 
is  removed  and  varnished.  The  distance  from  the  zero-line  to  the  check 
in  the  marker-line  gives,  in  terms  of  space,  the  latent  time  of  the  marker 
at  the  break  ;  this  distance  is  turned  into  time  by  comparison  with  the 
time-line.  The  time  is  read  in  loooths  of  a  second.  Five  records  are 
computed  to  find  the  average  and  the  probable  error. 

B,  Adjusting  the  reaction  experiment.  A  new  piece  of  paper  is  placed 
on  the  drum  and  smoked  all  around.  The  Pfeil  marker  is  adjusted  as 
before.     The  zero-line  is  made  as  before. 

The  I A  circuit  through  the  automatic  break  is  taken  from  the  marker 
and  run  through  a  telephone  instead ;  a  click  is  thus  produced  in  the  tele- 
phone whenever  the  arm  C  strikes  the  point  G,  A  switch  for  turning 
off  the  current  is  inserted  in  the  circuit. 

Another  lA    current  is  run  through  the  Deprez  marker  and  then 
through  the  reaction  key.     This  key  comprises  two  steel  rods  on  which 
run  two  rubber  slides.*     The  adjustable  slide  A  is  fastened  at  any  desired 
place  by  the  nut  B;  the  excursion  of  the  movable  slide  M  can  thus  be 
regulated.     For  the  present  experiment  the  excursion  should  be  about  3  "". 
The  index  finger  is  placed  in  the  hole  of  M,  the  thumb  is  placed  in  the 
hole  of  A  and  the  key  is  steadied  by  the  third  finger.      The  battery  wires 
are  brought  to  the  post  of  AfsLiid  the  post  Tat  the  top.      When  the  finger 
is  extended,  the  circuit  is  closed ;  as  soon  as  it   is  moved,  the  circuit  is 
broken  and  the  Deprez  marker  moves. 


J  Sec  Stud.  Vale  Psych.  I^b.,  1893  I.  Fig.  30.     The  lettering  is  on  the  apparatus. 
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The  subject  is  comfortably  seated  with  the  reaction  kef  in  his  hand ;  he 
must  be  sk>  placed  that  he  sees  nothing  of  the  experimenter's  movements. 

C.  Pefformng  the  experiment.  The  subject  is  called  to  attention  by 
telephone  clicks  produced  by  tapping  the  automatic  break;  The  switch 
is  then  opened. 

The  drum  is  set  in  rotation ;  the  switch  is  closed  during  one  revo- 
lution, while,  the  carriage  is  lowered.  The  telephone  click  is  heard  by  the 
subject  and  the  reaction  is  recorded  by  the  m)Birker.  After  a  few  turns  of 
the  drum  the  switch  is  again  closed,  while  the  carriage  is  lowered  as  before. 
As  many  records  as  possible  are  obtained  on  the  drum.  The  p^per  is 
removed  and  varnished. 

/>.  Computing  the  results.  The  average  and  the  probable  error 
are  found  for  the  reaction  experiments.  Since  the  latent  time  of  the 
marker  is  included  in  the  recorded  time,  its  amount  must  be  subtracted 
in  order  to  find  the  reaction-time. 

Specimen  record,^ 


Milker. 

\ 

Reaction. 

m             V 

M 

V 

»« 

2                 o 

174 

24.7 

6ta09 

2                 o 

124 

25.3 

64a  09 

2                    O 

156 

6.7 

44.89 

2                    O 

130 

19.3 

37^.49 

2                     O 

166 

16.7 

278.89 

2                     O 

141 

8.3 

68.89 

154 

4.7 

22.09 

7)1045 

6)2037.53 

149.3 

10)339.59 
33.96 

•33.96=5.8 

^X  5.8  =  3.9 
Latent  time  of  marker,  a  ^  2«',  r  =  o\  Reaction -time,  a  =  I49«'  —  2^  ^  I47*'»  r  =:  3.9 

.    1  Results  for  12  students  in  1896  are  given  in  the  following  table  : 

Marker. 

Latent    Average 

time,     variation. 

A      I  o 

B      I  o 

Do  o 

^3  o 

y^     3  o 

G      z  o 

Mo  o 

No  o 

O      1  o 

P      I  o 

Q      2  o 

R      2  o 

Average :      2  o  137  ^\ 

The  different  latent  times  for  the  marker  are  due  to  different  adjustments  of  the  spring. 


Subject. 

Reaction 

Average 

time. 

variation. 

116 

6 

146 

16 

168 

24 

125 

15 

143 

12 

170 

27 

167 

14 

152 

14 

164 

31 

122 

18 

107 

20 

100 

61 
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Pot  fits  to  be  noted, 

I.  The  determination  of  the  reaction-time  of  the  subject  was  closely 
analogous  to  that  of  the  latent  time  of  the  marker ;  it  would  be  quite 
justifiable  to  speak  of  the  **  reaction -time  of  the  marker**  or  the  '*  latent 
time  of  the  subject.**  2.  Since  the  probable  error  of  the  marker  was 
o,  the  probable  error  for  the  reaction  records  must  be  a  personal 
quantity  of  the  subject. 

Questions, 

I.  How  would  you  proceed  to  determine  the  latent  time  for  a  spark 
coil  ?  2.  What  mental  element  that  was  measured  in  Ex.  IX  is  present  in 
the  subject* s  reaction? 

ExERQSE  XI. — Regulated  rhythmic  action.. 

( Needed :  recording  drum,  motor,  loo  v.  d.  fork,  fork  support,  automatic  make, 
soimder,  break  key,  spark  coil,  condenser,  smoking  and  varnishing  arrangements,  bat- 
teries of  I  A,  2  and  3  A,  and  4A. ) 

Afiparatus, 

The  automatic  contact  (Fig.  17)  is  attaciied  to  one  of  the  posts  of  the 
drum  by  the  screw  E  through  the  rubber  block  V,  A  projecting  pin  in 
the  drum  strikes  the  spring  arm  B  and  depresses  it  slightly  for  an  instant. 


The  current  is  brought  to  the  post  A  and  i>asses  through  the  arm  B 
to  the  platinum  disc  at  G,  Every  time  the  pin  on  the  drum  strikes  B 
contact  is  made  by  G  against  /and  the  circuit  is  closed.  7^  is  a  screw 
with  a  rubber  point  against  which  B  may  rest.  The  automatic  make  may 
be  turned  into  an  automatic  break  by  interchanging  /and  F. 

To  adjust  the  position  of  the  automatic  contact  apparatus  the  screw  E 
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is  loosened ;  it  is  also  so  armnged  that  it  can  be  swung  entirelj  out  of 
the  way  when  not  needed. 

llie  remaining  apparatus  is  the  same  as  that  used  in  Ex.  VI. 

The  2A  current  is  sent  through  the  automatic  make  and  the  sounder' 
in  series. 

The  fork  is  arranged  to  write  on  the  drum  and  to  be  kept  vibrating  as 
in  Ex.  VI. 

The  4A  current  is  sent  through  the  break  current  of  the  key  in  the  way 
explained  in  Ex.  VI. 

The  motor  is  arranged  to  run  the  drum  by  a  belt  connecting  the  two 
pulleys.  The  exact  rate  of  speed  described  is  obtained  by  varying  the 
amount  of  current  sent  through  the  motor. 

ExpeHmcfUs, 

A.  The  current  through  the  motor  is  adjusted  so  that  the  drum  re- 
volves once  a  second.  This  is  tested  by  comparing  the  clicks  during  a 
number  of  seconds  with  the  indicated  seconds  of  a  watch.  Then  the 
subject;  seated  near  the  sounder  and  away  from  the  drum,  taps  on  the  key 
knob  in  time  with  the  clicks.     A  record  is  taken  during  about  15*. 

B.  The  drum  is  adjusted  to  revolve  twice  a  second,  and  another  record 
is  made. 

C.  The  dnim  is  adjusted  to  revolve  three  times  a  second,  and  a  record 
is  made. 

With  a  full -width  paper  on  the  dnim  all  the  experiments  can  be  ob- 
tained on  one  sheet. 

JD.  The  zero-line  is  found  as  in  Ex.  VII. 

E.  Varnish  and  dry  the  paper. 

F.  Read  ten  successive  results  to  the  i/iooo  sec.  in  each  record  ;  dis- 
tances to  the  left  of  the  zero-line  are  — ,  to  the  right  -f . 

G.  Compute  the  constant  errors  (the  latent  time  of  the  sounder  is 
subtracted)  and  the  probable  errors  (see  Ex.  III). 


'The  sounder  has  an  electric  contact  arranged  to  close  a  circuit  at  the  moment  it  strikes 
( a  telegraph  relay  may  be  used).  Its  latent  time  for  a  current  of  2  amperes  can  be  de- 
termined and  marked  on  it.  A  convenient  way  of  determining  the  latent  time  is  to  con- 
nect the  contact  of  the  sounder  with  the  wires  from  C  of  the  battery  in  Fig.  7,  while 
the  wires  from  G  are  connected  to  the  primary  poles  of  the  spark  coil.  The  condenser 
is  also  attached  to  the  primary  poles.  As  the  contact  points  of  the  sounder  strike,  the 
current  which  passes  through  B^  G  and  the  coil,  is  short  circuited ;  this  is  piacticallj 
equivalent  to  its  being  interrupted  ;  a  sp^rk  record  is  therefore  made  as  usual. 
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Specimen  record} 

Speed  I.  Speed  2,  Speed  j. 

tn              V              v^  m             V            tA  m  v  v* 

-fSl          6.0          36.00  -{-10         7.6         57.76  —5  ^.^  10.89 

+  39          6.0          36.  —   7         9.4        88.36  —2  0.3  0.09 

+  40          5.0          25.  -f    6         3.6         12.96  —3  1.3  1.69 

+  47          2.0           4.  4-15       12.6       158.76  -fi  2.7  7.29 

+  41          4.0          16.  — 12       14.4       207.36  — 3  1.3  1.69 

+  53          8.0          64.  +3        0.6          0.36  —4  2.3  5.29 

+  50          50          25.  —    I         3.4         11.56  —5  3.3  10.89 

4-41          4.0          16.  —   7         9.4        88.36  -f- 1  2.7  7.29 

+  44          i.o            I.  +8        5.6        31.36  -1-2  3.7  13.69 

+  44          1.0           I.  +9        6.6        4356  — I  0.7  0.49 

+45^                   9)224.60  +51                9)76040"  +"4  9)59-30 

10)25.00  — 27                10)77.82  — 23  10)6.59 


2.50  +2.4  7.78  — 1.7  0.66 

•2750=1.6  1/7778  =  2.8  1/6^66  =  0.8 

%X  1-6=1.1  2^X2.8  =  1.9  %Xo.8  =  o.5 

rt=  +  38.odbi.i  <2  =  —  46±i-9  «  =  —  87di0.5 


Points  to  be  noted, 

I.  There  is  a  continual  estimate  of  the  time  interval  and  an  anticipa- 
tory reaction ;  this  estimate  is  corrected  every  time  by  occurrence  of 
the  sound.  2.  The  signs  of  +  or  —  for  the  constant  errors  and  the 
largeness  or  small ness  of  the  probable  errors  are  quite  different  for  dif- 
ferent subjects.  *     3.  One  of  the  speeds  is  specially  favorable  to  regularity. 


^  The  following  table  gives  the  results  for  13  students  in  1896 : 

Speed  J.  Speed  2.  Speed  j. 

Constant  Average  Pkobable  Constant  Average  Ph>b.  Constant  Average  Prob. 


error. 

variation. 

error. 

error. 

variation. 

error. 

error. 

variation. 

error. 

A 

+    51 

25 

7.0 

—  28 

9 

2.5 

+  20 

19 

5.3 

B 

+   44 

75 

21.0 

-84 

32 

9.0 

—  9 

20 

5.6 

C 

—  53 

22 

6.2 

—  23- 

■    19 

5.3 

+  75 

17 

4.8 

D 

+    14 

57 

16.0 

—  42 

15 

4.2 

+   2 

18 

5.0 

K 

—  31 

19 

5.3 

—  30 

17 

4.8 

— 10 

7 

2.0 

F 

—  57 

32 

9.0 

—  20 

10 

2.8 

—  25 

10 

2.8 

I 

—   57 

25 

7.0 

+  36 

ZZ 

9.2 

—zz 

19 

5.3 

J 

—  105 

37 

10.4 

—  57 

13 

3-6 

—  86 

20 

5.6 

0 

+    12 

60 

16.8 

+  10 

19 

5.3 

+  37 

30 

8.4 

Q 

+   29 

19 

5.3 

+  10 

7 

2.0 

+  25 

7 

2.0 

R 

+    15 

20 

5.6 

—   8 

II 

31 

+  14 

6 

1.7 

S 

—  28 

"4 

319 

86 

16 

4.5 

—  5 

7 

2.0 

T 

+   72 

41 

11.5 

-89 

83 

23.2 

—  40 

5 

I  4 

*Sec  New  Psychology,  182. 
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£xp€TtfntfUs, 

A.  Reaction  with  conHnucus  expectaUan.  The  experimenter  sets  the 
drum  in  rotation  and  then  taps  a  few  times  on  the  telegn^h  key.  The 
switch  is  left  closed.  The  subject  holds  the  telephone  to  the  ear  and 
takes  the  reaction  key  in  the  hand  as  in  Ex.  X.  de  is  to  be  constantly 
attentive  and  to  react  whenever  the  telephone  dicks.  The  experimenter 
begins  to  move  the  marker  carriage  slowly  and  continues  to  do  so  while 
he  presses  the  multiple  key.  Two  sparks  will  be  seen,  one  from  the 
multiple  key  and  one  from  the  reaction  key ;  the  multiple  key  is  then 
released  and  the  movement  of  the  carriage  stopped.  The  experiment  is 
repeated  for  about  lo  times  at  intervals  of  about  15'. 

B.  Reaction  with  specialized  expectation.  The  experimenter  pro- 
ceeds as  before,  except  by  giving  a  warning  signal  on  each  occasion  about 
2^'  before  the  stimulus  is  produced.  This  he  doos  by  tapping  the  tele- 
graph key  before  pressing  the  multiple  key.  The  subject  is  not  to  ex- 
pect the  telephone  sound  except  when  warned  by  the  sounder.  Ten  ex- 
periments, as  before. 

C.  Reaction  with  discrimination  and  choice.  The  subject  is  to  react  to 
the  weaker  sound  and  not  to  the  louder  one.  The  experimenter  pro- 
duces them  in  irregular  order  by  manipulating  the  switch  before  each 
experiment.     The  procedure  is  as  in  C     Ten  experiments. 

Computation, 

The  record  sheet  is  removed  from  the  drum  and  varnished  as  in  Ex. 
VII.  The  latent  time  of  the  sounder  (known  from  Ex.  Xl)  is  allowed 
for  as  each  recorded  is  counted.  The  averages  and  probable  errors 
are  calculated.  Denote  the  averages,  by  a,  b  and  c^  and  the  prob- 
able errors  by  r^,  r^  and  r^.  Find  p  ^^  b  —  a ,  ^  =  ^  —  b^  s  ^sa  r^  —  r^, 
and  t=  r^  —  r^.  The  quantity  /  gives  the  lengthening  (+ )  or  shorten- 
ing ( — )  in  the  reaction-time  due  to  the  specializing  of  expectation ;  s 
gives  the  increase  (-f )  or  decrease  (  — )  in  irregularity  for  the  same 
cause ;  q  gives  the  lengthening  due  to  the  introduction  of  additional 
mental  processes ;  and  /  gives  the  increase  in  irregularity  for  the  same 
cause. 

Points  to  be  noted, 

I.  To  eliminate  progressive  and  other  errors  the  phenomena  A^  B  and 
C  should  be  investigated  in  pairs  ;  thus  on  one  occasion  A  and  B  should 
be  investigated,  and  B  and  C  on  another.  2.  More  mental  labor  is  re- 
quired of  the  subject  in  A, 
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Questions, 

I.  In  determining  the  difference  between  A  and -^,  how  would  you 
proceed  in  order  to  avoid  progressive  errors?  2.  In  determining  the  dif- 
ference between  B  and  C,  on  what  system  would  you  arrange  the  experi- 
ments in  order  to  equalize  differences  that  might  arise  from  employing 
two  intensities  of  sound  ? 


EXERQSE   XIII. — ^TlME  ESTIMATES. 

(Needed :  kymograph,  contact  attachment,  2  Meumann  contacts,  250  v.  d.  fork, 
fork  box,  10  V.  d.  fork,  Marey  recording  tambour,  induction  coil,  telephone,  key,  spark 
coil,  condenser,  plain  recording  point,  I A  battery,  4A  battery,  smoking  and  varnishing 
arrangements,  cn>ss>section  paper. ) 

ApparcUus. 

a.  Kymograph,     As  in  Ex.  VIII. 

b.  Contact  attachment}  The  support  is  screwed  to  the  base  of  the 
kymogragh.  The  projecting  gear  wheel  is  adjusted  to  fit  to  the  gear 
wheel  that  has  been  placed  on  the  axle  of  the  kymograph.  As  the  kymo- 
graph moves,  the  arm  on  the  contact  attachment  passes  over  the  graduated 
circle. 

c.  Meumann  contact,'^  A  metallic  star  with  six  arms  is  held  to  a  rub- 
ber block  by  a  screw  in  the  center.  At  each  rotation  of  the  projecting 
arm  it  strikes  an  arm  of  the  star  and  rotates  it  by  5^  of  a  revolution. 
Three  of  the  arms  bear  small  screws  which  touch  two  metallic  points 
sunk  in  the  rubber  block.  The  rubber  block  is  fixed  to  the  circle  of  the 
contact  attachment  by  the  projecting  screw. 

Let  the  circuit  from  the  lA  battery  be  sent  through  the  back  binding- 
post  and  the  left-hand  side  post  of  a  contact.  The  circuit  is  completed 
every  time  an  arm  bearing  a  screw  passes  over  the  sunken  contact,  and  is 
broken  every  time  the  screw  arm  is  moved  off.  Consequently  the  central 
arm  alternately  closes  and  opens  the  circuit  as  it  passes  this  block.  If  a 
current  producing  a  tone  were  sent  through  this  contact,  the  tone  would  al- 
ternately be  turned  on  and  off.  A  red  mark  on  the  block  opposite  the 
graduated  circle  serves  to  indicate  when  the  circuit  is  closed. 

The  second  contact  is  connected  in  series  with  the  first  one.  The  two 
side  posts  of  this  contact  are  connected  together ;  the  circuit  is  broken 
when  the  arm  of  the  star  moves,  but  is  immediately  closed  again  by  a 


>Fig.  236  in  WuNDT,  Physiol.  Psychol.,  II  424,  Leipzig,  1893. 
»Fig.   5  in  Meumann,  BcUrdge  zur  Psychologic  des  Zeitbewmstseins^  Philos.  Stud., 
1896  XII  147. 
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contact  point  reaching  the  second  sunken  contact.     A  white  mark  on  the 
block  indicates- when  the  circuit  is  broken. 

Consequently:  i.  the  current  passes  through  the  second  block  only 
when  it  passes  through  the  first  one,  i.  e.,  at  alternate  revolutions  of  the 
central  arm ;  2.  the  current,  when  passing,  is  broken  for  a  brief  instant 
at  the  second  block. 

d,  250  V.  d,  fork.  Same  as  100  v.  d.  fork  of  Ex.  IX,  except  in  the 
rate  of  vibration,  which  is  250  times  a  second. 

e.  Fork  box.  This  is  a  box  padded  with  felt.  Wires  from  the  inside 
are  brought  to  binding  posts  on  the  outside.  The  fork  is  put  in  the  box 
and  connected  to  the  wires. 

/.  JO  V.  d,  fork.  This  fork,  vibrating  10  times  a  second,  is  hung  from 
a  strong  support.  One  prong  carries  a  sliding  collar  coimected  by  a  small 
link  to  the  metal  disc  on  the  top  of  a  tambour.  As  the  fork  vibrates,  the 
movement  is  mechanically  transmitted  to  the  air  of  the  tambour.  The 
amplitude  of  the  movement  of  the  top  6f  the  tambour  is  r^;ulated  by  mov- 
ing the  collar  along  the  prong.  The  tension  of  the  rubber  top  is  adjusted 
by  means  of  the  jamb  nuts  that  clamp  the  tambour  to  the  support. 

g,  Marey  recording  tambour.     As  in  Ex.  VIII. 


Fig.  18. 

h.  Induction  coil.  This  consists  of  a  short  primary  circuit  of  coarse 
wire  (red)  and  a  longer  coil  of  thinner  wire  (green).  The  two  coils  are 
not  connected ;  the  secondary  one  is  loose  and  can  be  placed  an3rwhere. 

/'.  Key.     The  key  of  Ex.  IX  is  used ;  only  the  rear  (or  break)  con- 
tact is  employed.     The  condenser  is  connected  to  the  key  around  the 
break, 
y.  Spark  coiL     As  in  Ex.  IX. 

k.  Plain  recording  poiftt,  A  brass  arm  terminated  by  a  flexible  steel 
point  of  pendulum  wire  is  attached  to  a  small  rubber  block  by  a  thumb 
screw  (Fig.  18).  The  opening  through  which  the  screw  passes  is  elon- 
gated to  allow  adjustment  of  the  point  lengthwise.  During  the  ex- 
periment the  point  is  adjusted  to  lightly  touch  the  surface  of  the  drum. 
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/.  Smoking  and  varnishing.     As  in  Ex.  VII. 

m.    Timing  the  drum.     The  Marey  tambour  is  adjusted  so  as  to  write  oi^ 
the  drum.     The  tube  is  connected  with  the  tambour  of  the  lo  v.  d.  forK- 
A  blow  is  struck  on  one  prong  of  the  fork  and  the  tambour-point  vibrat^^ 
lo  times  a  second.      As  the  drum  revolves,  the  time  line  is  drawn  on  i^- 
Adjust  the  drum  to  revolve  once  in  9  seconds.  ^ 

n.  Adjustment  of  the  tone.  Bring  one  of  the  wires  from  the  i  A  battery 
to  the  fork  by  way  of  the  fork  box  und  from  the  fork  through  the  primary 
circuit  of  the  induction  coil  back  to  the  battery.  Connect  the  ends  of  th^ 
secondary  coil  to  the  telephone  and  lay  the  coil  beside  the  primary  one- 
A  tone  is  heard  in  the  telephone  when  the  fork  is  set  vibrating. 

Break  into  the  telephone  circuit  and  by  extra  wires  insert  the  star  con- 
tacts (which  have  already  been  connected  together  as  described  under  r)  • 
When  the  kym6graph  is  running,  a  tone  will  be  turned  on  and  then  inter- 
rupted for  an  instant ;  this  occurs  at  alternate  revolutions. 

o.  Adjusting  the  spark  record.     The  current  from  the  4A  battery  is  run 
through  the  break  key  and  through  the  primary  circuit  of  the  spark  coil . 
The  condenser  must  be  connected  around  the  break.      The  simple  record- 
ing point  is  connected  to  one  of  the  secondary  poles,  the  drum  to  tAe 
other.     Whenever  the  key  is  tapped,  a  spark  flies  from   the  point  to  tKe 
drum. 

/.  Drawing  the  zero-lines.     Place  the  first  contact  with  its  red  m^  a.t; 
o*^.     Loosen  the  back  screw  B  (see  Fig.  17)  of  the  kymograph.     Tiurrm 
the  drum  slowly  till  the  tone  is  first  heard.     Draw   a  zero-line  by  lo^wr^ 
ering  the  drum  axially  by  the  handle  H.     This  line  indicates  the  momc-^^; 
at  which  the  tone  begins.     With  the  second  contact  at  40     turn    ti^^ 
drum  fiirther  until  the  tone  has  been  interrupted  and  3«st  begun  agaxxx    • 
draw  another  zero-line,  which  indicates  the  moment  at  which  ^'^^^^^^^A 
tone  begins.     Place  the  second  contact  at  80**  and  tlicn  at  120    an 
zem-iines  as  before. 

Experiments, 

>•   ^^^    second.     Place 
A.  Measunng  the  time  estimate  for  a  tone   of    ^^^    ^ 

{•n^s  are  40    apart, 
contacts  so  that  the  red  and  white  indicating  poixiv»^  rruption  C 

will  give  a  tone  lasting  one  second,  then  a  moment  s 
a  sec.)  and  thereafter  another  tone.  wmograph  is 

The  subject  is  seated  with  eyes  closed.        ^  nc    .^^^^^  ^^  .^ 
motion.     The  tone  begins,  is  interrupted    for   an         ,   ^  j^ 
again.     When   the  subject   thinks  that   it   Has    las  e 


*  If  deitred,  the  drum  may  be  timed  by  a  watcb,  ^T    ^^ 

by  mtk  electric  fork. 

9 


tliod  used  in  Ex.  V- 
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interruption  9&  it  did  before^  he  presses  the  key.  After  a  few  prelimi- 
nary  experiments  for  the  sake  of  practice,  the  experimenter  loweis  the 
drum  slightly  (by  the  small  handle  at  the  top)  after  each  experiment. 
Six  records  are  taken. 

B.  Measuring  the  time  estimate  far  two  seconds.  The  contacts  are 
placed  at  So^  apart  and  the  experiments  are  repeated.     Six  records. 

C.  Measuring  the  time  estimate  for  three  seconds^  The  contacts  are 
placed  120^  apart     Six  records. 

D.  Measuring  the  time  estimate  for  four  seconds.  The  contacts  are 
placed  160^  apart     Six  records. 

Computation. 

Cut  off  a  piece  of  the  time-line.  Use  it  as  a  scale,  reading  the  lotfas 
of  a  second  and  estimating  the  looths.  The  records  for  i  second  are 
placed  in  the  first  column,  those  for  2  seconds  in  the  fourth  column,  etc 
The  average  is  found  for  each  column.  The  probable  errors  are  also 
computed. 

Let  the  standard  interval  be  indicated  by  T  and  the  interval  as  esti- 
mated by  /.  Find  the  constant  error  ^  s  /  —  7*  for  each  value  of  T. 
Thus  for  T'as  i  sec.  and  /»  85,  r  «  85  —  100  ■■  —  15. 

In  this  way  two  series  of  values,  the  constant  error  c  and  the  probable 
error  r,  are  obtained  for  the  series  of  values  used  for  T^.  Put  c^ 
fi^T)  and  r^  F  (^T),  as  explained  in  Ex.  III.  Plot  the  curves  for 
these  functions  as  explained  in  Ex.  I.  and  II. 

Points  to  be  noted. 

I.  Note  the  tendency  to  underestimate  long  intervals  of  time.  Ex- 
tremely short  intervals  are  overestimated.     2.  The  reaction -time  is  not 


1  Results  for  \ 

9  students  in  1896  are  given  in 

the  following  table. 

In  this 

case  the  tinM 

was  measured  from  the  beginning  of  the  first  tone  to  the  beginning  of  the  second. 

I  Sec. 

2  Sec. 

4 

3  Sec. 

4 

Sec 

Const. 

Aver. 

Prob. 

Const. 

Aver.  Ph>b. 

Const  Aver.  IVob. 

Const  Aver. 

Fh*. 

error. 

var. 

error. 

error. 

var.    error. 

error. 

var.    error. 

error. 

var. 

error. 

C 

+17 

13 

3.6 

+69 

8       2.2 

+81 

20     5.6 

+  84 

26 

7.3 

G 

+21 

13 

3.6 

—28 

20       5.6 

—73 

12     3.4 

—109 

15 

4.2 

I 

—23 

10 

2.8 

— 22 

36     10. 1 

■                 • 

—57 

50    X4.0 

—  86 

40 

II.2 

K 

+  I 

9 

2.5 

—52 

9       2.5 

—70 

20     5.6 

—  49 

x8 

5.0 

0 

—66 

4 

I.X 

—88 

10       2.8 

—28 

22      6.2 

—  50 

28 

7.8 

P 

—23 

8 

2.2 

-f4i 

27       7.6 

-63 

21      5.9 

—135 

42 

XI.8 

R 

—  7 

II 

3.1 

+27 

15       4.2 

+  3 

12       3.4 

—    7 

18 

5.0 

S 

+  25 

14 

3-9 

+11 

28       7.8 

-87 

8     2.2 

—149 

x8 

5.0 

7 

—13 

12 

3-4 

—92 

21       5.9 

+35 

62    17.4 

—104 

37 

10.4 
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to  be  subtracted  fxx)m  the  second  interval,    because  the  subject  ^^^°^^' 
tarily  times  his  movement  to  occur  at  the  point   desired ;  see  Ex.  XI. 

Questions, 
I.  These  experiments  are   frequently  referred    to    as   being  ^^       ^ 
-  time-sense''  or  -  time-consciousness. "     How  would  y^''^'''' ^"^^^ 
term   scientifically?     Compare    Ex.   IV    (Point    a).      «•       ^     ^^  ^^ 
characteristics  would  be  indicated  by  a  large  negative  constant  e 
a  large  probable  error  ? 

ExERQSE  XIV— Complex  reaction -time. 

(Needed :  pendulum  chronoscope.^) 

Apparatus.  ^  ^^^  ^^  ^ 

An  accurately  adjusted  double-bob  pendulum  is  nci      ^^.  ^^j^g  ^nn  of 
right-hand  side.     The  Ught  pointer  is  caught   on   the  pr  j 
the  pendulum.  ^^^^^  ^^  the  baicta 

The  chronoscope  is  first  leveled  by  placing  a  spi  ^^  ^^  turned  Itt 
a  line  parallel  to  the  fix)nt ;  the  screws  of  the  two  ^  i  is  then  turned  Jt 
the  bubble  of  the  level  is  in  the  middle.  The  Icve 
right  angles,  and  the  screw  of  the  rear  leg  is  turn      -      ^^  ^^  as  it  wiM 

The  large  milled  head  in  front  is  turned  ^^^^l^^*Y>utton  at  the 
thereby  closing  the  shutter  and  setting  the  reac  i  right,  the 

When  the  experimenter  piaesses  the  release   a  ^^  oppo"^** 

swings  forward,  recusing  the  shutter  by  striking  ^    ^^  prcsscf  Ae 
where  the  pointer  indicates  zero.     When  the  su   -^       ^^  ^^  the  r^ 
button,  a  horizontal  bar  behind  the  pointer  ^^^"^^T^  ^^\  of  tlie 
graduation  on  the  scale  gives  the  time  ^^^^^"^  ^-cHcd  by 
the  pressing  of  the  button.     This  scale  is  estao       ^- ^j^jiar  to 
son  with  fork  records  on  the  drum  in  a  man^  indicale 

ployed  in  Ex.  VII.      The  figures  op   the    ^^^  xootbi^ 
second  ;  in  this  exercise  the  readings  are  to  t>«^      placed  M' 

In  executing  an  experiment  the  pendulum  bead  1^ 

pointer  is  carefully  caught  on  it,  and  the  i^  -    --  ^ 

and  white  slips  are  inserted  alternately   ^^ 
The  subject  is  comfortably  seated  with  his  ti    *^  ^^ 
he  is  to  press  the  button  as  soon  as  the  shut 
released  and  the  experiment  is  made  ;    tn*^ 
with  apparatus  and  method  is  attained.      ^ 
about  two  seconds  before  each  experiment 


» See  Stud.  Yale  Psych.  Lab.,  1895,  III  9«,  »«^ 
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The  indiyidual  experiments  should  be  sepemted  hf  about  xo  seconds ; 
the  groups  by  «t  least  30  secoiids..  When  a  gtoup  is  begun,  three  or 
four  experiments  should  be  fiist  taken  without  making  any  record  of  them. 
The  subject  must  not  know  his  results. 

Experimenii. 

,  4^  Sin^  re0€tiafh  T3ie  exposure  wheel  is  turned  so  that  a  led  slip  is 
behind  the  ^hultar.  The  sulqect  knows  the  ccdor  to  be  shown ;  he  is  to 
press  the  button  just  as  soon  he  sees  it.  Five  records  are  takai  j  the 
results  are  placed  in  the  column  m^. 

B.  Reaction  wiA  discriminatum.  The  subject  is  to  react  every  time 
as  before,  but  is  to  see  the  color  distinctly  before  reacting.  The  experi- 
menter at  each  experiment  gives  the  exposure  wheel  a  twirl,  letting  it 
stop  on  whichever  notch  it  happens  to  s^ke.  If  it  stops  between  two 
ooion  it  ts  turned  to  die  next  notch.  The  presentation  of  the  cokns  is 
thus  a  matler  of  dunce..    Five  records  are  made ;  ccdumn  m^ 

C.  ReacHim  with  discrindnaHan  and  choice.  The  subject  is  to  react 
only  to  red;  for  white  be  is  to  remaiti  still.  Tfte  wheel  ts  twirled  as 
before.  Five  reootds  are  made.  An  account  is  dso  kept  of  the  nm- 
ber  of  mistaiGes ;  Golman  si^. 

D.  Same  as  C,  but  Willi  reaction  to  white  and  rest  to  red  oolumn  m^ 
.  £.  Same  as  B ;  column  m,. 

jF.  Same  as  A,  but  with  white  instead  of  red ;  column  m^. 

The  simple  reaction  time  is  composed  of  Ijwp  jaental  processes,  sensa- 
tion and  volition.  The  extra  process  introdiiced  in  experiments  C  and 
E,  is  known  as  discrimination ;  die  average  for  m,  substracted  from  that 
for  w,  will  give  the  discrimination  time.  The  process  introdnced  in  B, 
and  D,  is  known  as  choice ;  the  average  for  m^  from  that  for  m^  will 
give  the  time  of  choice. 


Specimen 

record. 

I 

w, 

^l 

^I« 

«i 

^. 

V,* 

», 

*'» 

^.* 

21 

0.1 

O.OI 

29 

0.1 

0.01 

35 

4.9 

24.01 

22 

0.9 

0.81 

30 

I.I 

1. 21 

34 

5.9 

34.«t 

20 

I.I 

X.2I 

39 

0.1 

0.01 

39 

0.9 

aSi 

22 

0.9 

0.81 

28 

0.9 

0.81 

41 

I.I 

i.ai 

23 

X.9 

3.61 

27 

2.9 

8.41 

32 

7.9 

62.41 

21 

0.1 

O.OI 

^9 

0.1 

0.01 

4a 

2.1 

4.4X 

21 

0.1 

O.OI 

3a 

3-* 

9.61 

37 

a.9 

8^ 

ao 

1.1 

1. 21 

35 

6.1 

37.  ai 

35 

4.9 

14.01 

20 

X.I 

1. 21 

29 

0.1 

O.OI 

30 

9.9 

98.01 

21 

0.1 

O.OI 

28 

0.9 

0.81 

44 
39-9 

5.1 

26.01 

21. 1 

9)8.90 

28.9 

9)58.10 

9)284.10 

10)0.99 
0.09 

10)6.46 
0.65 

10)31.57 
3.16 
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^'009=0.3  1/065=0.8  Vyvb^tX 

Simple  reaction-time  :  a,  =  21.  i,  rj  =  0.2. 

Reaction  with  discrimination:  <r,  =  28.9,  r,  =  0.5. 

Reaction  with  discrimination  and  choice:  a, .=  39.9,  r^=si.2. 

Discrimination- time,  d=ia^  —  a,  ^  7. 8. 

Choice-time,  f  =  tf,  —  a,  ^  1 1 .  o. 

Points  to  be  noted. 

I.  The  empirically  established  scale  takes  up  the  crror»  of  the  apj* 
ratus.  2.  The  results  </  and  ^  are  termed  **  discrimination -tim«  "  «ttd 
'*  choice-time;"  these  terms  are  to  be  defined  by  giving  the  fsmsxafcn 
in  which  the  results  were  obtained.  They  are  not  to  be  deftoed  m>  tir 
times  required  for  the  execution  of  two  processes  known  as  diituruoiasv 
tion  and  choice  which  are  defined  in  some  other  way.  2.  We  wouhW> 
pect  that  tf,  —  tf J  =  ^  +  r,  but  this  will  rarely  happen  in  pefftmniiii^  iif. 
exercise  owing  to  unavoidable  sources  of  error  in  the  unttaittud  wi^et* 

Questions. 
I.  What  would  probably  have  been  the  change  in  the  wawibi  if  te;** 
perimenter  had  arbitrarily  placed  the  colors  instead  of  aU(M«^tf4g  IbtMir'^ 
tion  by  chance  and  if  the  subject  had  known  this  (act?     ^    W^Milir 
l)robable  error  larger' for  a,  than  for  a^  ? 

Exercise  XV.— Association -tim*^ 

(Needed:  pendulum  chronoscope,   cards   with    wordii,    <*••  mit*  ^ 
battery. ) 

Apparatus. 

tf.  Pendulum  chronoscope.     See  Ex.   XIII-  .?lfl??iL^  ^^*^ 

the  base  is  arranged  to  operate  the  reaction-key 
sent  through  it.     The  poles  are  at  the  posts 

b.    Cards  with  words.     Two  sets  of  snia.ll                     ^^- 
are  placed  beside  the  apparatus.     One  set    is  to  *^*^^^*^^^S^ 
menter ;  it  must  not  be  seen  by  the  subject  ;  TVI^^^^^^^^^^^^ 
ing  the  sets  are  not  to  be  opened  until  everytni^^P^^^^mjl^^ 
taking  records.  ^  ^ ^ 

r.   a///  key.     This  is    the  modifieci    t^l  ^  Si  m^  A^     '^ 
ranged   for  a  break  contact   only,     ^^     *^i--     ^^_    ^^  ^  **^' 
on  blocks  so  as  to  be  just  below    the    ^7^  ^^^^2i  '  "^ 

rent  from  the   2A  battery  is  brought     t€>    tPCp^Pfc^.     J^^ . 
the  straight  bar  behind  the  chronoscope  •«  9"  ^ 
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The  back  contact  of  the  key  is  now  similarly  connected  with  the  battery. 
As  contact  is  made  as  long  as  the  key  is  untouched,  this  acts  as  a 
''shunt "  and  the  current  passes  through  the  key  (almost  entirely)  rather 
than  through  the  longer  and  more  difficult  circuit  of  the  magnet.  Conse- 
quently the  magnet  does  not  act  until  the  key  is  touched.^ 

The  subject  is  comfortably  seated  so  as  to  see  the  exposure  opening. 
The  key  is  adjusted  to  bear  lightly  against  his  chin. 

£xp€fiffi€fUs* 

A.  Sensory  motor  associoHon,  The  experimenter  opens  the  box  con* 
taining  the  cards,  and,  out  of  sight  of  the  subject,  inserts  one  of  them  in 
the  exposiue  wheel.  When  the  shutter  fiUls  and  exposes  the  word  the 
subject  is  to  repeat  the  word  aloud,  alwa3rs  emphasizing  the  chin  move- 
ment so  as  to  move  the  key  knob.  Three  or  four  experiments  are  taken 
in  order  to  give  practice.  Thereafter  the  wheel  is  filled  with  lo  new 
cards.     Five  records  are  made. 

B,  Association  of  ideas.     Leaving  the  same  cards  in  the  wheel  the  sub- 

ect  upon  seeing  a  word  is  to  call  out  the  first  other  word  that  occurs  to 

him.     Several  experiments  are  made  for  practice.     Ten  new  cards  are 

then  inserted  and  five  records  are  taken.     After  each  record  the  pair  of 

associated  words  is  written. 

C.  Fill  the  wheel  with  ten  cards  more  and  make  five  records  on  asso- 
ciation of  ideas  as  in  B, 

D,  Fill  the  wheel  with  ten  cards  more  and  make  five  records  on  sen- 
sory motor  association  as  in  ^. 

Computation, 

Find  the  average  and  the  probable  error  for  each  kind  of  association. 

If  we  assume  that  in  the  association  of  ideas  an  extra  mental  process  is 
directly  added  to  the  sensory  motor  association,  the  time  for  this  process 
is  found  by  subtracting  the  time  for  sensory  motor  association  from  the 
gross  association -time  as  recorded. 

Points  to  be  noted. 

1 .  Note  that  the  larger  characteristic  variations,  as  compared  with  Ex. 
XIII,  may  indicate  any  or  all  of  the  following  sources :  i.  complexity  oi 
the  processes ;  2.  presence  of  disturbing  influences  ;  3.  vagueness  in  the 
definitions;    4.  inadequacy  of  the  methods  of  experimenting. 

2 .  Note  that  the  subject  is  not  told  to  associate  as  quickly  as  possible. 


1  With  a  lamp  baUery  the  connections  are  made  as  in  Fig.  7 ;  the  wires  from  socket 
G  are  brought  to  the  magnet  and  those  from  socket  C  to  the  key. 
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Questions. 

I .  What  is  the  relation  between  simple  reaction  and  sensory  motor  as- 
sociation ?     2.  Why  is  the  latent  time  of  the  magnet  left  undetermined? 


Exercise  XVI. — Reproduction  of  a  tone  by  the  voice. 

( Needed :  100  v.  d.  fork,  spark  coil,  condenser,  PuLUj  tube,  simple  switch,  disc 
with  graduated  series  of  dots,  manometric  flame  with  mouthpiece,  motor  with  lamp 
board,  4A  battery. ) 

Apparatus. 

a.  Electric  fork.  The  current  from  the  4A  battery  is  run  through  the 
fork  in  a  manner  similar  to  that  for  the  battery  through  the  fork  in  Ex. 
IX.  To  diminish  the  spark  the  poles  of  the  condenser  (Ex.  IX)  are  con- 
nected to  the  fork  at  each  side  of  the  break,  i.  e.,  at  the  points  closest  to 
the  platinum  wire  and  the  platinum  disc.  One  of  these  points  is  the 
binding  post  at  the  back  of  the  fork  (it  could  not  be  closer  without  in- 
terfering with  the  vibration  of  the  fork)  ;  the  other  is  at  a  screw  on  the 
brass  base  supporting  the  platinun  disc  (not  at  the  binding  post  at  the 
end  of  the  magnet  wire). 

b.  Spark  coil  and  Puluj  tube.  One  of  the  wires  is  removed  from  the 
fork  and  brought  to  one  of  the  primary  poles  P  oi  the  coil  (Ex.  IX)  ; 
the  other  pole  P  is  connected  to  the  fork.  The  current  thus  runs 
through  the  primary  circuit  of  the  coil  ;  as  it  is  interrupted  by  the  fork 
100  times  per  second,  100  si)arks  occur  at  the  poles  of  the  secondary  coil. 

The  poles  of  the  secondary  coil  are  connected  to  the  posts  of  a  shunt 
switch  (Ex.  XII).  Thread-like  wires  are  led  from  this  key  to  the  poles 
of  the  Puluj  tube. 

The  Puluj  tube  is  a  vacuum  tube  having  between  the  electrodes  a  mica 
plate  coated  with  a  phosphorescent  substance.  When  the  short  circuiting 
key  is  open,  this  surface  gives  a  flash  of  light  at  every  break  in  the  primary 
circuit ;  consequently,  when  the  fork  is  vibrating,  it  flashes  100  times  a 
second.     If  the  flash  is  not  strong,  reverse  the  wires  at  the  poles. 

c.  Disc  with  dot  scale,  A  disc  of  cardboard  is  marked  with  2 1  rows  of 
dots,  each  row  differing  from  the  next  by  one  dot.*  The  disc  is  placed 
on  the  axle  of  a  motor,  to  which  the  current  is  supplied  by  a  lamp-board, 
When  the  disc  is  put  in  rotation  the  dots  fuse  into  a  set  of  gray  rings. 
The  room  is  darkened  and  the  Puluj  tube  is  placed  close  to  the  disc  so 
as  to  illuminate  it.  At  a  certain  speed  of  the  disc  one  of  the  rings  will 
reappear  as  a  series  of  dots  at  rest ;  according  to  the  laws  of  stroboscopic 


1  Fig.  19  is  a  reduced  copy  of  the  original  disc  which  is  75  cm.  in  diameter.     Although 
rather  small,  Fig.  19  can  be  cut  out  and  ubed  on  the  motor. 
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viaion  there  must  then  be  loo  dots  in  thu  ring  psanng  by  the  tube  in  me 
second.  The  oei^boring  rings  will  also  break  up  into  dotft,  but  the  doti 
will  appear  in  motion ;  those  in  which  less  than  loo  pasi  per  secmd  will 
appear  to  move  backward,  while  those  in  which  there  are  more  wiU  move 
forward.  It  will  sometimes  tuqipeo  that  no  ring  will  pass  euctly  loo 
dots ;  a  touch  on  the  axle  will  then  slightly  diminish  the  speed.  The 
speed  of  the  motor  is  adjusted  by  varying  the  onount  of  curreot. 


Fn;.  19. 

li.  Mammelri(  flame.  Illuminating  gas  is  brought  to  the  front  part  of  s 
capsule  (Fig.  10)  from  which  it  issues  as  a  small  jet;  the  size  of  this  jet  is 
regulated  by  a  small  stopcock.  The  back  of  this  capsule  is  formed  by  a 
thin  membrane.  Back  of  this  membrane  is  a  small  chamber  opening  into 
a'trumpet-shaped  mouthpiece.  Upon  singing  into  this  mouthpiece  the 
membrane  is  made  to  vibrate  by  the  vibration  of  the  air  producing  the 
tone.  The  gas  in  the  capsule  is  likewise  set  in  vibration,  whereby  the 
flame  alternates  between  maximum  and  minimum  of  size  with  every  vibia- 
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tion.  These  vibrations  of  the  flame  can  be  seen  by  moving  the  eyes 
suddenly  sidewise.  The  vibrations  produce  periods  of  light  and  darkness 
just  as  in  the  case  of  the  Puluj  tube.  Thus  if  a  tone  of  100  vibrations  be 
sung,  there  will  be  100  flashes  per  second.  By  holding  the  flame  close 
to  the  rotating  disc  that  series  of  dots  can  be  picked  out  in  which  the  num- 
ber of  dots  passing  corresponds  to  the  number  of  vibrations  in  the  flame. 


Fk;.  20. 

Experiments, 

The  experimenter  is  to  pick  out  the  100  row  of  dots,  i.  e.,  the  one 
which  appears  to  remain  motionless  when  illuminated  by  the  Puluj  tube. 
The  subject,  holding  the  capsule  in  his  hand,  is  to  sing  the  same  tone  as 
the  fork.  While  doing  this  he  is  to  move  the  flame  along  in  front  of  the 
disc  until  he  finds  the  row  of  dots  showing  the  number  of  vibrations  in 
the  tone  sung.  The  experimenter  records  the  number  of  rows  by  which 
this  one  differs  from  the  correct  one ;  toward  the  center  is  — ,  toward 
the  outside  + .  A  difference  of  i  row  means  an  error  of  i  vibration  in 
singing  the  tone. 

The  octave  of  the  fork-tone  is  sung  and  the  error  is  noted  as  before. 
A  difference  of  one  row  means  an  error  of  two  vibrations. 

Ten  records  are  made  on  each  point.  Averages  and  characteristic 
variations  are  calculated. 

Exercise  XVII. — Color  lag. 

( Needed  :  electric  color  wheel  with  speed  indicator,  black  and  red  Maxwell  discs, 
backing  disc,  circular  scale  and  paper  ring  for  discs,  small  telescope  on  Gauss  tripod, 
battery  of  2A,  simple  switch,  32  c.  p.  lamp,  tape  measure. ) 

Apparatus} 

a.  Color  discs,  A  red  and  black  disc  are  slipped  together  by  means 
of  the  radial  slits.     The  backing  disc  is  an  unslit  one  which  is  placed 


'See  Stud.  Yale  Psych.  I^b.,  1S95  III  102,  Fig.  17,  for  a  view  of  the  discs,  motor, 
speed  indicator  and  connections. 
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behind  the  others  in  order  to  keep  the  edges  firom  flapping  when  they  are 
rotated. 

b.  Color  wh^ei.  The  essential  is  a  rapidly  rotating  axle  with  a  acxev« 
nut  for  fastening  the  discs  against  a  flange.  This  is  best  obtained  by  nsiiig 
an  electric  motor.  For  the  present  exercise  the  motor  is  aeries-woinid 
in  order  that  its  speed  may  be  controlled  by  the  amount  of  current 
The  current  is  brought  to  the  two  posts  of  the  motor,  passing  in  its  way 
the  two  poles  of  a  shunt  switch.  When  the  switch  is  closed  the  current 
passes  directly  across  without  going  through  the  motor;  when  it  is 
open  the  current  is  forced  to  pass  through  the  motor. 

c.  Speed  indicator.  The  rotation  of  the  motor  axle  causes  the  indi- 
cator arms  to  revolve  and  to  fly  outward.  The  extent  to  which  they 
move  outward  depends  on  the  relation  of  the  speed  of  revolution  to  the 
weight  of  the  arms  and  the  tension  of  the  restraining  springs.  A  pointer 
is  connected  with  the  indicator  to  show  just  how  much  the  arms  move. 
The  pointer  moves  over  a  scale  graduated  to  show  the  number  of 
revolutions  per  second.  The  scale  was  established  empirically  by  spark- 
records  on  the  drum,  after  the  manner  of  Exercise  IX,  the  place  of  the  key 
in  that  exercise  being  taken  by  a  revolving  pin  at  the  end  of  the  axle 
striking  against  a  metal  spring. 

d.  Telescope.  This  may  be  a  simple  tube  blackened  inside ;  it  limits 
the  amount  of  the  disc  seen  to  a  circle  of  definite  area.  Or  a  simple 
reading  telescope  of  the  usual  kind  may  be  used.  It  is  placed  on  the 
tripod. 

e.  Adjusting  the  apparatus.  The  nut  is  removed  from  the  color  wheel. 
The  backing  disc  is  placed  on  the  axle.  The  red  and  black  discs  arc 
slipped  together,  so  that  when  rotated  they  will  not  catch  the  wind ;  if 
the  motor  rotates  counter-clockwise  the  edges  must  overlap  to  the  right. 
The  discs  thus  slipped  together  are  placed  on  the  axle,  a  small  paper  ring 
is  placed  in  front  and  the  nut  is  partly  screwed  up.  The  circular  gradu- 
ated scale  is  laid  over  the  discs  and  they  are  moved  till  each  occupies 
half  the  circle.     The  nut  is  then  screwed  tight. 

The  battery  is  turned  on  and  the  motor  started. 

The  32-c.  p.  lamp  is  lighted  and  placed  at  }i  meter  in  front  and  slightly 
below  the  discs. 

The  Gauss  tripod  is  placed  at  a  distance  of  i  meter  from  the  motor. 
The  telescope  is  then  adjusted  so  that  the  eye  sees  the  whole  field  of  view 
as  a  colored  circle. 

Experiments. 

The  motor  being  at  rest  and  the  subject  looking  through  the  telescope, 
the  experimenter  says  *'  Ready  '*  and  sends  the  current  through  the  motor. 
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The  subject  sees  the  color  alternate  with  black,  at  first  slowly,  then 
rapidly.  Soon  they  appear  to  mix,  but  still  retain  a  flickering  appear- 
ance. As  the  speed  continues  to  increase,  the  flickering  becomes  less 
marked  and  finally  diappears.  At  the  moment  when  the  illumination  of 
the  field  appears  to  be  constant  and  steady  the  subject  says  ''Now." 
The  experimenter  notes  and  records  the  position  of  the  pointer  at  this 
moment. 

The  speed  of  the  motor  is  allowed  to  increase  considerably  beyond  the 
point  just  recorded ;  the  current  is  then  turned  off.  The  speed  gradu- 
ally decreases  and  at  some  point  the  illuminated  field  begins  to  flicker. 
At  this  point  the  subject  says  **  Now,"  and  the  experimenter  notes  and 
records  the  position  of  the  pointer. 

Records  of  the  first  kind  may  be  called  **up-records,"  those  of  the 
other  **  down -records."  The  up-records  are  placed  in  one  column,  the 
down-records  in  another. 

After  a  few  preliminary  experiments  to  obtain  practice,  ten  records  are 

made  of  each  kind. 

Computation, 

Let ;//  be  the  average  of  the  up-records  and  n  that  of  the  down-rec- 
ords. The  time  of  one  revolution  in  seconds  is  thus  i/w,  or  i/«,  and 
the  time  of  half  a  revolution  in  J^w  or  J^«. 

Let  the  suppositions  be  made :  i,  that  the  black  was  equivalent  to 
absence  of  light ;  2,  that  there  was  no  lag  at  the  appearance  of  the  red. 
It  follows  that  since  the  red  seemed  to  be  present  all  the  time,  whereas  it 
was  present  only  half  the  time,  the  sensation  must  have  persisted  through 
the  time  of  ^  a  revolution,  i.  e.,  2m  or  2»  sec.,  without  any  percepti- 
ble diminution  of  intensity. 

The  suppositions  are  not  strictly  according  to  fact.  The  black 
of  the  disc  is  not  an  absolute  black,  and  there  is  a  small  lag  at  the  be- 
ginning of  the  red  sensation.  For  a  bright  red  and  a  cloth  black  these 
errors  may  be  neglected,  as  in  the  present  case. 

Below  the  records  the  following  statements  are  to  be  made  (all  figures 
being  in  decimals  to  the  i/ioo  and  the  unit  being  seconds)  :  lag,  up, 
=      ;  lag,  down,  =      ;  lag,  average,  = 

Points  to  he  noted, 
I.  The  lag  may  be  dependent  on  the  intensity  of  the  light  and  the 
area  of  the  field.     2.  The  lag  is  a  psychical  and  not  a  physical  affair. 

Questions, 
I.  Would  you  add  or  subtract  the  latent  time  (or  lag  of  the  color  at 
the  beginning),  if  it  were  known  and  you  wished  the  true  time  of  lag? 
Why?  2.  What  is  the  unit  of  measurement  in  this  exercise? 


NOTES. 

As  ttds  number  of  the  Studies  has,  for  various  reasons^  been  delayed 
bejTond  its  usual  time,  it  was  considered  advisable  to  bring  reiBien€a» 
etc.,  down  to  1897. 

The  following  list  will  supply  the  information^  not  pievioosly  given, 
concerning  the  occasions  of  the  various  articles  published  in  the  Studin. 
An  article  as  published  is  condensed  and  corrected  from  the  original 
thesis. 

1.  Theses  for  the  degree  of  Ph.D.:  Ifwestigatum  in  rtacHam-Hme  and 
atteniiany  by  C.  B.  Bliss;  Researches  an  the  mental  and  pkysuai  devebp- 
ment  of  schooi-childreny  by  }.  A.  'Gilbert  ;  Measurements  of  iUusms 
and  hallucinoHons  in  normal  Itfe^  by  C.  E.  Seashore  ;  Stttdies  of  fatigiu^ 
by  John  M.  Moore. 

2.  Theses  for  the  degree  of  M.D.,  the  work  being  done  under  the 
direction  of  the  Psychological  Laboratory  and  presented  to  the  fiurulty  of 
the  Yale  Medical  School :  On  the  reloHan  of  the  reactian'time  to  varia- 
tions  in  intensity  and  pitch  of  the  stimulus^  by  M.  D.  Slattery  ;  Reaction' 
time  in  abnormal  conditions  of  the  nervous  system^  by  Alfred  G.  Nadlir; 
Simple  and  cortical  reaction-time y  by  Howard  F,  Smith. 

3.  Theses  for  special  honors  at  gradaation  from  Yale  College,  the 
theses  being  frequently  made  parts  of  larger  articles :  Experiments  on  tki 
highest  audible  tone,  by  Howard  F.  Smith  ;  Some  experiments  on  the 
reaction-time  of  a  dogy  by  Edward  M.  Weyer  ;  Researches  on  reaction- 
time  y  by  John  L.  Burn  ham  ;  Researches  on  reaction-time  y  by  A.  E.  VOH 
ToBEL ;  Researches  on  reaction-time y  by  A.  Silverstein  ;  Researches  on 
reaction-time y  by  G.  R.  Holden  ;  Researches  on  voluntary  efforty  by  H. 
R.  McDermott. 

The  regular  courses  given  each  year  in  the  laboratory  are  a^  in  the  fol- 
lowing list.  The  amount  of  direct  personal  supervision  over  the  work 
of  a  student,  in  a  course  can  be  roughly  inferred  from  the  total  number 
in  that  course  ;  the  total  for  the  present  year  is  stated  after  each  course. 

1.  Physiological  aptd  Experimental  Psychology.  Two  lectures  per  week  throughout 
the  year.  The  material  covered  by  the  demonstrations  and  experiments  is  about  that  con- 
tained in  Ladd's  Outlines  of  Physiological  Psychology  and  Scripture's  New  P^chology. 
127  seniors  and  juniors  (elective),  8  graduates,  3  specials. 

2.  Elementary  Laboratory  Practice,  One  exercise  of  two  hours  per  week  throughout 
the  year.     See  above  p.  89.     3  seniors  and  juniors,  7  graduates. 

3.  Advanced  Course  in  Experimental  Psycholoj^y,  One  lecture  and  one  exercise  per 
week  throughout  the  year.     Elements  of  analytical  geometry  and  calculus  with  illnstia* 
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tions  from  psychology ;  theory  of  probabilities ;  statistics ;  theory  of  measurements ; 
practice  in  adjusting  measurements ;  technical  training  in  the  construction  and  care  of 
apparatus ;  principles  of  laboratory  economy ;  methods  of  experimental  instruction ; 
practice  in  the  use  of  the  lantern,  etc.     6  graduates. 

4.  Educational  Psychology,  One  hour  per  week  throughout  a  year.  Application  of  mod 
em  psychological  principles  to  educational  subjects ;  outlines  of  the  psychology  of  touch, 
its  use  in  education  ;  motor  abilities,  accuracy  of  movement,  fundamental  principles  of 
writing  and  drawing ; ,  sight,  color-teaching  ;  space,  form- teaching,  drawing,  modeling ; 
attention,  concentration  and  distraction,  laws  for  developing  attention  ;  memory,  analysis 
into  its  components,  experimental  study  of,  calculation  of  results,  development  and 
training,  time  of  study;  imagination,  use,  necessity  of  development  and  repression, 
fables,  children's  books,  toys ;  emotions,  will,  action,  reflex,  automatic,  instinctive,  vol- 
untary, their  training ;  education  of  the  blind,  the  deaf  and  other  defectives  ;  child-study, 
principles  of  anthropometry  and  psychometry ;  psychological  development  of  the  child,  be- 
ginnings of  instruction ;  economy  in  education,  greatest  results  from  least  efforts,  correlation 
and  concentration  of  instruction ;  various  educational  subjects  from  a  psychological  stand- 
point,— amusement,  play,  toys,  picture-books,  object-lessons,  etc.  The  course  is  illus- 
trated with  experiments,  lantern  views,  and  a  large  collection  of  educational  material 
from  Europe  and  America.     10  seniors  and  juniors,  2  graduates. 

5.  Research-  Work  in  Psychology,  Participants  in  this  course  are  either  investigators 
or  assistants.  For  assistants  the  object  is  such  a  training  in  accurate  introspection,  ob- 
servation, experimenting  and  the  art  of  research  as  is  desirable  for  the  general  psycholo- 
gist. This  work  is  open  to  all.  Only  those  who  have  had  sufficient  experience  are  per- 
mitted to  undertake  independent  investigations.  The  results  of  all  investigations  belong 
to  the  archives  of  the  laboratory.  Those  who  undertake  investigations  thereby  agree  to 
prepare  the  results  for  publication,  object  to  approval,  in  the  Studies  from  the  Yale 
Psychological  Laboratory,     I  senior,  4  graduates. 
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RESEARCHES  ON  ACOUSTIC  SPACE. 


BY 


Matataro  Matsumoto. 

E.  Weber'  seems  to  have  been  the  first  to  call  attention  to  the  errors 
in  localizing  sounds.  The  particular  problems  involved  seem  to  be  two  : 
I.  the  perception  of  the  direction  from  which  a  sound  comes;  and  2. 
the  perception  of  its  distance.  The  investigations  described  in  the  fol- 
lowing pages  were  made  in  the  attempt  to  contribute  data  toward  the  so- 
lution of  these  two  problems.  The  work  was  begun  (1894)  in  the  Psy- 
chological Laboratory  of  the  Imperial  University  of  Japan  (Tokyo)  at 
the  suggestion  of  Professor  Motora  ;  the  greater  part  of  the  work,  how- 
ever, was  done  during  the  years  1 896-1 898  in  the  Psychological  Labora- 
tory of  Yale  University  under  the  supervision  of  its  director,  E.  W. 
Scripture.     Many  suggestions  were  also  received  from  Professor  Ladd. 

I.  Preliminary  investigations. 

The  first  series  of  experiments  was  conducted  according  to  Prever's 
statistical  method.'  Instead  of  Preyer's  sound-helmet,  a  hollow 
spherical  cage  was  devised  as  is  shown  in  Figure  i.  The  imaginary  surface 
of  the  sphere  whose  diameter  is  1.35"*  is  divided  into  8  equal  parts  by 
4  vertical  great  circles.  The  surface  is  again  divided  horizontally  by  the 
equator  and  by  two  small  circles  parallel  to  the  equator  at  a  distance  of 
45®  from  poles.  The  intersecting  points  of  these  vertical  and  horizontal 
circles  correspond  to  the  26  terminal  points  of  13  axes  or  diameters  of 
the  sphere.     These  13  axes  may  be  divided  into  three  classes. 

I.  Three  primary  axes  which  cut  each  other  at  right  angles. 

(tf )  The  frontal  axis,  or  the  diameter  of  the  sphere  from  right  to  left  in 
the  plane  of  the  equator.     As  this  line  corresponds  to  an  imaginary  line 

1  Submitted  to  the  Tokyo  Imperial  University  as  a  thesis  for  the  degree  of  Hakush 
(Ph.D.). 

•Ed.  Weber,  C^eder  den  Mechanismus  des  Gehororganty  Ber.  d.  kgl.-sSchs.  Ges. 
dcr  Wiss.,  math.-phys.  Classe,  1851,  29. 

■Preyer,  Die  Wahrnehmung  der  Schallrichtung  mitteht  der  Bojengdnge^  Arc  hi  v 
f.  d.  ges.  Physiol.  (PflUger),  1887  XL  586. 
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drawn  through  the  external  openings  of  the  two  ears  of  the  subject  seated 
in  the  cage,  it  may  be  called  the  auditory  axis  or  the  rl  (right -left)  axis, 

{!>)  A  vertical  diameter  which  iotersects  the  frontal  axis  at  its  middle 
point.     This  may  be  called  the  vertical  or  the  oit  (over-under)  axis. 

The  plane  determined  by  the  two  axes  rl  and  ou  is  called  the  frontal 
plane. 


(^)  .V  horizontal  diameter  drawn  perpendicular  to  the  frontal  plane, 
through  the  intersecting  point  of  the  frontal  and  the  vertical  axes.  This 
may  be  called  the  sagittal  or  the/if>  (front-back)  axis. 

The  plane  determined  by  the  sagittal  and  the  vertical  axes  is  called  the 
the  sagittal  or  median  plane,  while   the  plane  determined  by  the  sagittal 
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and  the  frontal  axes  is  called  the  horizontal  plane.  In  the  present  essay 
no  use  will  be  made  of  median,  frontal  or  horizontal  planes  except  the 
primary  ones,  as  just  defined ;  the  terms  are  always  to  be  understood  in 
this  way. 

The  above  three  axes  correspond  to  the  X,  V,  Z  axes  of  the  Cartesian 
system  of  coordinates,  and  represent  the  fundamental  axes  upon  which  our 
standard  space  is  constructed  with  ourselves  as  the  center. 

II.  Six  secondary  axes,  every  two  of  which  lie  in  the  plane  determined 
by  the  primary  axes  and  cut  each  other  at  right  angles. 

(//)  Two  secondary  frontal  axes.  These  are  the  diameters  lying  in  the 
frontal  plane  at  the  distance  of  45°  from  the  frontal  and  from  the 
vertical  axis. 

(^)  Two  secondary  sagittal  axes.  These  are  the  diameters  lying  in  the 
median  plane  at  the  distance  of  45°  from  the  sagittal  and  from  the  verti- 
cal axis. 

(/)  Two  secondar}'  horizontal  axes.  These  are  the  diameters  lying  in 
the  horizontal  plane  at  the  distance  of  45°  from  the  sagittal  and  from  the 
frontal  axis. 

III.  Four  tertiary  axes.  These  are  the  diameters  lying  at  45°  from 
the  three  neighboring  secondary  axes  in  each  case. 

These  thirteen  axes  are  illustrated  in  the  model,  Figure  2. 

The  26  terminal  points  of  the  13  axes  are  named  in  the  following  way  : 

I.  The  6  terminal  points  of  the  3  primary  axes  are/ (front),  b  (back), 
V  (over),  u  (under),  r  (right),  /  (left). 

II.  The  1 2  terminal  points  of  the  6  secondary  axes  are  : 

(fl)  fo  (front-over),  bu  (back-under),  fu  (front-under),  bo  (back- 
over). 

(^)  or  (over-right),  w/ (under-left),  ur  (under- right),  ol  (over-left). 
(<:)  fr  (front -right),  /^/(back-left),  /  (front-left),  br  (back-right). 

III.  The  8  terminal  points  of  the  4  tertiary  axes  are : 
(<j)  for  (front -over-right),  bul  (back- under-left). 
(^)  fol  (front-over-left),  bur  (back -under- right). 
(^)  bor  (back-over-right),  ful  (front -under-left). 
(^)  ^^/ (back-over-left), ///r  (front-under-right). 

The  person  to  be  experimented  upon  is  seated  in  the  inside  of  the  cage  ; 
his  head  is  adjusted  by  means  of  a  head-rest  fixed  to  the  back  of  the  chair 
in  such  a  way  that  his  visual  axis  in  the  normal  position  of  the  body  will 
lie  in  the  median  plane,  and  his  auditory  axis  (an  imaginary  line  drawn 
through  the  openings  of  the  ears)  with  the  frontal  axis.  Then  the  ex- 
perimenter gives  a  short  sound  at  one  of  the  26  terminal  points,  and  the 
observer,  with  his  eyes  closed,  is  to  judge  the  direction  of  the  sound.    In 


If  we  could  not  perceive  the  direilioti  of  sound  at  all,  ii  would  I 
as  Prever'  noliced,  theoretically  possible  thai  each  of  the  a6  diredit 
would  be  confused  with  each  of  the  remaining  25  directious  so  that  lb 
would  occur  in  all  26'  —•  26  =  650  confusions.     Therefore  in  6j6afl 


'  Pbeyer,  Die    IVaAmfti'iun^  der  Sekaltrichlvng  mitlfhl  dtr  £ 

f.  d,  ges.  Phyaol.  (niiiBer).  1887  XL  sf 
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ments  the  correct  judgments  would  amount  only  to  26.  Or  in  1,000 
experiments  the  correct  judgments  would  not  exceed  40.  This  was  not 
the  case,  for  in  1,300  experiments  (780  telephone  sounds  and  520  met- 
allic clicks)  it  was  found  that  the  correct  judgments  amounted  to  768, 
namely,  \  of  the  total  number  instead  of  -^  as  theoretically  required. 
Therefore,  the  perception  of  the  direction  of  sound  cannot  be  re- 
garded as  purely  accidental. 

It  was  noticed  that  in  these  experiments  none  of  the  26  directions 
was  actually  confused  with  more  than  8  directions.  Of  650  possible 
kinds  of  errors  only  113  kinds  were  actually  observed  in  our  1,300 
experiments  and,  indeed,  many  of  these  113  kinds  occurred  only 
once  or  twice.  What  are  the  remaining  kinds  of  errors  which  did  not 
occur  actually,  though  they  were  theoretically  possible  ?  This  question 
leads  to  a  very  important  principle  in  the  perception  of  the  direction  of 
sound.     In  the  experiments  the  following  results  were  noticed. 

1.  No  sound  on  the  right  side  was  perceived  as  being  on  the  left  side, 
and  no  sound  on  the  left  side  was  perceived  as  being  on  the  right  side. 
That  is,  none  of  the  series,  r,  /r,  for^  or,  bor^  br^  bur,  ur,  fur^  was  con- 
fused with  any  of  /,  fl^  foly  oly  bol,  bl,  bul,  ul,  ful,  and  vice  versa.  As 
there  are  9  r-directions  and  9  /-directions,  then  162  (i.  e.,  2X9X9) 
kinds  of  errors  must  be  subtracted  from  the  total  number  of  errors  theo- 
retically possible. 

2.  No  sound  on  the  right  or  the  left  side  was  localized  in  the  median 
plane.  That  is,  none  of  the  above  series  was  confused  with  the  series  in 
the  median  plane /,y^,  ^,  bo^  b^  bu,  w,  fu.  Therefore  we  must  subtract 
144  (i.  e.,  2x9x8)  kinds  of  errors  from  the  total  number  theoret- 
ically possible. 

3.  No  sound  in  the  median  plane  was  localized  on  the  right  or  left  side 
of  the  plane.  That  is,  none  of  the  series  /,  foy  Oy  bo,  by  bUy  u,  fuy  was 
confused  with  iyfl,/oiy  ol,  boly  bly  bul,  ulyfuly  r,/r,y^r,  ^r,  bory  ^r,  bury 
ury  fur.  Here  again  144  (i.  e.,  2  x  8  x  9)  kinds  must  be  subtracted 
from  the  total  number. 

Subtracting  these  450  kinds  of  errors  from  650  theoretically  possible 
kinds  of  errors  we  get  200  kinds  of  errors  as  actually  occurring.  These 
200  kinds  of  errors  are  those  which  will  be  actually  observed.  They 
consist  of  72  (i.  e.,  9  x  9  —  9)  confusions  on  the  right  side,  72  (i.  e., 
9X9  —  9)  confusions  on  the  left  side  and  56  (i.  e.,  8  x  8  —  8)  con- 
fusions in  the  median  plane. 

In  respect  to  these  three  fundamental  facts  the  results  of  my  own  ex- 
periments perfectly  agree  with  those  of  Prever. 

These  facts  lead  us  to  believe  that  the  possession  of  two  ears  gives  us 
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an  important  means  of  perceiving  the  direction  of  a  sound.     When  a 
sounding  body  is  situated  in  the  median  plane,  there  is  no  difference  be- 
tween the  intensities  (and  the   other  possible  properties)    with  which 
vibratory   movements  arrive   at   the   two  ears.     But  when   a  sound  is 
situated  outside   of  the  median  plane  the  results  will  be  different  and 
the  greater  the  angular  distance  from    the   niedian   plane    the  greater 
will   be   the   difference.     The  relative  amount  of  this   difference — ^the 
binaural  parallax — may  give  us   effective  data  by  which  w^e  can  judge 
the  direction  of  the  sound.     If  such  a  supposition  be  true,    the  direc- 
tion  of    a  sound   will  be   best   perceived   when  it    is   situated   in  or 
around   the  frontal  or   auditory  axis,  for   here   the    diflference  will  be 
greatest ;    we  can  also  expect  that   the   direction  of  a  sound   will  be 
fairly  well  recognized  when  it  is  situated  in  the  sagittal  axis,  for  that  axis 
is  unique  in  its  relation  to  the  two  ears.     Moreover,  it  may  be  exi^ected 
that  the  direction  of  a  sound  in  the  horizontal  plane  will   be  best  per- 
ceived, for  the  shape  of  the  pinna  is  most  favorable  for  receiving  a  sound 
in  the  horizontal  plane,  especially  in  the  case  of  binaural  perception. 
Now  let  us  examine  the  results  of  our  experiments  more  closely  to  see 
whether  they  support  these  suppositions. 

For  each  primary  axis  the  ratio  of  the  correct  judgments  to  the  total 
number  was  as  follows :  for  rl  axis,  y^^  ;  for  fb  axis,  -^^  ;  for  ou 
axis,  -f^j^.  These  results  show  that  the  sounds  in  the  rl  axis  are  best 
localized,  while  the  sounds  in  fb  axis  are  better  localized  than  those  in 
ou  axis.  In  Prever's  experiments  the  ratio  of  the  correct  judgments 
for  ou  axis  was  greater  than  that  for  fb  axis. 

Again  the  ratio  of  the  correct  judgments  for  the  8  directions  in  each 
primary  plane  was  as  follows  :  for  the  horizontal  plane  (/,  fr,  r,  br^  b,  hi, 
^y  fl)y't%\\  for  ^hc  frontal  plane  (^,  or,  r,  ///-,  w,  «/,  /,  ^/),  J^.^  ;  for  the 
median  plane  {f,/oy  o,  bo,  b,  bu,  u^fu),  |^^J.  The  results  show  that  the 
sounds  in  the  horizontal  plane  are  localized  best  of  all,  while  the  sounds 
in  the  frontal  plane  are  better  localized  than  those  in  the  median 
plane,  these  results  agree  with  those  of  Prever  and  Arnheim.* 

The  influence  of  the  sounds  from  the  right  and  left  sides  is  so  strong 
that  even  the  ratio  of  all  correct  judgments  for  those  i8  directions  in 
which  r  and  /  take  part  has  a  greater  value  than  the  ratio  of  all  correct 
judgments  for  either  of  the  i8  directions  in  which  /  and  b  or  o  and  u 
take  part.  In  the  last  two  groups  r  and  /do  not  occur  so  often  as  in 
the  first.     The  ratios  of  the  correct  judgments  were  as  follows  :   for  rl 
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18  directions,  ff^;  for/5  18  directions,  ^\\  for  ou  18  directions,  ^\, 
Our  supp>osition  that  the  possession  of  two  ears  gives  us  by  binaural  par- 
allax an  important  means  for  perceiving  the  direction  of  sound  seems  to 
be  supported  by  these  results.  But  this  general  principle  is  made  more 
complex  by  various  circumstances.  For  upon  examining  the  number  of 
the  correct  judgments  in  the  three  sets  of  hemispheres  it  was  found  that : 

1.  The  direction  of  a  sound  in  the  right  hemisphere  was  more  cor- 
rectly judged  than  that  of  a  sound  in  the  left  hemisphere.  The  correct 
judgments  for  r^fryfor^  or^  bor,  br^  bur,  «/-,  y5/r  amounted  to  278,  while 
the  correct  judgments  for  /,  fl,  fol,  0/,  boi,  bl,  bul,  til,  Jul  amounted  to 
257.  If  the  binaural  parallax  is  an  important  means  of  localizing  a 
sound,  then  it  is  highly  probable  that  the  localization  will  be  more  or  less 
influenced  by  the  difference  in  sensitiveness  which  exists  between  the  two 
ears.  Although  the  subject  was  not  examined  in  this  respect,  it  is  prob- 
able that  there  was  such  a  difference. 

2.  The  direction  of  a  sound  in  the  front  hemisphere  was  more  correctly 
judged  than  that  of  a  sound  in  the  rear  hemisphere.  The  correct 
judgments  ior  J  fo,  fid,  fl,/ol,/u/,  fr,  for,  fur  di.mo\xnit6,  to  260,  while 
those  for  bo,  b,  bu,  bol,  buly  bl,  bor,  br,  ^«r  amounted  to  237.  This  dif- 
ference probably  finds  its  explanation  in  the  function  of  the  pinnne  whose 
shape  is  not  favorable  for  receiving  sounds  in  the  rear  hemisphere. 

3.  Lastly,    a  sound  in  the    lower    hemisphere   was   better  localized 
than   a  sound  in  the  upper  hemisphere.     The   correct  judgments    for 
fuy  u,  bu,  buly  ulyfuly  buT y  ur y  fur  amounted  to  271,  while  those  ^orfo, 
Oy    bo^    bol^    oly  foly    bory    ory  for  amounted   to    206.     We  cannot  say 
that   this   will  always  be   the   case,   for  in   Prever's   experiments   the 
sounds   were   better  localized   in  the   upper   hemisphere   than    in    the 
lower   hemisphere.     The   results   of  my  experiments  might  have  been 
more  or   less  influenced  by  the  probable   reflection  of  sound    from  the 
lower  parts  of  the  apparatus  and  the  floor,  in  consequence  of  which  the 
sound  might  have  been  peculiarly  colored,  as  it  were,  according  to  its 
position,  and  better  discriminated  by  the  observer.     Apart  from  such 
influences  the  results  might  have  been  influenced  by  the  form  of  the 
pinnae. 

The  examination  of  these  three  groups  of  results  enables  us  to  say 
with  great  probability  that  the  differences  in  the  degrees  of  sensitiveness 
in  the  two  ears  and  the  action  of  the  pinnae  are  the  factors  which  render 
our  perception  of  the  direction  of  sound  more  or  less  complex. 

Table  I.  summarizes  the  results  of  these  preliminary  experiments.  In 
this  table  the  objective  positions  of  sounds  are  indicated  in  the  vertical 
column  at  the  left,  and  the  perceived  directions  are  given   in  the  hori- 
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zontal  columns.     The  number  of  judgments  of  each  kind  is  given  by  the 
figures  which  are  found  below  each  perceived  direction. 

In  the  same  manner  as  the  actual  possibility  of  the  confusion  of  the  di- 
rections of  sounds  is  limited  to  certain  distinct  regions,  so  the  directions 
which  are  most  liable  to  be  confused  with  each  other  are  also  restricted  to 
narrower  limits  than  the  regions  of  actual  possibility. 

In  the  following  lists  the  frequency  of  the  confusion  between  pairs  of 

the  26  directions  is  shown  by  the  figures.     Here  it   is  regarded  as  a 

matter  of  indifference  whether — for  example— /r  is  confused  withy^r,  or 

for  with/r,  and   likewise  for  any  other  pairs  of  directions  that  may  be 

confused. 

List   I. 

Confusions  in  the  Median  Plane. 

Confusion  between/ and yi>  (15),^//  (I3)»  b  (i). 

>andtf(i7),/«  {^),  bo  (3);  ^(l) 

oMi^bo  {21),  fu    (2),  u  (I), 

^^and^  (18),  ^i#  (4),>  (l). 

^and<Ji/(i6),/x/ (10),  «  (8). 
bu  and«  (27), /«  (i). 
u  and/u  (2). 

List  IL 

Confusions  in  the  Left  Hemisphere. 

Confusion  between  /and  ^/(h),  bol  {d),   u/{s)f  ^/(5),>f(4),////(3), />/(2),  ^«/(i). 

/and/o/(l4),A/(l3).M3),  «/(3),  0/(1), 
fo/ando/(i7),bot{3)^u/(2). 

o/mdbo/(22),ful{S),  ul  (2),  bl{2). 

bo/ and bi{ I s),fui(2),  buf{l). 

b/andbu/(9),  «/ (5),////(2). 

/'///andi//(29). 

w/and/i//(5). 

List   3. 

Confusions  in  the  Jii^ht  Hemisphere. 

Confusion  between  r  and<7r(i6),  ur  (7),  ^<?r(6),/>-(6),/>r(4),  br(2)j  fur(i), 

/rand>r(l3),  fur  (4),  br(^),  or{l). 

>r  and  or(l7)Mr  (5),A^(5)- 

or?LX\dbor{l$),  ur  (3),  /^r  (l). 

bor  and  br[  8 ) ,  fur  (  7 ) ,  bur(  3 ) ,  «/-( 2  ) . 

/^r  and  ^///'(7),  ur  (5),  fur{:^). 

bur  and  ur{  20 ) ,  fur  ( 2 ) . 

ur  andy//;(5 ). 
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These  results  show  that  the  points  which  are  most  liable  to  be  confused 
with  each  other  are  those  which  are  situated  nearest  to  each  other  in  the  re- 
gion of  actual  possibility  of  confusion.  This  is  in  accordance  with  our  view 
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that  the  localization  depends  upon  the  binaural  parallax,  for  the  sounds 
at  the  points  situated  nearest  to  each  other  in  the  regions  of  actual  possi- 
bility of  confusion  are  those  which  are  more  nearly  equal  in  their  relations 
to  the  two  ears  than  the  sounds  at  other  points.  Moreover,  we  can  notice 
a  certain  similarity  in  the  three  lists  above.  The  errors  that  occur  most 
frequently  in  the  second  list  (first  two  columns)  are  of  similar  kinds  with 
the  most  frequent  errors  (first  two  columns)  in  the  third  list.  More- 
over, if  we  disregard  the  question  of  right  and  left— thereby  cutting  off 
/  and  r  from  the  members  in  the  second  and  third  lists,  then  the  most 
frequent  errors  (first  column)  will  be  the  same  in  all  three  lists.  In 
other  words,  the  errors  which  occur  most  frequently  in  the  median 
plane  are  repeated  with  almost  the  same  regularity  in  the  left  and 
right  hemispheres.     The  results  are  arranged  in  Table  II. 

In  connection  with  the  above  three  lists  it  is  interesting  to  know 
the  relation  of  the  angular  magnitude  of  the  error  to  its  frequency.  In 
the  median  plane  the  possible  frequencies  of  the  errors  out  of  a  total 
of  64  are  as  follows;  for  180°,  8  times,  or  \2yi%  ;  for  135®,  16  times, 
or  25%  ;  for  90°,  16  times,  or  25 ^i  ;  for  45°,  16  times,  or  25%  ;  for 
o®,  8  times,  or  I2j4%. 

In  the  actual  experiments,  however,  400  judgments  were  distributed 
as  follows:  for  180°,  3  times,  or  y\%  ;  for  135®,  13  times,  or  3%; 
for  90°,  20  times,  or  5%  ;  for  45®,  131  times,  or  33%  ;  for  0°,  233 
times,  or  58%. 

Comparing  these  two  series  it  becomes  evident  that  in  reality  the  errors 
are  not  evenly  distributed.  The  error  of  0°  magnitude  (i.  e.,  correct 
judgment)  is  by  far  the  most  frequent;  the  error  of  45°  (next  to  the 
smallest  magnitude)  comes  next  to  it,  and  the  errors  of  greater  magni- 
tudes occur  less  frequently  as  the  magnitude  increases.  » 

The  same  observation  is  to  be  made  concerning  the  errors  in  separate 
hemispheres.  If  the  errors  were  evenly  distributed  the  frequencies  for  the 
right  and  left  hemispheres  would  be  as  follows  :  for  119°,  2x4  times,  or 
5%  of  the  total  number;  for  98°,  2x8  times,  or  10%  ;  for  90®, 
2  X  12  times,  or  15%  ;  for  85°,  2x8  times,  or  10%  ;  for  60°,  2  x  S 
times,  or  10%  ;  for  59°,  2x8  times,  or  10%  ;  for  45°,  2  X  24  times, 
or  30%  ;  for  0°,  2x9  times,  or  11%. 

In  the  actual  experiments,  however,  900  judgments  were  distributed 
as  follows:  for  119°,  9  times,  or  1%  of  the  total  number;  for  98°, 
7  times,  or  -f^^^c  ;  for  90°,  30  times,  or  3  y\9{;  ;  for  85°,  8  times,  or 
tV%  ;  for  60°,  18  times,  or  2%  ;  for  59°,  23  times,  or  2^^*^o  \  for  45^, 
270  times,  or  30%  ;  for  0°,  535  times,  or  59%. 

Just  as  in  the  median  plane,   the  errors  of  smaller  magnitudes  happen 
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also  in  the  both  hemispheres  more  frequently  than  the  errors  of  greater 
magnitudes.  The  exceptionally  great  percentage  for  90  degrees  arises 
from  the  familiar  confusions  between  front  and  back  and  between  above 
and  below  ;    these  will  be  considered  in  detail  later. 

From  these  results  it  follows  that  the  smaller  the  angular  distance  be- 
tween the  two  points,  the  greater  is  their  confusion  with  each  other. 
Though  this  fact  is  a  matter  of  common  experience,  the  experimental  de- 
termination of  it  is  very  important. 

The  frequencies  of  the  errors  relating  to  the  magnitude,  which  we  ac- 
tually observed  in  our  experiments,  are  shown  in  Table  III. 


Table  III. 

qo 

45** 

59 

600 

85 

900    98 

119® 

135** 

i8o« 

Number  of 
experiments. 

/ 

42 

7 
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50 
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45 
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50 

bl 

26 
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50 

br 

40 

7 

2 

I 

50 

ol 

30 

19 

I 

50 

or 

31 

17 

2 

50 

fl 

35 

12 

3 

50 

fr 

31 

14 

I 
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50 

ul 
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12 

3 

I 

50 

ur 
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4 
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50 

bol 

12 

25 
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50 

bor 
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21 

6 

5          2 
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50 
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50 
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50 

fo 
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50 

f 

40 
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50 
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7 
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50 
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32 

16 
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50 

bit 

29 

21 

50 

A 

27 

6 

4 

12 
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50 

Total 

76S 

401 

23 

iS 

8 

5^          7 

9 

13 

3 

1300 

The  foregoing  preliminary  experiments  have  shown  that  the  difference 
between  the  sensations  with  which  a  sound  is  heard  in  the  two  ears  must 
be  regarded  as  the  fundamental  datum  for  localizing  the  sound. 

The  next  step  must  therefore  be  a  closer  examination  of  this  datum  of 
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localization.  There  are  four  characteristics  of  sound-wav^  by  *k'i*4«:ii 
one  sound  may  be  discriminated  from  another,  namely,  inUrnbity,  |>it«:Ji, 
phase  and  complexity  (or  timber).  The  localization  of  a  v^uiid  ii"*«»i 
be  based  upon  a  difference  in  one  or  more  of  these  four  i  hawU-riMi*  ^. 

Of  these  four  characteristics  it  was  the  question  of  inU;»*ity  to  w^hnh 
my  chief  attention  was  paid  in  the  further  experimental  work,  «'/»  t'vfn 
the  nature  of  the  subject  the  problem  could  be  more  definitely  Maduid  hi 
reference  to  thii»  characteristic  than  to  the  other  ones. 

II.    Dependence  of  the  localization  of  a  perckivku  hOi»wi>   »J*'<>n 

THE     RELATIVE    INTENSITIES    OP    THE     SOUNUS      UKARU     l«Y      I 

TWO  EARS. 

We  have  seen  in  our  preliminary  experiments  that  a  sound  "»  U*-;  w^. 
dian  plane  is  never  localized  on  the  right  or  the  left  side  and  umhuiUvm  i^ 
right  or  the  left  side  is  never  localized  in  the  median  pUne,  ^^^^^ 
sumed  that  these  facts  depend  upon  the  peculiar  ^^^^)^^^     ^...a^.  ^^ 
tensities  with  which  the  eare  are  excited  by  a  sound  in  ttoc 
Now  the  queston  arises  whether  we  do  always  ^^^^^^^^/^ ^ 
in  the  median  plane  when  both  ears  are  excited  wi  ^^  ^ 

The  following  experiments  were  conducted  to  gc^ 
tion. 

I.  Dependence  of  the  localization  of  a  sounii  in  ih€ 
equal  intensities  of  the  impressions  in  the  tiac?  cafS* 

Each  of  the  primary  circles  of  the  spherical  ^'M^ 
grees.     In  the  horizontal  circle  the  front    C-/  -^      ^ 
degrees  were  counted  on  both  sides  of  the^  c 
the  back   being    iSo"^.     In   the   frontal     cii 
o°   and  the  degrees  were   counted  from    i-***:^         ^ 


opposite  to  the  top  being  i8o°   and  that    T%^^   ^ ._  j^ 

left  90°.     In  the  median  circle  the  top   "^** 
grees  were  counted  from  the  top  downward, 
90°  and  the  point  opposite  to  the  top  180    • 

Two  telephones  were  placed  at  two  sy w 
circle.     The  head  of  the  observer  was  adju* 
ments.     The  two  telephones  were  soun 
seconds.     The  obser\er  was  to  judge  tn^ 
points  at  which  the  telephones  were  plac 

For  each  pair  of  positions  4  to  8  ei 
number  of  experiments  was  125.     To  cliw 
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and  practice,  the  experiments  were  made  in  an  irregular  order,  and  not 
in  the  order  given  in  the  table.  Mr.  T.  Nakashima,  a  well  trained  ob- 
server, was  the  subject  of  the  experiments. 


Table  IV. 

A,  horizontal. 

jff,  frontal. 

C,  median. 

right 

left 

right        left 

front        back 

I 

22.50 

22.50 

22.50     22.50 

22.5*>       22.5<» 

2 

45° 

45° 

45°        45° 

45°         45° 

3 

67° 

67° 

670        670 

67®         67° 

4 

90° 

90° 

90°         90f 

90*»         90° 

5 

112.50 

112.50   . 

112.50  112. 50 

H2.5®   112.5° 

6 

135° 

135° 

135°      135° 

135°       135° 

7 

157.5° 

1575° 

157-5°  157-5° 

157-5°     157.5° 

8 

o«> 

180° 

o«>      180° 

qO           180° 

The  fundamental  phenomenon  always  observed  in  experiments  of  this 
kind  is  that  the  two  similar  impressions  received  by  the  two  ears  were 
combined  into  one  sound. 

The  results  of  these  experiments  are  given  in  Table  V.  The  table  is 
to  be  interpreted  in  the  following  manner.  When  the  telephones  were 
in  the  positions  given  in  Table  IV,  the  sound  appeared  to  be  in  the  direc- 
tions given  under  similar  headings  in  Table  V ;  thus  Ai  oi  the  latter 
-corresponds  to  ^i  of  the  former,  etc.  The  expressions  contained  in  the 
parentheses  represents  judgments  of  this  character:  **  front  but  a  trifle 
upward,"  etc.  The  letter  k  means  **  in  the  head;"  the  other  letters 
have  the  meanings  given  on  p.  3. 

Table  V. 
A  B 

I  f^  Ao\  Ao)>  Ao^.  K^i)  k.  k[b)^  K^^\  k{o),  k{/o),  A'{i>o) 

2  AM).Ao).  b,  b{k),  ki^f),  k{/)         l:,f[o),  >^(/),  k{b),  k{b) 

3  b,  b,  b{k),  b{o),  k{r)  k,  k,  k{u\  f{o),  f{o) 

4  /,/,  ^  Kk),  b{k),  b{o),  X',  k{b)  f,f,  /;,  b{k),  b{k),  b{o),  k,  kib) 

5  b,  b,  b{k),  b{ko)  b,  b,  k,  k{b),  bu 

6  b,  b,  b,  b,  b{k)  b{u),  b{k),  b{u),  b{ti/),   b 

7  b,  b,  b,  b,  b{k),  b{ko)  u{rb),  u{rb),  u{f),  u{r),   u{rb) 
^  ALAAo).  Kk)  0,  o{b),  o{f) 

c 

1  Ao).  Ao).  Ao),  A^)^  Ao) 

2  Ao).  Ao).  Ao).  A  f 

3  Ao).Ao).AAf 

4  /,  /,  /,  Ao).  K^) 

5  b,  b{u),f,/,f,f 

6  b{u),  b{u)y  by  b,  b 

7  u(b),  u{b),  u(b),  b  or/,  /or  b 

8  o{/),  0(b) 
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Table  V.  shows  that  all  the  sounds  were  localized  in  the  median  plane. 
A  slight  deflection  from  the  median  plane,  which  is  indicated  by  the  let- 
ters in  i)arentheses,  seems  to  be  the  efi*ect  of  slight  deviations  in  the  position 
of  the  head,  in  manner  of  placing  the  telephones  and  in  occasional  differ- 
ence between  the  intensities  of  the  two  sounds,  all  of  which  we  could 
not  govern  accurately. 

In  group  A  most  sounds  were  perceived  to  be  at  ^  or  ^  {k).  But 
when  the  two  ears  were  stimulated  by  sounds  coming  from  22.5°  and 
22.5°,  or  45°  and  45°,  or  0°  and  180°,  most  of  the  perceived  sounds 
were  perceived  to  be  at/. 

In  group  B  the  sound  was  perceived  to  be  at  >&  (in  the  head)  when  the 
two  ears  were  stimulated  by  sounds  from  above,  whereas  it  was  per- 
ceived to  be  at  /^  or  //  when  the  two  ears  were  stimulated  by  sounds 
from  below.  When  the  sounds  were  given  at  o  and  u  the  sound  was  per- 
ceived to  be  at  o. 

In  group  C  most  of  the  perceived  sounds  were  localized  at  fo  and  / 
when  the  two  ears  were  stimulated  by  sounds  situated  between  0°  and 
112.5°.  But  the  sounds  were  mostly  perceived  2X  b  ox  u  when  the 
two  ears  were  stimulated  by  sounds  situated  lower  than  135°. 

The  conclusion  seems  to  be  justified  by  the  results  of  this  set  of  experi- 
ments that,  in  whichever  of  the  three  primary  planes  the  objective 
sounds  may  be  placed,  the  perceived  sound  is  always  localized  (in  )»  far 
as  the  sensitiveness  of  the  two  ears  is  the  same  and  the  two  objective 
sounds  are  exactly  equal)  in  the  median  plane  if  these  sounds  are  placed 
in  such  a  way  that  the  distances  between  one  ear  and  the  sources  of  the 
sounds  are  equal  to  the  distances  between  the  other  ear  and  the  same 
sources  respectively. 

Since  equal  distances  have  equal  influences  upon  the  intensity  of  a 
sound,  the  above  conclusion  can  be  expressed  in  terms  of  intensity, 
namely,  when  the  two  ears  are  stimulated  simultaneously  by  sounds  of 
equal  intensity  the  perceived  sound  is  always  localized  in  the  median 
plane.  Conversely  we  can  say  that  when  a  sound  is  localized  in  the 
median  plane  the  intensities  of  the  impressions  in  the  two  caw  are  equal. 

There  still  remains  the  (juestion  concerning  the  component  upon  which 
depends  the  discrimination  between  front  and  back,  above  and  below  in 
the  median  plane.  It  is  true  that  in  the  median  plane  the  localization  is 
very  imperfect.  Still  the  existence  of  some  localising  power  in  this 
plane  was  proved  by  the  results  of  the  experiments  conducted  by  v.  Kries.  * 
Here  the  localization  cannot  be  explained  by  the  principle  of  relative 

1  V.  Kries,  Ueber  das  Erkenmtt  dcr  Schallrtchtung^lX.  t  Fqr*^*-"-  Phy«ol.  d.  Sinn., 
1890  I  235. 
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intensity,  for  the  two  ears  are  stimulated  with  the  same  intensity.  The 
experiments  of  v.  Kries  and  Rayleigh  *  show  us  that  the  possibility 
of  the  localization  in  the  median  plane  depends  to  a  great  extent  upon 
the  constitution  of  the  sound  and  upon  practice.  A  pure  tone,  such 
as  that  produced  by  a  tuning  fork,  is  in  general  localized  distinctly  only 
with  difficulty,  but  a  noise  or  a  tone  mixed  with  overtones  (such  as  the 
noise  produced  by  striking  small  blocks  against  each  other,  or  the  human 
voice)  seems  to  be  better  localized.  The  difference  which  exists  between 
the  two  cases  seems  to  arise — though  it  it  is  not  easy  to  make  it  definite 
by  an  experiment — from  the  fact  that  the  quality  and  pitch  of  a  sound 
are  more  or  less  modified  according  to  its  position  in  the  median  plane, 
for  the  sound  waves  will  be  more  or  less  influenced  by  the  position  of  the 
sound  with  respect  to  the  position  of  the  pinnae.  Not  only  the  quality 
and  the  pitch,  but  also  the  absolute  intensity  of  the  sound  will  be  different 
according  to  its  position.     These  factors  will  be  considered  later. 

2.  Dependence  of  the  localization  of  a  sound  in  the  horizontal  plane 
upon  the  unequal  intensities  of  the  impressions  in  the  two  ears. 

When  a  source  of  sound  is  situated  not  far  from  us,  either  on  the  left  or 
on  the  right  side,  the  intensities  of  the  impressions  produced  in  the  two 
ears  are  not  equal,  for  the  intensity  of  a  sound  varies  (according  to  the 
generally  accepted  law  of  propagation  of  sounds)  inversely  as  the  square 
of  the  distance.  The  difference  between  the  distances  becomes  smaller 
as  the  source  of  sound  approaches  the  median  plane,  while  it  grows 
greater  as  the  source  of  sound  moves  more  toward  the  side. 

The  question  is  whether  or  not  we  localize  the  perceived  sound  at 
different  points  according  to  the  change  in  the  relative  difference  between 
the  intensities  of  the  sensations  received  in  the  two  ears.  A  definite 
answer  was  sought  by  the  following  set  of  experiments. 

In  the  preceding  experiments  I  noticed  that  the  reflection  of  the  sound 
from  the  surrounding  walls  had  some  influence  upon  the  localization.  It 
seemed  desirable  in  further  experiments  to  avoid  this  source  of  error,  as 
far  as  })Ossible.  A  small  separate  chamber  4  feet  long,  4  feet  wide  and  4 
feet  high,  with  walls  of  felt,  was  arranged  in  a  quiet  spacious  room  on 
the  top  floor  of  the  Yale  Laboratory.  Instead  of  a  spherical  cage  as  used 
in  the  foregoing  experiments  the  following  arrangement  was  made  for 
determining  the  objective  positions  of  the  telephones. 

On  the  floor  of  the  chamber  a  circle  was  described,  whose  radius  was 
65"™.     This  circle  was  divided  into   12   equal   parts  by  12   radii  at  30** 


^  Ravlek.1I,    Our  percept io7i    of  the   direction  of  a  source  of  sound ^  Nature,   1876 
XIV  32. 
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apart.  The  person  experimented  upon  was  seated  in  the  center  of 
the  chamber.  His  head  was  adjusted  by  a  support  in  such  a  way  that  the 
line  connecting  the  openings  of  the  two  ears  would  intersect  at  its  mid- 
dle point  an  imaginary  line  drawn  from  the  center  of  the  circle  perpen- 
dicularly to  the  floor.  In  order  to  eliminate  the  influence  of  suggestion 
upon  judgment,  the  eyes  of'  the  observer  were  blindfolded  before  he  was 
allowed  to  enter  the  chamber.  He  consequently  never  knew  anything 
of  its  construction  or  contents.  Two  telephone-stands  of  a  T  shape  were 
prepared.  Each  stand  could  be  erected  on  any  of  the  1 2  divisions  in 
such  away  that  the  longer  arm  would  be  perpendicular  to  the  floor  and 
the  shorter  one  would  be  parallel  to  the  radius  at  that  point.  A  telephone 
was  hung  on  the  shorter  arm  by  means  of  strings.  The  height  of  the 
shorter  arm  was  adjusted  so  that  the  telephone  would  lie  in  the  same  line 
with  the  openings  of  the  ears. 

The  wires  from  one  telephone  were  connected  with  the  secondary  coil 
of  a  sliding  inductorium.     The  wires  from  the  other  telephone  were  con^ 
nected  with  the  two  binding   posts  at   one   end  of  the  primary  coil, 
where  the  electric  current  coming  through  an  electro -magnetic  tuning 
fork  in  another  room  was  to  be  divided  into  two  circuits,  one  of  which 
served  for  the  primary  circuit  of  the  inductorium  and  the  other  for  the 
circuit  of  the  second  telephone.     The  current  for  the  latter  telephone 
passed  through  a  copper  sulphate  rheostat.     By  means  of  this  rheostat 
the  intensity  of  the  current — and  consequently  the  intensity  of  the   tele- 
phone sound — could  be  regulated.     The  secondary  coil,  with  which  the 
wires  of  the  first  telephone  were  connected,  carried  a  pointer  which 
passed  over  the  divisions  of  the  millimeter-scale  on  the  base  of  the  in- 
ductorium.    By  changing  the  distance  between  the  coil  the  intensity  of 
the  induced  current— and  consequently  the  intensity  of  the  telephone 
sound — could  be  regulated. 

In  this  set  of  experiments  a  self-interrupting  electro-magnetic  fork  01 
250  complete  vibrations  was  placed  as  a  shunt  across  the  telephone  circuit. 
The  current  from  a  lamp  battery  ^  passed  through  the  fork  during  half  its 
period  of  vibration,  while  during  the  other  half  of  the  period  it  passed  to 
the  telephone  apparatus.  Thus  a  tone  of  250  vibrations  could  be  pro- 
duced in  the  telephones. 

The  standard  intensity  of  the  current  could  be  regulated  at  pleasure 
by  changing  the  lamps  of  the  battery.  When  the  telephone  circuit  was 
closed  by  the  key  each  telephone  produced  a  sound  of  definite  pitch, 
with  an  intensity  depending  upon  the  amount  of  liquid  resistance  intro- 
duced or  upon  the  distance  of  the  secondary  coil  from  the^pnnriary . 

> Scripture,  Nnu  apparatus  ami  viethoils.  Stud.  Yale  Psych.    Lab.,  1896  I     7o. 
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First  group. 

In  the  first  group  of  experiments  the  telephones  were  placed  direcilv 
opposite  the  openings  of  the  ears  at  a  distance  of  40*™.  The  current 
was  turned  on  for  a  little  more  than  a  second,  the  two  sounds  being  pro- 
duced simultaneously.  When  the  sounds  ceased  the  observer  ^'as  to  an- 
nounce the  direction  of  the  sound  which  he  perceived.  The  experi- 
menter was  to  take  the  record  both  of  that  direction  and  of  the  distance 
of  the  secondary  coil  from  the  primary,  which  represented  the  intensity 
of  the  current  for  one  telephone.  During  the  experiment  the  intensity  of 
the  current  for  the  other  telephone  was  kept  constant. 

The  first  subject  was  A.  Fisher,  the  laboratory  janitor,  a  well-trained 
observer  without  the  slightest  knowledge  of  the  arrangements  or  inter- 
est in  the  results.  He  always  perceived  only  one  sound  instead  of  two 
separate  sounds  and  projected  the  sound  in  one  of  five  directions  in  a 
horizontal  plane  about  the  same  level  as  his  eyes,  i.  e.,  at  r,^,/,  fl^  /. 
according  to  the  difference  between  the  intensities  of  the  two  sounds.  If 
we  call  for  the  sake  of  convenience  the  relative  intensities  **  strongest," 
** stronger, ' *  ** equal,'*  '* weaker*'  and  ** weakest,**  the  results  can  be 
summarized  as  follows. 

1.  When  R,  intensity  of  the  component  of  the  sound  on  the  right 
side,  was  **  strongest,  *  *  and  Z,  intensity  of  the  component  of  the 
sound  on  the  left  side,  was  **  weakest,*'  the  perceived  sound  was  projected 
toward  r. 

2.  When  R  was  **  stronger"  and  L  **  weaker**  the  perceived  sound 
was  projected  toward yr. 

3.  When  R  and  Z  were  ''equal  "  the  i)erceived  sound  was  projected 
toward/. 

4.  When  ^  was  ''weaker"  and  Z  "stronger**  the  perceived  sound 
was  projected  toward  y/. 

5.  When  R  was  *' weakest'*  and  Z  "strongest'*  the  perceived  sound 
was  projected  toward  /. 

The  next  subject  was  Dr.  C.  E.  Seashore,  assistant  in  the  laborator}'. 
He  knew  where  the  two  telephones  were  placed  and  how  the  intensities 
would  be  varied.  The  results  were  practically  the  same  as  those  of  the 
first  observer.  The  only  difference  was  that  the  second  obser\'er  could 
distinguish  finer  differences  of  direction  than  the  first  observer  could. 
This  suggested  the  possibility  of  having  the  results  stated  in  a  scale  oi 
degrees.  This  was  tried  with  success  on  Mr.  C.  Wakamatsu,  a  young 
Japanese  student  of  science,  who  was  totally  ignorant  of  the  method  oi 
the  experiment  and  the  arrangement  of  the  apparatus. 
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Before  stating  the  results  it  must  be  made  clear  that  the  exact  relation 
between  the  intensity  of  the  electric  current  and  the  intensity  of  the 
telephone  sound  is  not  known,  and  that  the  rate  of  change  in  the  inten- 
sity of  the  current  which  corresponds  to  the  distance  of  the  secondary 
coil  from  the  primary  can  not  be  numerically  stated.  All  we  can  say  is 
that  the  intensity  of  the  telephone  sound  increases  with  the  increase  of 
the  induced  current  and  that  the  intensity  of  the  induced  current  be- 
comes stronger  as  the  secondary  coil  is  moved  nearer  to  the  primary  coil. 
The  rate  of  change  in  the  intensity  is  not  constant ;  in  the  particular 
instrument  employed  it  is  rather  rapid  between  2*""  and  4"",  slow  bet^^een 
4*"  and  9""  and  rapid  again  beyond  9'''".  It  must  also  be  noted  that  we 
cannot  average  directly  the  results  for  several  days ;  owing  to  the  nature 
of  the  experiment  we  can  not  keep  all  the  conditions  perfectly  constant 
during  different  days.  Slight  changes  in  the  positions  both  of  the  tele- 
phones and  the  head  of  the  observer  and  minor  errors  in  apparatus  were 
sufficient  to  produce  somewhat  varying  results.  I  am,  therefore,  com- 
pelled in  all  succeeding  experiments  to  take  the  average  of  the  results 
of  experiments  conducted  within  a  few  hours  on  the  same  day,  during 
which  the  above  mentioned  conditions  could  be  kept  tolerably  constant. 
On  the  present  occasion  no  attempt  will  be  made  to  establish  a  numerical 
relation  between  the  variation  in  the  relative  intensities  of  the  two  sounds 
and  the  variation  in  the  localization  of  the  perceived  sound.  We  must 
be  satisfied  if  the  general  dependence  of  the  latter  upon  the  former  is 
proven. 

Table  VI. 
Case  I.  Case  II. 


Distance  of  the 

Distance  of  the 

secondary  coil 

Number  of 

secondary  coil 

Number  of 

for  the  left 

Localization. 

experiments. 

for  the  right 

Localization. 

experiments. 

telephone. 

telephone. 

JO"* 

/rsoo 

3 

10^ 

/   8o<» 

2 

9 

fr  27.5 

2 

9 

/   75 

2 

% 

fr  25 

2 

8 

/   60 

2 

7 

fr  22.5 

2 

7 

fl  41.7 

3 

65 

fr  18 

2 

6.5 

bl  70 

2 

6 

fr  10 

I 

6 

/ 

2 

5 

fl      0.5 

.2 

5 

f  ox  b 

2 

4 

fl      0.5 

2 

4 

fr  60 

2 

3 

fl    25 

2 

3 

fr  60  or 

br(30 

2 

2 

fl    27.5 

2 

2 

fr  60 

2 

I 

fl    55 

2 

I 

fr  60 

2 

OS 

fl  75 

I 

0.5 

fr  82.5 

2 

In  Case  I  the  probable  error  varies  from 

In  Case  1 1  the  probable  error  varies  frtmi 

0  to  d:  7S:PL 

1   0  to  =h  8%. 
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The  averages  for  the  experiments  are  given  in  Table  VI.  Case  I  gives 
the  results  when  the  left  sound  was  varied  while  the  other  was  kept  con- 
stant, and  Case  II  gives  the  results  when  the  right  sound  was  varied  and 
the  other  was  kept  constant.  In  these  and  subsequent  similar  experiments, 
the  obser\'er  announced  the  direction  of  the  perceived  sound  in  a  scale  of 
degrees,  taking/ and  ^  as  o°  and  counting  toward  r  and  /.  For  example, 
fr  60^  means  that  the  sound  is  in  the  front  60°  toward  r  and  br  60°  means 
that  the  sound  is  in  the  rear  60°  toward  r. 

To  eliminate  the  effect  of  suggestion  the  experiments  were  made,  as  in 
the  preceeding  section,  in  an  irregular  order. 

The  general  relations  which  were  stated  on  page  18  are  shown  here  more 
plainly.  The  transition  of  the  perceived  direction  according  to  the 
change  in  the  relative  intensities  of  the  two  sounds  is  not  only  more 
gradual,  but  more  minutely  scaled.     Figure  3  shows  diagram matically  the 

results  of  the  experiments.'  This  figure 
and  the  similar  figures  in  the  following 
pages  represent  the  mental  field  of  locali- 
zation of  sound.  The  median  plane  of 
the  auditory  field  coincides  with  the  real 
median  plane  of  the  head,  but  the  mental 
right  and  left  do  not  seem  to  lie  exactly 
in  the  frontal  plane  of  the  head.  The 
directions  that  appear  to  us  a  right  and 
left,  seem  to  lie  slightly  in  front  of  the 
auditory  axis.  The  apparent  right  and 
left  seem  to  be  determined  by  visual  sensations  and  consequently  to  lie  in 
a  line  tangent  to  both  eyes.  This  seems  to  afford  some  explanation  of  the 
fact  that  we  localize  the  preceived  sound  slightly  in  the  back  of  the  ap- 
parent right  and  left  line  when  the  two  component  sounds  have  the  maxi- 
mum relative  difference  in  intensity. 

In  comparing  the  localizations  of  Case  II  with  those  of  Case  I  we  find  that 
the  latter  is  surer  and  finer  than  the  former.  In  Case  II  we  find  not  onlv 
a  less  careful  angular  scale,  but  sometimes  a  bewilderment  of  judgment 
as  to  whether  the  sound  came  from  the  front  or  from  the  rear.  This 
difference  seems  to  have  its  origin  in  the  difference  in  sensitiveness  Ix'- 
tween  the  two  ears  of  the  observer.  The  sensitiveness  of  each  ear  of  the 
observer  was  examined  bv  means  of  the  audiometer*  and  it  was  found 


Fui. 


'In  this  and  the  next  figures  the  full  lines  repreiient  Case  I  and  the  dotted  lino 
Case  1 1 . 

^  According  to  the  method  described  by  ScRHTl'RK,  Threshold  of  intensity  for  scundy 
Stud.  Vale  JSych.  Lab.,  1896  IV  103. 
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that  the  ratio  of  the  sensitiveness  of  the  right  ear  to  that  of  the  left  ear 
was  as  lo  to  II.  It  is  probable  that  the  discriminating  ability  for  the 
change  in  the  intensity  of  a  sound  depends  upon  the  sensitiveness  of  the 
ear.  As  the  right  ear  of  the  observer  was  less  sharp  than  the  left  ear, 
the  discriminating  ability  of  the  former  would  be  less  than  that  of  the  lat. 
ter.  Accordingly,  when  the  variable  soundwas  on  the  left  side  and  the 
constant  sound  was  on  the  right  side  the  difference  between  the  intensities 
of  the  two  sounds  would  be  more  accurately  perceived  than  when  the  sounds 
were  given  in  the  other  way. 

Moreover,  when  the  variable  sound  was  on  the  right  side  and  the  con- 
stant sound  on  the  left  side  the  observer  tended  sometimes  to  localize 
the  perceived  sound  in  the  rear  hemisphere  instead  of  the  front,  or  some- 
times he  could  not  decide  whether  the  sound  was  front  or  back,  though 
he  perceived  the  angular  displacement  of  the  sound  from  o°,  for  ex- 
ample, he  could  not  decide  whether  the  sound  came  from  /or  ^,  fr  60° 
or  br  60°.  The  same  uncertainty  will  be  found  again  in  later  experi- 
ments. The  cause  of  such  confusion  between  front  and  back  location, 
as  we  may  call  it,  must  be  sought  in  the  similarity  of  the  relation  be- 
tween intensities  with  which  the  sounds  situated  in  the  two  directions  in 
question  are  received  by  the  two  ears  respectively.  This  point  will  re- 
ceive special  consideration  later. 


Distance  of  the 

secondary  coil 

for  the  left 

telephone. 

II 

10 

9 
8 

7 

6.5 
6 

5 

4 

3 

2 

I 


Case  I 


Localization. 


Table  VII. 

Distance  of  the 

Number  of   secondary  coil 

experiments,     for  the  right 


Case  II. 


Localization. 


br  70°  I 

br  52.5  2 

f>r  ^S  3 

br  31  4 

br  10  3 

b  I 

b!     5  4 

bl  25  4 

bl  30  3 

bl  57  5 

bl  50  3 

/  90  2 

/  90  2 

In  Case  I  the  probable  error  varies  from 
o  to  ifc  11%. 


telephone. 

I2cm 

II 

10 

9 

8 

7 

6.5 

6 

5 

4 

3 

2 

I 


Number  of 
experiments. 


/  90< 


bl  75 
bl  72 
bl  20 
br  5 
br  13 
br  40 
br  66.7 

f>r  23.3 

^*'  83- 3 

r  90 

r  90 

In  Case  II  the  probable  error  varies  from 
o  to  i  32^^ 


3 
3 
3 
3 
3 
3 
3 
3 
3 
3 
3 


We  mast  at  any  rate  conclude  that  the  dependence  of  the  localization 
upon  the  relative  difference  between  the  intensities  of  the  impressions 
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in  the  two  ears  does  not  necessitate  that  the  perceived  sound  will,  under 
the  conditions  of  our  experiments,  always  be  localized  forward.  It  is 
quite  reasonable  to  suppose  that  the  perceived  sound  will  sometimes  be 
localized  backward  under  the  same  conditions,  especially  when  the  inten- 
sity of  the  perceived  sound  is  weakened  on  account  of  physical,  physi- 
ological or  mental  circumstances.  In  connection  with  this  the  results  of 
experiments  upon  another  person,  Mr.  W.  S.  Johnson  (a  student  of  psy- 
chology), are   interesting.      He  localized  all  sounds  backwards.     The 

average  results  of  the  experiments  upon 
him  are  shown  in  Table  VII.  Case  I 
gives  the  results  when  the  sound  of  the 
left  telephone  was  varied,  and  Case  II 
the  results  when  the  sound  of  the  right 
telephone  was  varied  Figure  4  sho\*'s  the 
results  diagrammatically. 
The  preceding  experiments  were  made  without  any  previous  practice, 
and  the  observers  were  required  to  tell  only  the  direction  of  the  perceived 
sound.  It  was  found  that  after  some  practice  an  observer  could 
tell  not  only  the  direction,  but  also  the  distance,  of  the  perceived 
sound.  So  the  experiments  were  repeated  upon  Mr.  C.  VVakamatsu 
to  determine  what  would  be  the  apparent  distance  of  the  sound.  By  this 
time  the  observer  was  somewhat  practiced  in  the  work,  and  the  judg- 
ments were  more  definitely  announced  than  in  the  previous  experiments. 
The  following  table  shows  the  average  results.  The  Japanese  unit 
was  used  by  the  observer  in  estimating  the  linear  distances.  One 
is  equal  to  3.03  cm.  nearly. 

Table  VIII. 
Cask  I. 


Fig.  4. 


sun 


''sun" 


Jistance  of  the 
secondary  coil 

Judjjment  of 

Judgment  of 

Number 
of  experi 

for  the  left 

direction. 

distance. 

telephone. 

ments. 

I2cm 

fr  76° 

7-3'"" 

(22«") 

3 

II 

A  67 

8.7 

(26) 

3 

10 

/'•  70 

7 

(21) 

3 

9 

/r27 

10 

(30) 

3 

8 

J1  12 

9-3 

(28) 

3 

7 

fl  l^ 

8.7 

(26) 

3 

6 

/47 

7.7 

(23) 

3 

5 

ft  70 

5 

(15) 

3 

4 

y^77 

3-7 

(") 

3 

3 

fl  80 

I'l 

(10) 

3 

2 

>83 

3 

(  9) 

3 

I 

/J^3 

3 

(  9) 

*» 
J 

In  Case  I  the  prohable  error  for  direction  varies  from  o  to  rb  8%  and  that  for  distance 
varies  from  o  to  r=  3%. 
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Case  II. 

Distance  of  the 
secondary  coil 

Judgment  of 

Judgment  of 

Number 

of  experi 

ments. 

for  the  right 
telephone. 

direction. 

distance. 

I2em 

W850 

gtUD                (26<^) 

2 

II 

^/82.5 

7.7           (23) 

3 

10 

'^/SS;  bl  10  ox  fly* 

8              (24) 

3 

9 

^60;  bl 4/0  \ /1 20 ox bl 20 

6  or  8      (18  or  24) 

3 

8 

box/ 

8.7           (26) 

3 

7 

brSO 

6.3           (19) 

3 

6 

fr  65  ;     /^r  50 

5.5           (17) 

3 

5 

/r  85';     br  50 

4.5  or  5    (14  oris) 

3 

4 

/r8o 

4.5            (14) 

3 

3 

r  90 

3.2           (10) 

3 

2 

r  90 

3              (  9) 

2 

I 

r  90 

3              (  9) 

I 

In  Case  II  the  probable  error  for  direction  varies  from  o  to  dr  3%  and  that  for  distance 
varies  from  o  to  ±  1 1%. 

Figure  5  shows  diagrammatically  the  results  for  Case  I  and  Figure  6  the 
results  for  Case  II. 


Fid.  5. 


Fk;.  6. 


The  judgment  of  direction  was  surer  in  Case  I  than  in  Case  II,  as  in  the 
preceding  experiments  on  the  same  person.  In  Case  II  the  sound  which 
was  perceived  under  the  same  conditions  was  at  one  time  projected  at/and 
another  time  at  b,  or  the  sounds  which  were  at  one  time  projected  ^at  / 
20°  and  /  30°  were  at  another  time  projected  at  hi  20^  and  hi  30°  re- 
spectively. '     A  A 

As  to  the  perception  of  distance  the  intensity  of  the  perceived  sound 
seems  to  furnish  the  data  for  the  judgments.      In  the  above  experiments 
the  intensity  of  the  variable  sound  was  strongest  when  the  secondary  coil 
was  at  the  distance    of   i- ;    it  grew  less   strong   as   the    distance   was 
greater,  and  became  weakest  at    12'^     Accordingly  the  distance  of  the 

,  .     ,        ,  ,1  ^^ricrv    coil   was  1*"  distant: 

sound  was  perceived  as  least  when  the  seconu**.*  y 
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from  the  primary,  and  it  was  perceived  to  be  greater  as  the  coil  was  moved 
towards  the  other  end  of  the  scale.  The  gradual  change  in  the  distance 
according  to  the  change  in  the  intensity  is  clearly  seen  in  the  results. 

The  observer  seemed  to  choose  a  certain  intensity  as  a  standard  to 
which  he  ascribed  a  certain  distance ;  the  distance  of  another  sound 
seemed  to  be  judged  by  comparing  its  intensity  with  this  standard  inten- 
sity. As  a  consequence  the  estimate  of  distance  is  different,  at  least  so 
far  as  our  experiment  goes,  in  different  individuals.  This  can  be  seen 
by  comparing  the  above  results  with  the  following  results  which  were  ob- 
tained by  making  the  same  experiment  on  the  observer,  Mr.  W.  S. 
Johnson,  in  whose  case  all  sounds  were,  as  before,  projected  towards  the 
back.     He  estimated  the  distance  in  inches  (i  inch  =  2^'""). 


Table 

IX. 

Case  I. 

Distance  of  the 

secondary  coil 

Judgment  of 

Judgment  of 

for  the  left 

direction. 

distance. 

telephone. 

jjcm 

r   90° 

48«° 

(120"") 

10 

r   90 

57 

(143) 

9 

br  52 

51 

(128) 

8 

b 

36 

(90) 

7 

bl    7.5 

36 

(90) 

6 

^^53 

28.5 

(71) 

5 

bl-js 

16.5 

(41) 

4 

I    90 

8 

(20) 

3 

/    90 

6 

(15) 

Number 
of  experi- 
ments. 

2 
4 
4 
4 
4 
4 
4 

I 

In  Case  I  the  probable  error  for  direction  varies  from  o  to  di  17^  and  that  for  distance 
varies  from  o  to  ±1  loOc . 


C.\SF.   II. 


Distance  of  the 
secondary  coil 
for  the  right 
telephone. 

1 1^'" 


Judgment  of 
direction. 


Judgment  of 
distance. 


57 
60 


/    90° 
10  b/  82.5 

9  '90 

8  /' 

7  ^^'-  15 

6  br  40 

5  br  60 

4  brSl.S 

3  ''    90 

In  Case  II  the  probable  error  for  direction  varies  from  o  to 
varies  from  o  to  r;  9  %  . 


39 

31-5 

33-3 

26 

6 
6 


(150'") 

(143) 

(150) 

(98) 
(79) 
(83) 
(65) 
(15) 
(15) 


Number 
of  experi- 
ments. 

4 
4 
4 
4 
4 
4 
4 

4 
I 


16%  and  that  for  distance 
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Thus  in  Johnson's  case  the  greatest  distance  was  60  inches  (150**), 
while  in  the  case  of  Wakaniatsu  it  was  about  12  inches  (30"");  the 
shortest  distance  was  6  inches  (iS""")  in  the  case  of  the  former  and  3.7 
inches  (9*"")  in  the  case  of  the  latter. 

In  the  preceding  experiments  the  intensity  of  the  sound  was  not 
changed  in  regular  succession,  for  it  was  desirable  to  eliminate  the  in- 
fluence of  suggestion  from  the  results.  It  seemed,  however,  desirable  to 
repeat  the  experiments  by  changing  the  intensity  of  sound,  both  de- 
scending and  ascending  in  regular  order.  The  average  results  of  the  ex- 
periments conducted  in  this  way  are  given  in  Table  X.  Here  the 
changes  in  the  direction  and  the  distance  were  perceived  with  greater 
regularity,  but  in  other  respects  the  results  were  not  greatly  different  from 
those  of  the  preceding  experiments. 

figures  7  and  8  show  the  results  diagrammatically. 

In  closing  the  experiments  of  the  first  group  I  tried  to  see  whether  a 
curve  of  the  localized  points  for  the  perceived  sounds  could  be  ob- 
tained if  the  two  sounds  were  given  continuously  for  a  certain  length  of 
time  during  which  the  intensity  of  one  of  the  two  component  sounds  was 
varied  in  diminuendo  or  in  crescendo.  The  experiments  were  made  on 
the  observer  C.  W. 

a.  When  the  intensity  of  the  left  sound  was  changed  in  diminuendo, 
by  sliding  the  secondary  coil  from  i^"  to  15*",  while  keeping  the  inten- 
sity of  the  right  sound  constant,  the  sound  was  perceived  as  if  travelling 


Distance  of  the 

•secondary  coil 

for  the  left 

telephone. 

13cm 

12 
II 
10 

9 
8 

7 
6 

5 
4 

3 

2 


Table  X. 

Case 

I. 

Judgment  of 
direction. 

Judgment  of 
distance. 

Number  of 
experiments 

r    90° 

8.7"»(26««) 

3 

0^ 

fr  76.7 

9 

(27) 

3 

fr  76.7 

9 

(27) 

3 

fr  73.3 

9-3 

(28) 

3 
3 
3 
3 
3 
3 

fr  61.7 

10 

(30) 

Jr  33-3 

10 

(30) 

fr  13-3 

9  3 

(28) 

/  oxb'.fl 

15 

8;9 

(24;  27) 

/  26.7 

8 

(24) 

fl    40 

6.7 

(20) 

0 
% 

fl   43.3 

5-7 

(17) 

0 
3 

yi  70 

4.5 

(13) 

X 

yf    70 

4.3 

(13) 

0 

2^%  and  that  for  the 
In  Case  I  the  probable  error  for  direction  varies  from  o  to   —      ^  '« 

tance  from  o  to  rb  5%. 
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Case  II. 

Distance  of  the 

secondary  coil 

Judgment  of 

Judgment  of 

Number  of 

for  the  right 

direction. 

distance. 

experiments. 

telephone. 

13cm 

^/8o<» 

lo^n   (3cy^«») 

3 

12 

bl  76.7 

10       (30) 

3 

II 

^/70;/8s 

10       (30) 

3 

10 

/73.3 

10       (30) 

3 

9 

>^43.3 

10       (30) 

3 

8 

fl  lo\  bl  30 

10       (30) 

3 

7 

A  35;/ 

9;  8  (27;  24) 

3 

6 

fr  43.3 

8       (24) 

3 

5 

fr  55  ;  br%0 

7;  5(21;  15) 

3 

4 

br  80 

4       (12) 

3 

3 

fr  80 ;  br  80 

4       (12) 

3 

2 

r    90 

3.7     (II) 

3 

I 

br  83.3 

3.7     (II) 

3 

In  Case  II  the 

probable  error  for  direction  varies  from  0  to  -4-  18% 

and 

that  foo 

tance  from  0  to  -»- 

8%. 

L 


-» 


Fig.  7. 


Fig.  8. 


from  fl  80°  or  /  90°,  3"""  (9*"")i  passing  to  the  front  at  a  distance  of 
6'""  (18"")  and  stopping  at /r  80°,  or  R  90°,  12"*°  (36*^"*),  so  that 
the  point  of  localization  described  a  semi -oval  ring  with  narrow  end 
directed  to  the  right  of  the  observer. 

When  the  intensity  of  the  left  sound  was  varied  in  crescendo  by  slid- 
ing the  secondary  coil  in  the  reverse  way,  the  perceived  sound  started  at 
fr  80°,  10""'^  (3o''"0>  passed  to  the  front  at  a  distance  of  7"°  (21"") 
and  stopped  at  /  90°,  4'""  (12*""').  Sometimes  after  the  sound  had 
reached  about  fi  60°  the  observer  became  uncertain  whether  the  sound 
travelled  in  front  from  that  point  to  /  90°  or  travelled  in  back  from  bl 
60°  to  790°. 

b.   When  the  intensity  of  the  right  sound  was  varied  in  diminuendo, 


Researches  on  acoustic  space,  27 

and  that  of  the  lef^  sound  was  kept  constant,  the  sound  was  perceived  as 
if  travelling  from  r  90°,  3"*°  (9*'"),  passing  to  the  front  and  stopping 
at  /  90**,  8"**",  24*^.  The  sound  seemed  sometimes  to  travel  in  the 
rear,  though  at  some  points  it  was  uncertain  whether  the  sound  was  to  the 
rear  or  the  front. 

When  the  intensity  of  the  right  sound  was  varied  in  crescendo  the 
sound  seemed  to  start  at  ^/8o°,  io'"°  (30*"")  and  travelling  to  the  rear, 
to  stop  at  br  80°,  4'""'  (12"°). 

This  completes  the  record  of  the  first  group.  The  results  show  con- 
clusively the  existence  of  a  continuous  functional  relation  between  the 
relative  difference  in  intensity  (between  the  impressions  in  the  two  ears) 
and  the  localization  in  direction. 

Moreover,  it  can  be  considered  as  established  that  a  perceived  sound 
is  located  on  the  side  from  which  the  stronger  sensation  is  received, 
the  greater  the  relative  difference  between  the  two  sensations,  the  greater 
being  the  angular  magnitude  of  the  side-localization. 

Second  group. 

When  we  perceive  a  sound  as  situated  in  the  horizontal  plane,  the  in- 
tensities of  the  sensations  in  the  two  ears  are  always  different,  except 
when  the  source  of  sound  is  situated  in  the  sagittal,  or  fb^  axis.  The 
difference  between  the  t^^'o  intensities  is  greatest  when  the  sound  is  situ- 
ated nearly  in  the  auditory,  or  r/,  axis,  for  here  the  difference  of  dis- 
tances between  the  source  of  the  sound  and  the  two  ears  is  greatest.* 
When  the  source  of  sound  moves  gradually  from  the  auditory  axis 
and  at  the  same  time  approaches  the  sagittal  axis  this  difference  be 
comes  smaller.  It  has  also  been  shown  in  the  first  group  of  experiments 
that  the  localization  depends  upon  the  value  of  the  difference  between 
the  intensities  of  the  sensations  in  the  two  ears.  From  these  two  facts  it  is 
to  be  expected  that  when  each  ear  is  affected  by  two  sounds  coming  from 
symmetrical  points  on  the  two  sides  respectively  the  limits  within  which 
the  perceived  sound  is  localized  will  be  different  according  to  the  posi- 
tions of  the  symmetrical  points. 

We  have  already  studied  the  field  of  localization  of  the  perceived 


'  It  must  be  noticed  here  that  even  when  the  two  ears  are  equally  sharp  the 
between  the  intensities  of  the  sounds  heard  by  the  two  ears  cannot  be  determined  iiimpLr  iir 
taking  the  inverse  ratio  between  the  squares  of  the  distances  from  the  sound  to  the  f«ft 
When  an  exact  expression  is  wanted,  we  must  take  into  account  the  cflfccU  «f  tUe  refof' 
tion  of  the  sound-waves  around  the  head,  the  reflection  of  the  sound  from  Um?  wenyMU^n% 
walls,   and  of  the  conduction  of  the  stmnd  from  one  tympanum  to  the  i^QofS  tbn#m^  \\m. 
head . 
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sound  when  two  objective  components  are  placed  at  rand  /,  that  is,  when 
the  relative  difference  in  intensity  between  the  impressions  in  the  two  eais 
is  greatest.  In  that  case  the  field  of  localization  covered  almost  an  entire 
semicircle  either  in  front  or  in  back,  and  sometimes  covered  mofe  than 
an  entire  semicircle.  Our  next  task  is  to  inquire  whether  this  field  of 
localization  would  be  contracted  if  the  relative  differences  were  made 
smaller.  To  answer  the  question,  experiments  were  made  on  the  ob- 
server C.  W.  under  the  following  conditions : 

1.  Two  telephones  were  situated  at/r  60°  and^  60**  respectively. 

2.  Two  telephones  were  situated  zXfr^o^  and^  30°  respectively. 

3.  Two  telephones  were  situated  at  br  60°  and  bl  60*  respectively. 

4.  Two  telephones  were  situated  at  br  30°  and  bi  30°  resp>ectively. 
The  average  results  of  the  experiments  under  condition  i.  are  shown 

in  Table  XI. 

Table  XI. 
Case  I. 


Distance    of  sec- 
ondary coil  for 
left  telephone. 


Judgment  of       Judgment  of 
direction.  distance. 


I2«"  /r46.7°     io.3»°'»  (31®") 

II  /r40.8      10.  (30) 

10  A  18.3     III  (33) 

9  /no         II  (33) 

8  Jl  21.7        91  (27) 

7  y/46.7        8.4  (25) 

6  y?5o.8        6.9  (21) 

5  7^56.6        5.9  ('8) 

4  /f6o  4.9  (15) 

3  y?6o  4.3  (13) 

2  JI62  3.9  (12) 

I  Ji(>o  3.5  (II) 

The  number  of  experiments  on  each 
point  is  6. 

In  Case  T  the  probable  error  for  direc- 
tion varies  from  o  to  -b  Sl%^  ^^^'^  ^^^^^  ^^^ 
distance  from  rb  370  ^^  ±:  13%. 


Distance   of  sec- 
ondary coil  for 
right  telephone. 

1 2®°* 

II 

10 

9 

8 

7 
6 

5 
4 

3 

2 

I 


Case  II. 

Judgment  of 
direction. 

/  36.6° 

^23.3 
/     o 
A  15.7 

A  38.3 
A  48.3 
A  45 
A  48. 3 
A  48.3 

A  48.3 


Judgment  of 
distance. 


10.7 

U 

II 

9  9 

8.4 
6.9 

6.3 

6.4 
4.6 

4-3 
3-8 


(i3r) 

(31) 

(33) 

{3i) 
(3°) 

(25) 

(21) 
(19) 
(19) 
(M) 
(13) 
(") 


In  Case  II  the  probable  error  for  direc- 
tion varies  from  d=  3%  to  zb  17%  and  that 
for  distance  from  y^%  to  8%. 


The  results  are  graphically  represented  in  Figures  9  and  10. 

Here  the  relative  difference  between  the  intensities  of  the  sensations  in 
the  two  ears  must,  for  external  reasons,  have  been  smaller  than  that  in  the 
preceding  experiments.  The  field  of  localization  of  the  perceived  sound 
was  accordingly  much  more  contracted.  When  the  sound  of  the  left 
telephone  was  varied,  the  field  covered  a  sector  included  between  fl  62^ 
and  A'  46.7°.  When  the  sound  of  the  right  telephone  was  varied,  the 
field  was  still  more  contracted,  covering  a  sector  included  between  Jf  36.6® 
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and/r  51.7°.  In  both  cases  most  of  the  perceived  sounds  were  projected 
on  the  side  on  which  the  source  of  the  variable  component  sound  was 
situated.     Again,  in  both  cases  no  perceived  sound  was  projected  back- 


FiG.  9. 


Fig.  10. 


ward,  and  no  doubt  existed  as  to  the  position  of  the  perceived  sound,  as 
was  the  case  when  two  telephones  were  situated  at  right  and  left.  The 
average  results  of  the  experiments  under  condition  2.  are  given  in  Table 
XII. 


Case  I. 

Distance  of  the 
secondary  coil   Judgment  of 
for  the  left         direction. 


Table  XII. 

Distance  of  the 
Judgment  of    secondary  coil 


telephone. 

j2cm 

II 
10 

9 
8 

7 

6.8 

6 

5 
4 

3 

2 

I 


/r  36.7^ 
A  35 

A  30 

/r  26.7 
/r  20 

A    7 
/   o 
Ji  16.7 
Ji  16.7 

ft  1^1 
y/40 

/?40 


distance. 

li-3'"''(34*") 

".3  (34) 

"•3  (34) 

"  (33) 

"•3  (34) 

10  (30) 

10  (30) 

9.3  (28) 

9  (27) 

6.5  (19) 

5.7  (17) 

5  (15) 

4-5  (13) 


for  the  right 
telephone. 

II 
10 

9 

8 

7.5 

7 
6 

5 

4 

3 

2 


Case  II. 

Judgment  of 
direction. 

yfSoo 

^46.7 

/33.3 

ft  Tf^l 
^23.3 

/   o 

fr    3-3 
fr  20 

fr  36.7 

fr  40 

fr  33-3 
fr  40 
fr  36.6 


Judgment  of 
distance. 


em 


^ron  ^  27 
10  '     (30) 
9.3   (28) 
10        (30) 
9.3  (28) 
10        (30) 
9.5   (28) 
9.3   (28) 
8.3   (25) 
6.3  (19) 

6      (18) 

4.3  (13) 
4.6  (14) 


) 


The  number  of  experiments  on  each  point   '       In  Case  II  the  probable  error  for  dircc- 
is  3.  ,   tion  varies  from  o  to  ±  19%  and  that  for 

In  Case  I  the  probable  error  for  direction   ,   distance  from  o  to  zb  io%- 
varies  from  o  to  i+=  31%  and  that  for  dis-    ,' 
tance  from  o  to  10%. 


Figures  11  and  12  represent  these  results  graphically. 
In  Case  I  the  field  of  localization  covered  a  sector  included  between 
fr  36.7°  and/  40°  and  in  Case  II  it  covered  a  sector  included  between 
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7?  50°  and  fr  /^o°.  The  observer  was  sure  of  his  judgments  and  never 
projected  the  sound  backward.  The  tendency  to  project  the  perceived 
sound  more  on  the  side  on  which  the  source  of  the  variable  sound  was 
situated  was  lessened  here,  and  the  localizations  were  more  evenly  dis- 
tributed. 


—  L 


Fig.   II. 


Fig.  12. 


A  similar  contraction  of  the  field  of  localization  of  the  perceived  sound 
was  observed  with  the  same  subject  when  the  sources  of  sound  were  situ- 
ated behind  the  observer.  Here  we  noticed  that  the  perceived  sounds 
were  frequently  located  in  front.  Under  condition  3.,  when  the  in- 
tensity of  the  sound  on  the  side  of  the  sharper  ear  (left)  was  varied,  most 
of  the  perceived  sounds  were  located  in  front,  62  of  72  perceived  sounds 
being  decidedly  located  in  front.  On  the  contrary,  when  the  intensity  of 
the  sound  on  the  side  of  the  duller  ear  was  varied  most  of  the  perceived 
sounds  were  located  in  back,  though  some  of  them  were  located  in  front. 
Table  XIII  gives  the  average  results  for  the  experiments. 


Distance  of  the 

secondary  coil 

for  the  left 

telephone. 


12 
II 
10 

9 
8 

7 
6 

5 

4 

3 
2 

I 


cm 


Table 

XIII. 

Case  I. 

Usual  local i 

zation. 

nee. 

Occasional  localisation. 

Direction. 

Distal 

Direction.                  Di 

stance 

A  64° 

IO"°      ( 

30cm) 

br  70°               6. 5""° 

(19- 

A  56 

9-4 

(28) 

br  75                  7 

(21) 

A  44 

10         1 

[30) 

br  70                  6. 5 

(19) 

A  40 

9.6 

(29) 

bryi                  7 

(21) 

/   8.5 

10         ( 

30) 

br  20                 6. 5 

(19) 

y^3i 

9        ( 

>1) 

/51.6 

6.9     ( 

:2«) 

f  60 

6.4     ( 

;«9) 

bi  40                  5 

(15) 

ji  66.7 

4-S      ( 

[14) 

ji  70 

3-8     ( 

:««) 

/72 

3        ( 

;  9) 

/V80                  3 

(  9) 

Jl  80 

3        ( 

:  9) 

bl  70                 3 

(  9) 

The  number  ol  experiments  on  each  point  is  6. 

In  Case  I  the  probable  error  for  direction  varies  from  dr  2%  to  6%  and  that  for  distance 
from  o  to  d=  l%- 
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Case  II. 


Distance  of  the 
secondary  coil 
for  the  right 
telephone.  ■ 

12001 


Usual  localization. 


Occasional  localization. 


.j^. 


Direction. 


Distance. 


Direction. 


Distance. 


II 
10 

9 
8 

7 
6 

5 
4 

3 

2 

I 


bl  700 

bl  70 

fl  45 

^^35 
foxb 

fr  or  br  30 

br  46.7 

^^46.7 

^^  53-3 
br  60 

^^63.3 

brdd.'j 


7.3"" 
8 

10 

7.3 
10 

8.5 
6.1 

4.3 
3.6 

3-3 

2.8 

3.2 


(22««») 

(24) 
(30) 
(22) 

(30) 

(25) 
(18) 

(13) 

(") 
(10) 

(  8) 

(10) 


bl   70° 
Jl    20 

yr  or  br  20 
foxb 


gtua 
10 

8 
10 


(24*^") 

(30) 
(24) 
(30) 


In  Case  II  the  probable  error  for  direction  varies  from  o  to  ±  1 2%  ^nd  that  for  distance 
from  o  to  lb 


Fig.  13. 


^IG.   I4« 


Figures  13  and  14  show  these  results  diagra.rn«ia.       ^^  gjy^  . 
The  results  of  the  experiments  under  con<3.it:ioii  4 
XIV. 

Figures  15  and  16  show  the  results  grapHica.\  Y-    ^^^^ 
These  results  show  that  the  field  of  localiz-a-^^^^^ 


covered  larger  sectors  in  the  experiments 
the  experiments  under  condition  4.     In   tH« 
included  between ^9-  64**  andy?  So*'  in  frox^t  ^^^ 
^r   75^   and  bl  80**   in  back,  while   iti 
included  between  /r  55®  andy?  56.7®  i'^ 
tween  ^r  60®  and  ^/  60**  in  back. 
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Distance  of 
the  secondary 

coil  for  the 
left  telephone, 
f  2C111 

II 
10 

9 
8 

7 
6 

5 
4 

3 

2 

I 


Table  XIV. 
Case  I. 
Usual  localization. 


Occasional  localization. 

. • . 


Direction. 

^r  50° 

frZS 

^43-3 

A  35 
frZO 

forb 

fl  20 

/43.3 
y?45 
y?45 
fl  ^33 
fl  ^S 


Distance 

Qtan 


9 
8 

9 
9 

8.7 

9 
6.8 

5-5 

5.5 
4.2 

4.5 


27001  \ 

27) 

24) 

27) 

27) 
26) 

27) 
20) 

16) 
16) 

13) 

«3) 


Direction. 

brso"" 

fr  or  br  35 
^r30 

bly> 

hi  y> 
fl  or  /^/  50 


Distance. 


gran  (24<«) 


9 
8 


5 
5 


(27) 
(24) 

(21) 

(15) 
(15) 


fl  or  bl  so  3.5  (10) 


The  number  of  experiments  on  each  point  is  3. 

In  Case  I  the  probable  error  for  direction  varies  from  o  to  =b  65%  and  that  for  distance 
from  o  to  ±  28%. 

Case  II. 


secondary  coil 

Usual  localization. 

Occasional  localization. 

4 

for  the  right 
telephone. 

Direction^ 

Distance. 

Direction.               Distance. 

I2cm 

y?4o° 

gsun  (24*^™) 

^/6o°                7"°  (21^") 

II 

/53-3 

7.7     (23) 

10 

/56.7 

7       (21) 

9 

8 

7 

flSo 
b  or  k 

f 

7-3    (22) 

7         (21) 

II         {33) 

^-'*^3o  {«j-;} 

6 

f^SS 

6.5    (19) 

brA,0                   5        (15) 

5 

fr^s 

6      (18) 

br  ^0                  6       (18) 

4 

A  45 

6.5  (19) 

br^O                  4       (12) 

3 

br\o 

4.5  (13) 

A   30                       4        (12) 

2 

frAS 

4      (12) 

br\o                 3       (   9) 

I 

fr  ^o 

3-3   (10) 

^'^50                3      (  9) 

In  Case  II  the 

probable  error 

for  direction  varies 

from  0  to  -^  8%  and  that  for  distance 

from  0  to  -^  iS'/q. 

Our  expectation  that  the  acoustic  field  would  be  contracted  more  as  the 
two  sources  of  sounds  approached  more  to  the  median  plane,  and  conse- 
quently the  relative  difference  between  the  intensities  of  the  sensations  in 
the  two  ears  would  grow  less,  was  realized  by  the  second  group  of  exj^eri- 
ments.  As  to  the  forward  and  backward  projection  of  the  perceived 
sounds  the  above  results  resemble  those  of  the  first  group  of  experiments, 
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where  it  was  asserted  that  the  cause  of  such  forward  and  backward  localiza- 
tion must  be  sought  in  the  equality  of  the  relation  between  the  intensities 
with  which  the  sounds  localized  in  the  two  directions  in  question  are  re- 
ceived by  the  two  ears  respectively.  In  a  similar  way  we  will  say  here 
that  the  forward  and  backward  projection  in  the  experiments  under  con- 
ditions 3.  and  4.  originates  in  the  resemblance  which  exists  between  the 
relative  differences  in  the  intensities  with  which  the  two  sounds  at  the 


Fig.  15. 


Fig.  16. 


back  are  heard  by  the  two  ears  and  the  relative  difference  in  the  intensities 
with  which  the  two  sounds  at  the  corresponding  points  in  front  are  heard 
by  the  two  ears,  for  otherwise  the  sounds  would  never  be  localized  both 
in  front  and  in  back  in  such  a  confused  way  as  shown  in  the  above  tables. 

J.  Previous  Investigations. 

In  going  over  a  large  number  of  monographs  that  treat  of  the  localiza- 
tion of  a  sound  as  depending  on  the  intensities  with  which  the  vibratory- 
movements  affect  the  two  ears  we  find  several  that  are  of  special 
importance. 

We  must  first  notice  Seebeck*s*  computation  of  the  intensities  with 
which  the  air- vibrations  from  a  sounding  object  reach  the  ears. 

Let  us  suppose  that  the  right  ear  is  turned  to  a  sonorous  body  and  the 
left  toward  a  wall.  Supposing  the  wave-length  of  the  sound  to  be  ^,  the 
equation  of  the  vibratory  movement  will  be 

y  ^  a  zo%   2;:  I  —  -f  rl, 

where  c  represents  the  velocity  of  the  propagation  of  the   sound,  /  w 
time,  y  the  extent  to  which  an  air  particle  is  displaced  at  the  nKmiem  /^ 

iSekbkck,  Die  Zuriickwcrfung  des  SchalUs,  Annalen  d.  Fhysik  u. 
dorff),  1846  LVXIII  465. 
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a  the  maximum  value  of  y^  and  r  a  constant  time-value  indicating  the 
phase.  If  the  time  be  counted  from  the  moment  at  which  the  value  for 
the  direct  wave  is  greatest  in  the  right  ear,  then  the  vibration  will  be  ex- 
pressed by 

ct 
ym^a  cos  2ff  —  . 

The  direct  wave  reaches  the  left  ear  in  two  ways.  The  first  way  is 
through  the  air  whereby  the  sound-waves  which  have  proceeded  to  the 
head  are  bent  round  to  the  ear.  Let  d  represent  the  additional  distance 
travelled  by  the  sound-wave  in  reaching  the  left  ear  around  the  head 
after  having  arrived  at  the  right  ear.  Then  the  vibration  in  the  left  ear 
will  be  expressed  by 

y  wm  ^  k  a  cos  2»  — - — , 

where  the  minus  sign  expresses  the  change  in  the  phase  and  ki&z.  posi- 
tive number,  which  expresses  the  weakening  of  the  sound  due  to  the  re- 
fraction around  the  head. 

In  addition  to  the  refracted  portion  the  ear  receives  vibrations  trans- 
mitted from  the  right  side  to  the  left  ear  through  the  solid  parts  of  the 

head.     If  -  be  the  relation  between  this  route  and  the  wave-length — the 

latter  being  referred  not  to  the  air  but  to  the  solid  bony  substance,  then 

y  is  a  very  small  quantity  for  all  usual  tones.     The  second  part  of  the  wave 

in  the  left  ear  will  be  expressed  by 

y    ^:^t  cos  27r  — - — 

where  /  indicates  the  weakening  which  the  sound  suffers  on  this  second 
route.     If  we  add  together  these  two  components  for  the  left  ear,  we  have 

ct '—  d  ct  —  e  ct  —  ^ 

y  :=s  -^  ka  cos  27: ; h  i^  cos  2;r  — ; —  =  pa  cos  2ir  — ; — , 


where  /  =     1/^  -f  / '  —  2  ik 


d-^e 

cos  2r  — 't— 


d        .  / 

k  cos  2r /  cos  2r  — 

d  A  k 

and  cos  2r-  = 

As  for  the  reflected  wave,  it  will  be  expressed  for  the  left  ear  by 

y*  =  —  qa  cos  27:  — ; — , 
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and  for  the  right  ear  by 


y  =.  +  qa  cos  2r 


(t^  l^K 


/ 


Ai'here  the  factor  ^q  indicates  the  weakening  of  tir^  v^-^?**.  *i# 
change  in  the  phase  produced  by  the  reflection,  and  /  \t^:  ^j,i^-^^^ 
the  median  plane  of  the  head  to  the  wall. 

If  we  now  add  the  elements  which  proceed  frofi:   ti**. 
fleeted  waves,  we  obtain  for  the  right  ear 


and  for  the  left 


/=i7^cos2-Y^  +  r,  ^ 
y=rtjjCOS2:r|  J+r,J, 


where  the  phase  differences  t^  and  r,j  do  noi 
purpose,  but  a^  and  a^^  are  determined  by  the  «\} 


^ 


These  quantities  give  the  intensities  of  the  Mi«V 
ears  respectively,  for  the  latter  arc  to  be 
amplitudes. 

It  should  be  in  criticism  that  the  direct 
through  the  skull  is  an  utterly  negligible 
sion  from  one  tympanum  to  the  other  t 
tant,  though  undeterminable,  factor. 

We  must  next  consider  Steinhausbu'i 
He  worked  out  on  geometrical  principles 
relative  intensities  with  which  a  sound 
ing  to  him  the  pinna  acts  as  a  funnel  tO 
of  sound  which  in  consequence  of 
other^'ise  enter  it. 

The  regions  of  direct,  indirect,  and  fli 
according  to  the  nature  of  the  path  bjT  1 


-/ 


1  Stkinhaiskr,  The  theory  of  binamrmi 
l8i,  261.  (ThU  is  a  translation  of  StrinhaUMI 
1877.) 
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ears.  In  direct  hearing  the  waves  proceeding  from  the  sonorous  body 
reach  the  ear  in  a  straight  line  and  enter  the  auditory  meatus  directly.  In 
indirect  hearing  the  waves  proceeding  from  the  source  of  sound  do  not 
reach  the  ear  in  straight  lines,  but  after  undergoing  reflection  from 
external  objects.  In  mixed  hearing  the  waves  reach  the  ear  partly 
directly  and  partly  indirectly. 

The  formula  deduced  by  Steinhauser  for  direct  hearing  is  as  follows : 
Let  ^  be  the  angle  between  the  plane  of  the  pinna  and  the  line  of  sight, 
and  a  the  angle  which  the  line  of  sight  makes  with  the  direction  of  the 
sound  ;  and  let  t\  and  /,  represent  the  relative  intensities  with  which  the 
sound  is  heard  in  the  two  ears ;  then 

tan  a  :  tan  /?  : :  /\  —  /,  :  i^  +  t\ . 

The  direction  in  which  a  source  of  sound  is  situated  may,  therefore,  be, 
according  to  Steinhauser,  estimated  by  the  different  intensities  with 
which  a  sound  is  perceived  in  the  two  ears.  From  the  above  formula  the 
case  can  be  deduced,  in  which  /,  =  t\ .  We  have  then  tan  a  =  o  and 
hence  ^  =  o  .  This  is  the  case  in  which  the  sound  is  just  in  the  direction 
of  the  line  of  sight. 

If  a  source  of  sound  is  situated  in  the  region  of  indirect  hearing,  no 
waves  of  sound  can  reach  the  surface  of  either  of  the  pinnae  directly ;  the 
sound  produced  by  the  sonorous  body  can  evoke  a  sensation  as  the  results 
of  reflection,  provided  we  neglect  the  possible  conduction  of  sound 
through  solid  bodies  and  by  refraction  around  the  head  and  pinnae.  I>et 
a  be  the  angle  which  the  rays  of  sound  make  with  the  line  of  sight  before 
reflection,  a^  the  angle  they  make  after  reflection,  and  <p  be  the  comple- 
mentary of  the  angle  which  the  line  of  sight  makes  with  the  surface  which 
reflects  the  rays  of  sound  ;  then  by  a  geometrical  operation 

a^=  2<p  —  a. 

That  which  is  heard,  therefore,  indirectly  in  the  direction  a  makes  the 
same  impression  as  that  heard  directly  in  the  direction  a^;  in  which  case  «^, 
whose  vahie  is  dependent  on  y,  may,  without  any  change  of  the  direction 
of  the  waves  of  sound,  assume  an  indefinite  number  of  different  values, 
since  the  position  of  the  reflecting  surface  may  as  well  be  any  other  than 
it  is,  or  there  may  be  many  reflecting  surfaces. 

If  a  source  of  sound  is  situated  in  the  region  of  mixed  hearing,  then 
the  direct  rays  of  sound  can  reach  only  one  of  the  two  pinnae,  while 
both  may  be  reached  by  the  indirect  rays.  Accordingly  let  i\  be  the  in- 
tensity with  which  the  direct  rays  of  sound  affect  one  ear,  and  />,  the 
increment  of  that  intensity  due  to  the  effect  of  reflexion.     Let  /»,  be  the 
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observed  also  in  persons  who  suffered  from  hard  hearing  of  one  or  both 
ears.  With  many  persons  the  mistakes  of  localization  were  first  noticed 
when  they  were  subjected  to  a  special  test.  He  ascertained  also  that  in 
binaural  audition  the  localization  was  especially  defective  for  a  sound  in 
the  median  plane,  where  the  source  of  sound  was  equally  distant  from 
the  two  ears. 

Thompson  noticed,  during  his  experiments  on  binaural  hearing,  an 
acoustic  illusion  due  to  the  fatigue  of  the  ear.  One  ear  was  fatigued  by 
listening  to  a  loud  pure  tone,  and  then  the  listener  tried  to  estimate  the 
direction  of  a  sound  of  the  same  pitch.  If  his  left  ear  were  fatigued  he 
would  invariably  imagine  the  source  of  the  sound  to  be  further  to  the 
right  than  it  really  was,  and  likewise  the  reverse.  The  illusory  displace- 
ment in  the  direction  of  the  sound  was  greater  as  the  fatigue  was  more 
complete.  But  as  the  sounds  of  different  pitch  have  to  stimulate  differ- 
ent fibres  of  the  basilar  membrane  of  the  cochlea,  it  would  be  expected 
that  the  fatigue  produced  by  a  sound  of  a  certain  pitch  would  have  no  ef- 
fect on  the  perception  of  a  sound  of  another  pitch.  According  to  Thomp- 
son* s  experiments,  when  one  ear  was  fatigued  with  a  c**  fork  no  illusory 
displacement  was  perceived  in  an  a"  fork. 

Tarchanoff  *  found  that  when  telephones  were  held  opposite  the  ears 
and  intermittent  currents  were  sent  through  them,  the  perceived  sound 
was  localized  in  the  median  plane  and  that  it  was  perceived  outside  the 
plane  when  there  was  the  slightest  difference  between  the  intensities  of 
of  the  two  sounds. 

Urbaxtschitsch  ^  found  that  when  one  and  the  same  sound  of  a  certain 
intensity  was  led  into  the  two  ears  separately  by  means  of  a  T  tube,  one 
group  of  his  observers  perceived  the  sounds  as  being  in  the  right  and  left 
ears  with  equal  intensities,  whereas  another  group  perceived  the  sounds  in 
the  right  and  the  left  temporal  regions  of  the  head.  When  the  intensity 
increased,  these  two  sounds  seemed  to  expand  and  approached  nearer 
to  the  middle  of  the  head,  being  finally  brought  into  fusion  at  a 
sufficient  intensity.  Sometimes  besides  the  two  sounds  a  third  sound 
was  observed  in  the  center  of  the  head ;  the  latter  was  perceived  after 
repeated  experiments  or  only  when  the  observers  paid  special  attention 
to  it.  A  large  proportion  of  the  observers,  when  very  attentive,  per- 
ceived the  sound — not  in  the  ears  but  in  the  interior  of  the  head. 
Finally,  there  were  some  observers  by  whom  the  sound  was  not  gener- 
ally located  in  the  head,  but  projected  in  front,  to  the  back,  or  above. 

1  Tarchanoff,  St.  Petersburger  med.  Wochenschrift,  1878,  No.  43. 
^URiiANrscHiTscii,  Zur  Lchre  von  dcr  Schaliempfindting,  -\rchiv  f.  d.  ges.   Physiol. 
(Pfluger),  1881  XXIV  574. 
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In  regard  to  the  intercranial  localization  there  were  some  individual  dif. 
ferences  as  to  the  distinct  position  of  the  perceived  sound.  Some  local  - 
ized  it  in  the  occipital  region  of  the  head,  others  in  the  frontal  region  or 
in  the  forehead,  while  still  others  localized  it  in  the  noHe  or  in  thr 
pharynx.  Urbantschitsch  asserted  also  that  the  degree  of  fnliguc  of  thr 
ear  could  possibly  be  determined  by  observing  the  position  of  an  acoiiH' 
tic  image.  At  first  a  very  strong  sound  was  conducted  to  one  car  for  a 
while;  then  weaker  sound  of  the  same  pitch  was  conducted  to  thr  two 
ears  simultaneously.  The  acoustic  image  for  the  latter  caKc  wan  found  al 
first  in  the  ear  which  was  not  fatigued  and  remained  there  for  a  fc*w  uri 
onds;  then  the  image  travelled  gradu^illy  towards  the  median  plane  attd 
at  last  was  found  at  the  centre  of  the  head.  URnANTSiHiTHcii  explained 
the  phenomenon  in  the  following  way.  As  one  ear  wan  very  Ntrongly 
stimulated  in  the  beginning  it  was  fatigued  for  some  interval  of  tinu;  and 
the  other  ear,  which  was  not  stimulated,  became  relatively  i»luir(>«r. 
Consequently,  when  a  weaker  sound  was  conducted  to  the  tW4(/  ^ma 
simultaneously  the  sensation  in  the  latter  ear  was  evidently  iXxi^u^  $t^ 
the  perceived  sound  was  located  on  the  side  of  that  ear.  Hut  ti^  vtiMir 
ear  began  to  recover  gradually,  and  at  the  same  time  the  itharp«r  ^m  ^' 
gan  to  be  fatigued.  As  a  result,  the  perceived  sound  Ijcj^mi  ft^^t^t^-. 
towards  the  median  plane  and  at  last  reached  the  cenlir  4^  iji^  M8^ 
when  the  sharpness  of  the  two  ears  became  the  same. 

Kessel^  performed  his  experiments  by  inserting  tubflp  #110.  ^  l^m^^ 
shaped  sound-receiver  into  the  ears,  thus  excluding  A^  MiM^  ^  ^k^ 
pinnse.  The  sound  of  a  tuning  fork  was  conducted  ifll#lhnMPhM^^ 
this  apparatus.  When  the  tubes  were  of  the  same  lengfll; 
equally  wide  the  ears  were  stimulated  with  the  same 
suiting  single  sound  was  located  in  the  median  pkne  4^ ^Mhi^  2i^>K^ 
of  the  tubes  was  more  or  less  pressed  so  that  the  two 
differently,  then  the  sound  was  perceived  in  the 
more  strongly. 

Kessel  made  another  interesting  experiment*     ilg  ^it^ 

principle  of  the  localization  of  a  sound  on  the  iidf  tfP 
holds  good  even  in  the  case  when  one  ear  it  not 4 
the  waves  of  the  sound,  but  stimulated  by  refledctf  R^>r^/ 

he  hung  a  watch  in  the  axis  of  a  parabolic  inifll  |E^   ' 

server  was  adjusted  between  the  mirror  and  thi 
were  opposite  them.     Then  the  watch  waf  a^ 
rays,  which  were  gathered  at  the  focus,  Wi 


•.#• 


>  Kessel,  Uebcr  die  Function  dcr  OhrmuscM. 
r  Ohrenheilk.,  1882  XVI II  120. 
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site  the  focus  more  strongly,  in  which  case  the  sound  was  localized  in  the 
direction  of  the  mirror.  If  the  watch  was  brought  nearer  to  the  ear  on  its 
side,  so  that  the  direct  rays  of  the  sound  would  stimulate  this  ear  more 
strongly,  then  the  sound  would  be  localized  on  the  side  of  the  watch. 

RoGDEsTWENSKY*,  onc  of  Tarchanoff's  pupils,  produced  sounds  at 
symmetrical  points,  and  observed  that  the  perceived  sounds  were  local" 
ized  in  the  head,  breast  and  abdomen  according  to  the  difference  in  the 
height  of  the  symmetrical  points. 

To  exclude  the  function  of  one  ear  in  perceiving  the  direction  of  a 
sound,  Prever*  made  experiments  by  using  a  telephone  instead  of  the 
snapper  sounder.  The  intensity  of  the  telephone  sound  was  weakened 
by  reducing  the  intensity  of  the  electric  current  so  that  by  stopping  the 
ears  the  sound  could  not  be  heard  by  the  subject.  Then  one  ear  was 
opened  so  that  the  sound  was  heard  by  that  ear  only.  The  result  of  the 
experiments  showed  that  under  such  conditions  errors  occurred  which 
were  not  observed  in  ordinary  perception,  and  it  was  often  very  difficult, 
even  with  a  strenuous  attention,  to  get  rid  of  these  errors.  These  errors 
were  localisations  on  the  wrong  side. 

Similar  experiments  were  afterwards  made  by  Arnheim'.  In  his 
experiments  the  number  of  correct  perceptions  with  one  ear  amounted  to 
only  22^0  of  the  total,  while  with  both  ears  it  amounted  to  39.7%  (in 
Prever's  experiments  30%).  He  noticed  also  a  decided  tendency  to 
locate  the  perceived  sound  on  the  side  of  the  open  ear. 

Schaefer,*  who  had  made  elaborate  experiments  on  the  perception  of 
the  direction  of  sound  in  cooperation  with  Prever,  attacked  a  peculiar 
side  of  the  problem  at  a  later  date,  namely,  the  localization  of  beats  and 
difference  tones.      His  results  may  be  summarized  as  follows. 

If  the  relative  intensity  of  the  primary  tones  is  equal,  then  the  l)eats 
appear  to  proceed  from  the  region  between  the  points  at  which  the  two 
tones  are  situated  whether  thev  are  on  the  same  or  different  sides  of  the 
median  plane.  The  localization  of  the  beats  in  the  median  plane  when 
the  primary  tones  of  equal  intensity  are  situated  on  both  sides  of  the 
plane,  is  a  special  case  of  this  general  fact.  Schaefer  thinks  it  clear  that 
when  the  two  forks  are  placed  on  the  same  side  of  the  median  plane  the 


'RoGDKSTWENSKV,  Ucbcr  die  Localisation  der  Gchorsempfindungefty  Diss.  18S7. 

2pREYKK,  Die  Wahnichmuni;  der  Schallrithtung  mittdst  der  Bogen^dngc,  Archiv  f. 
d.   jres.  Physiol.  (PnURcr),  1SS7  XL  5S6. 

^Arnhkim,  Beit  rage  zur  Tlieorie  von  Sihallempfindungcn  mittelest  der  Bogenc;angt\ 
I.)iss.,  Jena  1S87. 

<  SrnAKFKR,  Ueber  die  IVahrnehmnng  und  Localisation  von  Schivehungen  una 
DiffereuzConen,  Zt.  f.  Ps}'ch.  u.  Physiol.,  1S90  I  81. 
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beats  are  perceived  more  strongly  by  the  ear  on  that  side  ;  and  that  the 
beats  are  perceived  by  the  two  ears  with  equal  intensity  when  the  sources 
of  the  tones  are  found  in  the  median  plane.  For  sounds  located  on  differ- 
ent sides  of  the  median  plane  it  can  be,  according  to  Schaefer,  mathe- 
matically proven  that  the  intensity  of  the  beats  is  equal  on  the  two  sides 
when  the  relative  intensities  of  the  primary  tones  are  equal,  but  on  the 
contrary  the  intensity  of  the  beats  is  stronger  on  the  side  of  the  stronger 
primary  tone  when  the  relative  intensities  of  the  primary  tones  are  not 
equal.  Schaefer' s  conclusion  is  that  the  beats  will  be  localized  on  the 
side  of  the  ear  which  is  more  strongly  excited  by  them,  but  in  the  median 
plane  if  the  two  ears  are  equally  excited  by  them.  The  further  exact 
determination  of  the  direction  is  dependent  upon  that  of  the  relatively 
stronger  primary  tone.  The  localization  of  beats  is,  therefore,  governed 
by  the  same  principles  as  the  localization  of  simpler  sounds,  i.  e.,  the 
localization  on  the  side  of  the  ear  which  is  excited  more  strongly,  and 
the  localization  of  sounds  in  the  median  plane  when  the  two  ears  are  ex- 
cited with  equal  intensity. 

As  for  the  perception  of  difference  tones,  the  localization  is  apparently 
contradicted  by  that  of  beats.  For  when  two  forks  of  unequal  intensities 
are  placed  on  the  different  sides  of  the  median  plane  the  difference  tones 
are  heard  on  the  side  of  the  weaker  primary  tone.  This  is  not,  however, 
really  contradicted  by  the  localization  of  the  beats  on  the  side  of  the 
stronger  primary  tone.  For  the  localization  of  difference  tones  on  the 
side  of  the  weaker  primary  tone  is  based  upon  the  fact  that  on  this  side 
the  relation  of  intensity  which  is  more  favorable  for  the  perception  of  the 
difference  tones  predominates,  and  the  difference  tones  are  heard  louder 
on  this  side,  for  if  the  left  sound,  for  example,  is  relatively  stronger,  the 

• 

left  ear  is  made  "  physiologically  deaf*'  for  the  sound  coming  from  the 
right  side,  and  thereby  the  perception  of  the  difference  tone  is  made  ina- 
possible.  Difference  tones  are,  therefore,  localized  after  all  on  thd; 
side  of  the  ear  which  is  excited  more  strongly.  As  for  the  median  locali' 
zation  of  the  difference  tones,  the  result  is  similar  to  that  of  the  Itesite, 
for  when  the  two  primary  tones  of  equal  intensity  reach  the  ears  UiHt^  ti«r 
two  sides  of  the  median  plane  either  by  air  transmission  or  by  ^.^miM 
conduction,  the  difference  tones  are  localized  in, the  median  pliUM;- 

Finally,  one  more  i)henomenon  which  was  emphasized  by  ScttAfc^*^ 
is  to  be  mentioned.      If  a  fork  be  placed  on  the  top  of  tbr  JMS^C  '\^ 
sound   will    be    localized   in  the   median    plane,    but   it   wiJJ   li0tt  *g^ 
one  ear  if  that  car  be  closed.     Schaefer  explained  thw 


>  SciIAEFKR,  /:///  Vcrsuch  ithcr  Ji'  intrakraniellc  LcitungUUet  itr  'J§a^-%tm  '^^^    " 
Ohr,  Zt.  f.  Psych,  u.  Physiol,  d.  .Sinn,  1 89 1  II  ill. 
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in  the  following  way.  The  osseous  parts  of  the  auditory  apparatus, 
the  tympanum,  and  finally  the  air  in  the  external  auditory  tube  will  be 
put  into  vibration  by  the  waves  which  the  sound  produces  in  the  laby- 
rinth by  means  of  cranial  conduction.  In  this  case,  therefore,  sound  pro- 
ceeds in  just  the  opposite  way  to  the  usual  one,  where  it  passes  from  the 
air  into  the  ear.  Now,  if  we  close  the  ear  with  the  finger,  the  tympanum 
will  be  put  into  stronger  vibration  on  account  of  the  reflexion  of  the 
waves  from  the  finger.  Consequently  the  component  sound  is  stronger  in 
the  closed  ear  and  the  perceived  sound  will  appear  to  shift  from  the 
median  plane  toward  the  side  of  the  closed  ear.  The  same  effect  will 
be  produced  if  we  apply  a  resonator  to  the  ear  either  by  holding  by 
fingers  or  by  supporting  on  a  stand.  To  this  same  class  belongs  another 
phenomenon  which  is  noticed  by  many  persons  of  normal  hearing. 
When  we  sing  loudly  a  low  tone  like  the  German  *'  u  "  and  stop  one  ear, 
but  not  very  tightly,  the  tone  will  move  from  the  initial  position  in  the 
larynx  to  the  stopped  ear,  but  it  will  move  again  to  the  median  plane  ia 
the  interior  of  the  head  if  the  other  ear  is  stopped  in  the  same  way. 

Block  ^  investigated  both  binaural  and  monaural  localization  by  meas- 
uring the  least  noticeable  change  in  the  position  of  sounding  body.  His 
conclusion  runs  as  follows. 

The  most  important  function  of  binaural  audition  is  the  perception  of 
the  direction  of  a  sound ;  the  perception  of  direction  is  more  accurate  in 
the  horizontal  and  in  the  frontal  planes  than  in  the  median  plane  ;  in  the 
former  two  planes  the  localization  is  based  chiefly  upon  the  relative  dif- 
ference between  the  intensities  of  the  sounds  heard  by  the  two  ears,  and, 
secondarily,  upon  the  change  in  the  intensity  of  the  perceived  sound 
which  arises  from  the  influence  of  the  pinnae ;  and  in  the  median  plane 
the  action  of  the  pinnai  which  collect  the  sound-waves  into  the  auditory 
meatus  is  the  chief  condition  for  the  localization  of  sounds. 

These  investigations  make  it  clear  that  the  relation  of  intensity  between 
the  two  components  of  a  sound  heard  by  the  two  ears  is  a  fundamental — 
or  the  fundamental — factor  of  localization  in  regard  to  direction.  My 
own  work,  reported  in  this  section,  aimed  to  further  define  this  factor 
and  its  effect. 

III.    LOCALIZATIOX    OF    THE     PERCEIVED    SOUND    AT   THE     MIDDLE     }H)LNT 
BETWEEN    THE    SOURCES    OF    TWO    OBJECTIVE    SOUNDS. 

In  the  foregoing  experiments  the  two  telephones  were  restricted  to  the 
same  primary  plane  at  two  points. 


'  lii.ocu,  Diis  bitianrale  Ilonn^  Zt.  f.  Ohrenheilk.,  1893  XXIV  25. 
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In  the  following  experiments  the  telephones  were  placed  at  various 
points  on  the  surface  of  the  spherical  cage  (Fig.  i). 

(fl)  One  of  two  telephones  was  situated  in  the  median  plane  and  the 
other  in  the  frontal  plane.  The  two  telephones  were  placed  at  a  same 
level.  The  physical  intensities  of  the  two  sounds  were  kept  as  far  as  pos- 
sible equal  and  constant  during  the  experiments.  The  positions  of  the 
two  telephones  were  as  follows  : 


Table 

XV. 

Number  of 

position. 

Position  of  the  two  telephones 

I 

fo  and 

ro 

2 

fo   " 

lo 

3 

fu    ** 

ru 

4 

fu    " 

lu 

5 

bo    ** 

ro 

6 

bo   «* 

lo 

7 

bu  «« 

ru 

8 

bu  ** 

lu 

9 

f     " 

r 

10 

/     " 

I 

II 

b      ** 

r 

12 

b      ** 

I 

On  the  one  hand,  if  a  sound  comes  from  the  median  plane  only,  the 
two  ears  will  be  stimulated  equally,  and  consequently  the  perceived  sound 
will  be  located  in  the  median  plane.  On  the  other  hand,  if  a  sound  comes 
from  the  frontal  plane  only,  the  two  ears  will  be  stimulated  with  the  max- 
imum relative  difference  in  intensity,  so  far  as  the  sounds  at  a  same  level 
are  concerned,  and  consequently  the  perceived  sound  will  be  located 
nearly  in  the  frontal  plane.  Now,  if  the  two  ears  are  stimulated  simulta- 
neously, as  in  our  experiments  by  the  two  sounds  situated  in  the  above 
two  planes,  the  relation  between  the  intensities  of  the  sounds  heard  by  the 
two  ears  will  be  just  like  the  relation  between  the  intensities  with  which 
the  two  ears  hear  a  sound  coming  from  the  plane  which  lies  just  between 
the  above  two  planes.  The  perceived  sound  may  accordingly  be  expected 
to  be  located  in  the  plane  l^etween  the  median  and  frontal  planes.  More- 
over, in  our  experiments,  as  the  two  telephones  lie  on  the  same  level  the 
perceived  sound  may  be  expected  to  be  mostly  localized  on  that  level. 

These  expectations  were  fully  realized  by  the  actual  results  which  are 
given  in  Table  XVI.  Mr.  K.  Matsumoto,  a  graduate  student  of  psy- 
chology, and  Mr.  T.  Nakashima  were  the  subjects  of  the  experiments. 

To    make    the    comparison    between   expectation   and   realization 
easier,  I  have  arranged  the  results  as  in  Table  XVII.     The  symbols  in 
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fact,  we  have  reasonable  justification,  under  the  above  conditions,  for 
occasionally  localizing  the  perceived  sounds  in  the  directions  in  column  C. 

As  for  the  localizations  of  the  sounds  in  the  directions  in  column  D^ 
they  occurred  very  rarely  and  could  be  ascribed  both  to  the  inaccuracy 
of  the  experiment  and  inattention  of  the  observer. 

(^)  The  localization  of  the  perceived  sound  at  the  middle  point  between 
the  sources  of  the  two  component  sounds  is  not  restricted  to  the  case  in 
which  the  components  sounds  are  put  in  the  primary  planes  and  at  the  same 
level.  In  the  following  experiments  I  placed  two  component  sounds  at 
different  levels  and  one  of  them  in  a  secondary  plane,  namely,  one  tele- 
phone was  placed  at  the  terminus  of  a  secondary  axis  in  the  horizontal 
plane  and  the  other  telephone  was  placed  at  the  terminus  of  a  secondary 
axis  in  the  frontal  or  median  plane.  The  objective  positions  of  the  tele- 
phones were,  therefore,  as  indicated  in  Table  XVIII. 


Taule  XVIII. 

Number  of 

Positions  of  the 

Number  of 

Positions  of  the 

position. 

two  telephones. 

position. 

two  telephones. 

I 

fr  and  ru 

9 

fr  and  ro 

2 

r      "  fu 

lO 

fr    «    fo 

3 

fl     **    lu 

II 

fl    **    lo 

4 

fl     "  fii 

12 

fl     -    fo 

5 

br    **    ru 

13 

br    **     ro 

6 

br    "    bu 

14 

br    *«     bo 

7 

bl    '*    lu 

15 

bl    **     lo 

8 

bl     **    bu 

i6 

bl    «*     bo 

The  experiments  were  made  upon  T.    N.   and  the   results  were  as 
jgiven  in  Table  XIX. 


Table  XIX. 


Localization. 

1  /''('')' 

A>  P'y  /'»  A»  /^'.  A- 

2  fr{u),bur{k\ 
/''»  /'',  fr.  A,  fr. 

br[u),  ru{b),  ru[b), 
-^     b)\  br^  >\b). 

f-     bi4)\,  bur^  (b)ftr,  b{u)r^ 
b,\k),  br. 

^     biily  bul,  bul,  b(u)l, 
'      bl. 

-,     />if\  buly  buly  bul, 
bul{^k),  b[l). 


Localization. 

Ao)r,  /[o)r,  f{o)r. 


\oy./{o)r, 
'fy  fr,  fr,  Jr 


O    Mr)y  fo{r),  f{or), 
Ar)Jr. 

A  A  A 

f(u)l,fl{k),   {f)l,   ^(/.), 

A  A' 

(b)ur,  {b)ur,  {b)ur,  fu)r, 
^     bur,  br,  br. 

b(u)r,  bu(k),  b(uJt),  b[i-). 
^     b,  b  orf 

J     U)ul,  (/)uf,  lu,  lu, 
,     i{u)i,  iu,  i{i). 
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As  the  two  telephones  were  situated  at  different  levels,  the  localization  of 
the  perceived  sound  at  the  middle  point  between  the  sources  of  the  two 
objective  sounds  was  not  so  clear  as  in  the  preceding  experiments.  Still 
the  results  were  in  conformity  with  the  preceding  results,  for  the  per- 
ceived sound  was  localized  or  tended  to  be  localized  at  the  middle  point. 

I  have  already  mentioned  that  a  sound  coming  from  n?,  A?,  fo  or  bo 
is  p)erceived  by  the  two  ears  with  almost  the  same  intensity  as  a  sound 
coming  from  ruylu^fu  or  bu  respectively.  This  is  the  reason  why  the 
perceived  sound  was  sometimes  located  under  the  above  conditions  at  a 
point  on  the  same  side  at  90®  away  from  the  middle  point  between  the 
sources  of  the  two  component  sounds,  i.  e.,  at  the  corresponding  point 
in  back  instead  of  front,  above  instead  of  below  and  vice  versa. 

{c)  In  the  preceding  two  groups  of  exp)eriments  the  two  objective 
sources  of  sounds  were  kept  unmoved  during  the  experiment.  If  the  p)er- 
ceived  sound  is  located  under  such  a  statical  condition  at  the  middle  point 
between  the  two  objective  sounds  it  may  also  be  expected  that  if  the 
two  sounds  are  moved  continuously  during  the  experiment  the  per- 
ceived sound  will  move,  too,  in  the  direction  resultant  to  the  two  direc- 
tions along  which  the  two  sounds  are  moved. 

Table  XX. 

Directions  in  which  the  two  Directions  in  which  the  two 

telephones  were  moved.  telephones  were  moved. 


/  ^  ^    I/O 


i  '5  *'^>  b 


il 


Z-  .8  /    J/ 

7       '^Vr  '9  ^\i: 


8  irP"  20 


do 


10 


48 


".  Jfaisumfi^f 


This  was  the  subject  of  the  next  experiments.  As  is  show  in  Table 
XX  the  two  telephones  were  started  from  one  and  the  same  point  of 
the  horizontal  circle,  and  then  one  telephone  was  moved  along  the  hori- 
zontal circle  while  the  other  was  moved  along  one  of  the  two  vertiad 
circles  downward  or  upward.  For  example,  the  telephones  were  stvted 
Btjl  and  one  was  moved  toward  yiv/  while  the  other  was  moved  towazd/. 
The  experiments  were  made  upon  T.  N. 

Table  XXI  gives  the  results  of  the  experiments.  The  expienons  in- 
dicate the  directions  in  which  the  sound  appeared  to  move ;  for  example^ 
Ji-^/it  indicates  that  the  sound  appeared  to  move  from^  to/u. 


Table  XXI. 


Direction  in  whfch  the  pefcdved 
sound  moved. 

.    bl~^M^  bl-hm^  bl-^^  hl-bm, 

,     bl^u,  bi-Iu,  bl^l, 

4  bl4,bl-i, 

r    fr-fi^*  f'^fi'*  fi'M  ^ 
^    Jr-Jur,fr^/ur,  fi^fur, 

5  fr-ru,fr-ru,  fr-rtu 
fr-rUf  fr-^ru. 

br-bu,  br-bUf  br-bu, 
'     br-bu,  br-bu. 


8 


lO 


II 


12 


br-nt,  br-^rUf  br-ru^ 
br^m,  br-r. 

f-f**r*  /-A'**  /-A''* 
/-/t^l. /-fi^f>  f-M 

b[u)-bur,  b-bur,  b-bur, 
bu-br^  b-br. 

b-bu/f  b-bt4l, 
btt-bly  b-bl. 


Direction  in  which  the  percdTed 
tonnd  inoved. 

'5    h'^^*h^{k),ir^(k)^kr-b{k\ 


l6 


br-rUf  kr^m  or  ^r-r, 
br-^^  ^^*-r,  ^f»-r. 


19 


20 


21 


2a 


23 


24 


b-bur,  A-hir,  bo-^mr^  b^-bttr, 
bo-~b, 

b-bul,  b-hii, 
b^(u)l,  b-4f(m)r. 

A/ 

bl-J>o,  bi-bu,  bl-~bu, 
bl'-b, 

bl-lu,  bl^iu,  bl-lu, 
bl-4,  b/-/,  bl-i 


When  one  of  the  two  telephones  was  moved  along  the  horizontal  circle 
and  the  other  was  moved  downward  (i.  e.,  cases  i  to  12)  the  sound  appeared 
to  move  in  a  direction  resultant  to  those  directions  along  which  the  t^ 
telephones  were  moved.  The  results  can  be  explained  by  the  relative  and 
absolute  differences  in  the  intensities  of  the  sounds  in  two  the  ears.  If 
one  telephone  moving  fromyf,yr,  bl  or  br  to  for  ^  as  in  i,  3,  S,  7  were 
to  act  alone  the  relative  difference  in  the  intensities  of  the  sounds  in  the 
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two  ears  would  decrease  gradually,  and  consequently  the  sound  would  be 
perceived  to  move  from  the  secondary  vertical  plane  towards  the  sagittal 
plane.  On  the  other  hand,  if  the  other  telephone  moving  downward 
were  to  act  alone,  not  only  the  absolute  intensity  of  the  sound,  but  also 
the  relative  difference  between  the  intensities  of  the  sounds  in  the  two 
ears  would  grow  less  and  less,  and  consequently  the  sound  would  be  per- 
ceived to  move  downward  along  the  secondary  vertical  circle.  Then,  if 
these  two  sounds  were  to  act  at  the  same  time,  the  relation  of  the  inten- 
sities of  the  sounds  in  the  two  ears  would  be  like  the  relation  of  intensi- 
ties with  which  a  sound  moving  in  the  resultant  direction  would  be  heard 
by  the  two  ears.  Therefore  the  sound  appeared  in  i,  3,  5,  7  to  move 
in  the  resultant  direction.  In  2,  4,  6,  8,  9,  10,  11  and  12  the  rela- 
tive difference  increased  gradually,  for  one  sound  was  moved  along  the 
horizontal  circle  more  towards  the  auditory  axis,  while  the  other  sound 
was  moved  downward.  Accordingly  the  sound  appeared  to  travel  more 
towards  the  side  and  at  the  same  time  more  downward,  i.  e.,  along  the 
direction  resultant  to  those  directions  along  which  the  two  sounds  were 
moved. 

In  the  cases  13  to  26  one  telephone  was  moved  along  the  horizontal 
circle  and  the  other  was  moved  upward.  In  these  cases  it  would  be  ex- 
pected that  the  perceived  sound  would  travel  as 
before  along  the  resultant  direction.  The  re- 
sults were  quite  perplexing,  for  though  the 
sounds  were  sometimes  perceived  to  travel  along 
the  resultant  direction  most  of  them  were  per- 
ceived, as  shown  in  the  Figure  17,  to  move 
downward  along  the  direction  nearly  vertical 
to  the  resultant  direction.  In  the  figure  OI 
and  Oil  zxt,  the  directions  along  which  the  two 
telephones  were  moved  ;  OA  is  the  direction 
nearly  resultant  to  the  above  two  directions ; 

OB  is  the  direction  along  which  the  perceived  sound  sometimes  appeared 
to  move. 

The  explanation  is  not  hard  to  find  when  we  consider  the  fact  that  both 
the  absolute  intensity  and  the  difference  in  the  relative  intensities  become 
less  and  less  when  a  sound  is  moved  along  the  vertical  circle  upward. 
This  decrease  in  intensity  can  be  interpreted  as  the  effect  of  the  motion 
of  the  sound  either  upward  or  downward.  If  the  former  interpretation 
be  taken  the  sound  will  be  judged  to  move  along  the  resultant  direction, 
while  if  the  latter  be  taken  the  sound  will  be  judged  to  move  along 
the  direction    nearly  vertical    to   the  resultant.      Accordingly,  the  ob- 
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server  may  perceive  the  sound  to  move  sometimes  in  one  direction  and 
sometimes  in  the  other.  But  we  must  note  here  that  the  confusion  is  not 
restricted  to  the  case  in  which  the  sound  moving  upward  is  taken  for  a 
sQund  moving  downward,  for  sometimes  the  opposite  happened  as  in  i 
and  2,  though  not  frequently.  We  must  conclude  that  the  upward  and 
downward  directions,  under  the  condition  of  our  experiments,  are  liable 
to  be  confounded  with  each  other,  owing  to  the  similarity  of  the  relation 
in  the  stimulation  of  the  two  ears. 

The  results  of  the  experiments  in  this  section  tend  to  show  that :  (i) 
two  component  sounds  of  equal  intensity  at  the  same  or  different  levels 
will  give  in  combination  a  localization  at  the  middle  point  between  the 
two  points  at  which  the  components  are  placed;  (2)  two  component 
sounds  of  equal  intensity  which  start  at  one  and  the  same  point  and 
move  simultaneously  in  different  directions  will  give  in  combination  a 
localization  in  the  direction  nearly  resultant  to  the  two  directions  along 
which  the  components  are  moved;  (3)  an  occasional  localization,  under 
the  above  conditions,  at  the  corresponding  point  in  back  instead  of 
front,  above  instead  of  below  and  vice  versa,  arises  from  the  confusion  be- 
tween front  and  back,  above  and  below.  All  these  localizations  can  be 
explained  by  the  principle  of  relative  and  absolute  intensities. 

« 
IV.  Confusion  between  front  and  tack. 

When  a  source  of  sound  is  situated  in  the  median  plane  the  intensity  of 
the  sound  heard  by  one  ear  is  etiual  to  that  of  the  sound  heard  by  the 
other  ear.  if  the  sensitiveness  is  the  same  for  both  ears ;  this  is  tnie 
whether  the  objective  sound  is  situated  to  the  front  or  to  the  rear.  This 
is  the  cause  of  the  confusion  between  front  and  back. 

Ambiguity  of  the  judgment  as  to  whether  a  sound  which  is  not  in  the 
median  plane  is  to  he  localized  in  front  or  in  back  can  be  explained  in  a 
similar  way.  To  one  side  of  the  observer  and  probably  nearly  in  the 
auditory  line  there  must  be,  as  was  noticed  by  Rayleigh,^  one  direction  in 
which  the  ratio  of  the  intensity  of  a  sound  as  heard  by  one  ear  to  the  in- 
tensity of  a  sound  as  heard  by  the  other  ear  has  a  maximum  value  which  is 
greater  than  unity.  For  sounds  situated  in  directions  in  front  of  this  the 
ratio  of  the  intensities  has  a  less  and  less  value,  approaching  unitv  as  its 
limit  when  the  sound  is  immediately  in  front.  In  like  manner,  for  di- 
re(  tions  intermediate  between  the  direction  of  maximum  ratio  and  that 
immediately  behind  the  observer,  the  ratio  of  intensities  varies  continu- 
ously between  the  same  maximum  value  and  unity.      Accordingly,  for 
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every  direction  in  front  there  must  be  a  corresponding  direction  behind 
for  which  the  ratio  of  intensities  has  the  same  value  ;  and  these  two  di- 
rections are  liable  to  be  confounded  with  each  other.  The  only  direc- 
tions as  to  which  there  is  no  ambiguity  are  the  directions  of  maximum 
ratio  itself,  namely,  right  and  left. 

This  view  has  been  partly  substantiated  by  the  results  of  the  foregoing 
experiments,  but  to  make  matter  clearer  I  submitted  it  to  the  test  of 
special  experiments. 

Two  telephones  were  placed  at  ^r  45®  and  br  45®  on  the  same  side  of 
the  observer  at  a  distance  of  60''".  A  short  sound  was  to  be  given  by  one 
of  them  and  the  observer  (Mr.  K.  Miura),  a  student  of  law,  was  to 
localize  the  sound.  The  intensity  of  the  sound  could  be  changed,  as  be- 
fore, by  means  of  the  sliding  inductorium.  When  the  sound  was  of 
moderate  intensity  the  observer  could  generally  distinguish  whether  it 
came  from  the  front  or  the  back.  But  when  the  sound  from  the  front  be- 
came very  weak  he  was  liable  to  perceive  it  in  the  back,  and  projected  it 
backward  more  towards  the  median  plane  when  it  grew  weaker.  Even 
when  the  sound  from  the  front  was  of  considerable  strength  he  was 
sometimes  liable  to  project  it  in  the  back.  As  for  the  sounds  coming 
from  the  back,  they  were  mostly  projected  in  that  direction. 

A  similar  kind  of  experiment  was  made  by  using  a  watch  instead  of  a 
telephone.  The  observer  was  seated,  with  his  eyes  closed,  in  the  middle 
of  a  large  room  on  a  still  evening.  A  watch  was  held  2X  fr  45®  or  br 
45^  at  a  certain  distance,  and  the  observer  was  to  tell  the  direction  of 
the  sound.  In  this  case  the  result  was  the  reverse  of  that  for  the  tele- 
phone experiment.  For  here  we  found  that  the  sound  coming  from  the 
front  was  never  localized  in  the  back,  while  the  sound  coming  from  the 
back  was  frequently  liable  to  be  localized  in  the  front,  especially  when 
it  was  more  distant.  In  respect  to  the  latter  point  there  were  some  in- 
dividual differences.  One  person  projected  almost  all  the  ticks  of  the 
watch  in  front.  Another  i)erson  projected  the  ticks  in  the  back  when 
the  watch  was  held  at  the  distance  of  50*"",  while  he  projected  them  in 
front  quadrant  when  the  watch  was  held  at  the  distance  of  100''°*.  The 
general  results  of  these  experiments  were,  therefore,  that  when  the  sound 
coming  from  the  back  was  situated  near  the  ear,  and  was  consequently 
stronger,  the  relative  difference  between  the  intensities  of  sensations  in 
the  two  ears  being  also  greater,  it  was  generally  localized  in  the  back  ; 
whereas  it  tended  to  be  localized  in  front  when  the  sound  was  more 
distant  and  was  consecjuently  weaker,  the  relative  difference  between  the 
intensities  being  also  smaller.  In  the  latter  case  the  perceived  sound 
tended  to  be  localized  more  towards  the  median  plane  in  front  when  the 
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objective  point  of  sound  was  more  distant  and  consequently  the  relative 
difference  between  the  intensities  of  the  sensations  in  the  two  ears  was 
smaller,  and  it  tended  to  be  localized  more  towards  the  side  when  the 
objective  point. of  sound  was  less  distant  and  consequently  the  relative 
difference  was  greater. 

Rayleigh  conducted  an  experiment  of  similar  kind  by  using  two 
256  V.  d.  forks  and  resonators,  the  observer  being  placed  between 
them.  At  a  given  signal  both  forks  were  struck,  but  only  one  of  them 
was  held  over  its  resonator.  The  observer  was  required  to  keep  his 
head  perfectly  still,  a  very  slight  motion  being  sufficient  in  many  cases 
to  give  the  information  that  was  previously  wanting.  In  these  experi- 
ments the  observer  facing  north  made  mistakes  between  forks  bearing  ap- 
proximately north-east  and  south-east,  though  he  could  distinguish 
without  a  moment's  hesitation  forks  bearing  east  and  west. 

In  connection  with  the  above  I  may  mention  another  kind  of  experi- 
ment which  I  conducted.  From  the  fact  that  the  perceived  sounds  were 
located  in  the  median  plane  when  two  sounds  were  placed  at  symmetrical 
points  on  two  sides,  one  on  each  side,  I  thought  it  possible  that  the  same 
results  would  be  obtained  if  two  sounds  were  placed  at  diagonal  points 
of  the  horizontal  circle,  for  the  relation  of  intensities  of  sounds  received 
in  the  two  ears  might  be  equal  in  the  latter  case  to  the  relation  of  the  in- 
tensities of  sounds  received  in  the  two  ears  in  the  former  case.  So  I 
placed  two  telephones  in  the  horizontal  plane  in  six  combinations  such 
as:  (1)  r  22.5°  and  /I57-5''  ;  (2)  ^45°  and  /i35°  ;  (3)  ray. 5°  and 
/ii2.5°;  (4)  /'ii2.5°  and  /67.5°  ;  (5)  ri35°  and  745°;  (6> 
r  157.5°  and  1 22.^^ .  I  found  that  under  these  conditions  the  localiza- 
tion of  the  perceived  sound  in  the  median  plane  was  not  so  striking  as 
was  the  case  when  the  two  sounds  were  placed  at  symmetrical  points  on 
the  two  sides  of  the  median  plane,  one  on  each  side,  for  though  the  ob- 
server located  the  perceived  sounds  at  b  or  nearly  at  b  for  (2),  (4)  and 
(5)  and  at /or  nearly  at /and  sometimes  at  b  for  (6),  yet  he  located  the 
sounds  for  (i)  and  (3)  outside  of  the  median  plane.  The  results  ran  as 
follows:  in  case  (i)  the  localizations  were  b  ox  for  ^  within  the  head 
{bor),  within  the  head  (for'),  within  the  head  (r)  ;  in  case  (2)  they 
were  within  the  head  (/^),  within  the  head  (/^),  within  the  head  {h), 
/;,  or  r ;  in  case  (3)  they  were  b  or  r,  foy  r,fr6^°,  f^ ^S^ j  ^j  in  case 
(4)  they  were  b,  b,  b,  by  b  (u)  ;  in  case  (5)  they  were  b,  by  within  the 
head  (b),  b  (/),  within  the  head  (r),  /iy  Ji ;  incase  (6)  they  y^'eveff  f 

or      by    f{^i)yf{l)yf  (/). 

On  account  of  the  comparative  irregularity  of  these  results  I  was  doubt- 
ful whether  the  intensities  of  the  sounds  heard  by  the  two  ears  under  these 
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conditions  were  equal  as  I  had  at  first  thought.  At  any  rate  it  was  evi- 
dent from  these  results  that  there  was  a  possibility  of  finding  two  points  in 
diagonal  quadrants  (i.  e.,  quadrants  at  opposite  ends  of  the  same  axis), 
one  in  each  quadrant,  which  in  combination  will  give  a  localization  in 
the  median  plane.  I  learned  afterwards  that  this  possibility  had  been 
realized  in  the  experiments  conducted  by  MOnsterberg  and  Pierce^ 
from  which  we  can  also  conclude  that  the  intensities  of  sounds  heard  in 
the  two  ears  under  the  above  conditions  could  not  be  regarded  as  exactly 
equal.  From  their  experiments  we  learn  that  for  any  given  point  in  either 
of  the  two  quadrants  upon  one  side  of  the  median  plane  a  point  can  be 
found  in  each  of  the  two  quadrants  on  the  opposite  side  which  in  combi- 
nation with  the  first  will  give  a  localization  in  the  median  plane  at  o^ 
or  180°.  For  example,  a  sound  at  r  45®  will  give  o®  or  180°  not  only 
with  its  symmetrical  /45°,  but  also  with  a  sound  in  the  left  back  quad- 
rant, llius,  for  one  of  their  observers  B.  r  45°  gave  0°  with  /  105®,  for 
another  observer  M.  with  /  115®,  for  W.  with  /  130®,  for  P.  with  /  140°, 
for  N.  r  45^  gave  o^  with  /45°,  but  180®  with  /  130®,  and  for  R.  with 

MOnsterberg  and  Pierce  regarded  this  as  a  special  case  of  the  more 
general  principle  :  that  for  any  given  point  in  either  of  the  two  quadrants 
upon  one  side  of  the  median  plane  a  point  can  be  found  in  each  of  the 
two  quadrants  on  the  opposite  side  which  in  combination  with  the  first 
will  give  the  same  subjective  localization.  Thus  their  observer  B.  located 
rio^  -f /iio^and  rio°  +/70''  at  /2o°;  r5o°  -f /lo^  and  r  50°  -f  / 
130°  at  r2o®;  r  100° -f  750°  and  rioo-f /150®  at  125®;  ri2o® -f 
740®  and  r  120®  -f  /ioo°  at  r4o°.  The  results  were  similar  with  other 
combinations.  Again,  according  to  them,  very  similar  to  this  principle 
is  the  fact  that  different  individuals  at  different  times  locate  a  given 
combination  in  two  different  quadrants.  Thus  B.  locates  o®  +  /no** 
at /60®  and  again  at/130®;  r3o®  +  /iio®  at  /40®  and  /160®,  etc. 
We  may  give  the  following  as  an  illustration  of  the  individual  differences  : 
sounds  at  0°  -f  r  135®  by  B.  /'25®,  by  M.  r  65®,  by  P.  r  160®;  sounds 
at  o®  +  r  160®  by  B.  r  170®,  by  M.  r  75®,  by  P.  r  10®.  The  basis  of 
these  differences  lies,  they  say,  in  the  fact  that  not  only  o®  and  180°, 
but  also  other  points  before  and  behind,  are  confused  when  they  are 
sounding  in  a  combination.  In  the  example  o®  -f  r  135**,  for  instance, 
the  judgment  r  65°  represents  the  middle  ;  r  25°  represents  the  middle, 
if  r  135°  is  confused  with  the  corresponding  sound  from  the  front  at  45°; 
and  r  160®  represents  the  middle,  if  o®  is  confused  with  180°.     Just  so 


»MCnsterbkrg  and  Pierce,  The  localization  ofsouud,  Psychol.  Rev.,  1894  I  461. 
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with  o®  +  ri6o°,  riyo®  results  if  o®  stands  for  i8o°  ;  and  rio°  ifr 
20°  stands  for  r  160^. 

All  the  foregoing  results  show  that  for  a  point  given  in  the  front  quad- 
rant a  corresponding  point  can  be  found  in  the  back  quadrant  on  the 
same  side  of  the  median  plane,  which  is  liable  to  be  confused  with  the 
first ;  and  that  the  ambiguity  or  uncertainty  of  the  judgment  as  to  front 
and  back  is  based  upon  the  similarity  which  exists  between  the  relation 
of  stimulation  of  the  ears  by  a  sound  in  one  quadrant  and  the  relation  of 
stimulation  of  the  ears  by  the  same  sound  in  the  other  quadrant. 

The  discrimination  between  front  and  back  seems  to  be  based  upon 
the  absolute  intensity,  pitch  and  duration  of  the  sound,  to  which  the 
tactual  sensations  of  the  pinnae  and  head  may  give  some  help,  though 
the  latter  can  not  be  made  clear  by  experiment.  The  dependence  of  the 
discrimination  upon  the  former  was  investigated  by  Block,*  as  ^  as  the 
discrimination  between /and  b  is  concerned.  We  can  accept  his  results 
without  further  discussion,  though  they  may  not  be  applied  to  the  dis- 
crimination between  front  and  back  in  general.     They  are  as  follows. 

Bloch  gave  sounds  at /and  b  respectively  and  made  his  observer  judge 
from  which  of  these  two  directions  the  sounds  came.  The  results  show 
that  the  correctness  of  judgment  depends  upon  the  pitch,  intensity,  dura- 
tion and  distance  of  the  sound.  When  he  used  a  tuning  fork  of  220 
v.  d.  it  seemed  clear  in  general  that  a  loud  and  long  sound  at  the  dis- 
tance of  i"  was  correctly  judged  as  well  in  front  as  in  back.  A  weak  and 
short  sound  was  not  always  localized  correctly.  A  sound  of  greater  inten- 
sity and  duration — i.  e.,a  sound  of  stronger  acoustic  excitation — made 
the  perception  of  the  direction  in  the  median  plane  easier.  When  Block 
made  similar  experiments  with  a  pipe  having  a  pitch  of  d^  (1188  v.  d.) 
the  sound  at  a  greater  distance  was  localized  better.  When  the  distance 
of  the  sound  increased  the  sound  at  the  back  appeared  considerably  weak- 
ened and  the  discrimination  between  front  and  back  became  easier.  In 
the  median  plane  a  higher  tone  was  localized  better  than  a  lower  one. 
Again  when  the  click  of  a  snapper  sounder  was  given  at  a  distance  of 
2.4'"  a  weaker  tone  tended  to  be  located  more  In  back  and  a  stronger 
tone  more  in  front.  With  the  increase  of  the  intensity  of  tone  the  num- 
ber of  the /judgments  increased  and  the  number  of  the  b  judgments  de- 
creased, or  with  the  decrease  of  the  intensity  of  tone  the  number  of  the 
/judgments  decreased  and  the  number  of  the  b  judgments  increased. 
We  learn  by  experience,  says  Bloch,  that  a  certain  sound  is  perceived 
with  less  intensity  when  it  comes  from  the  back  than  when  it  comes 
from  the  front.     Accordingly   when  the    direction   of  the  sound  is  not 


»  Bloch,  Das  binaurale  Hdrctiy  Zt.  fiir  Ohrenheilk.,  1893  XXIV  25. 


Researches  on  acoustic  space,  55 

clear  we  tend  to  locate  a  stronger  sound  in  front  and  a  weaker  one  in 
back. 

In  connection  with  the  experiments  on  the  confusion  between  front 
and  back  other  experiments  of  somewhat  similar  kind  may  be  men- 
tioned. We  have  already  seen  that  the  value  of  the  relative  difference 
between  the  intensities  with  which  a  sound  is  heard  by  the  two  ears 
varies  according  to  the  direction  of  the  sound.  But  the  direction 
of  the  sound  seems  not  to  be  the  only  condition  upon  which  the  change 
in  the  relative  difference  depends,  for  this  difference  seems  also  to  de- 
p)end  upon  the  absolute  intensity  of  the  sound.  In  other  words,  this  value 
seems  to  change,  other  things  being  equal,  when  the  intensity  of  the  sound 
changes.  It  has  been  a  well-known  fact  since  Fechner's  ^  experiments  that 
when  two  unison  forks  are  held  before  the  two  ears  respectively  and 
one  of  them  is  more  strongly  sounded  than  the  other,  the  single  resulting 
sound  appears  to  the  subject  to  be  heard  entirely  by  the  ear  on  the  side 
of  the  stronger  component.  The  ear  which  receives  the  weaker  sound  is 
said  to  become  more  or  less  "physiologically  deaf.'*  It  seems  to  me 
that  this  "physiological  deafness'*  of  one  ear  becomes  relatively 
greater  when  the  sound  received  in^  the  other  ear  grows  stronger,  and 
thereby  the  perceived  sound  tends  to  be  projected  much  more  towards 
the  side  on  which  the  source  of  stronger  sound  is  situated  than  when  a 
sound  of  weaker  intensity  is  used.  The  following  experiments  were 
designed  to  make  this  point  clearer. 
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Two  telephones  were  situated  on  the  right  side  of  the  obsen^er.  One  at 
60°  to  the  front  and  the  other  at  60°  to  the  rear.  The  wires  for  the  lat- 
ter were  connected  with  the  secondary  coil  and  the  wires  for  the  former 
with  the  primary  coil  of  the  sliding  inductorium.  In  each  experiment 
the  intensity  of  the  sound  in  front  was  kept  constant,  while  that  of  the 
sound  to  the  rear  was  varied.  The  subject  of  the  experiments  was  C. 
W.      Table  XXII  gives  the  results. 

Figure  18  shows  the  results  graphically.  The 
|)erceived  sound  was  gradually  placed  more  to- 
wards the  back  as  the  sound  to  the  rear  grew 
stronger  and  consequently  the  relative  difference 

^^r^ — "    ^ „     became  greater.     The  gradual  change  of  the  an- 

^^^"^^^  gular  magnitude  of  the  localized  position  of  the 

perceived  sound   corresponding    to   the   gradual 

change  in  the  intensity  of  the  sound  to  the  rear  is 

Pj^   jg  shown  in  Table  XXII.     An  interesting  point  is  that 

when  the  sound  to  the  rear  reached  its  maximum 
intensity — ^and  consequently  according  to  our  view  the  relative  difference 
between  the  intensities  of  the  sensations  in  the  two  ears  became  great- 
est— the  perceived  sound  was  located  at  br  80°.  Experimentally  it 
seems  to  be  the  fact  that  when  the  relative  difference  is  greatest  the  per- 
ceived sound  is  in  general  located  somewhat  to  the  rear  of  the  visual 
right  and  left  line. 

Similar  results  were  obtained  when  the  experiment  was  conducted  by 
placing  telephones  on  the  right  side  of  the  observer  at  30°  both  in  front 
and  to  the  rear.     Table  XXII [gives  the  average  results. 
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Figure  19  shows  the   results  graphically.      As   the  sound  heard  by 
the  right  ear  grew  stronger  the  perceived  sound  was  located  more  towards 
the  side.     But  as  the  value  of  the  relative  difference  between  the  intensi- 
ties of  the  sensations  perceived  by  the  two  ears 
was  smaller  in  this  case  than  in  the  last  experi- 
ment, the  perceived  sound  was  never  /oca ted  so 
near  to  the  auditory  axis. 

V.  Perception  of  distance.  • — 

The  dependence  of  the  perception  of  the  dis- 
tance of  a  sound  upon  its  intensity  has  already 
been  observed  in  foregoing  -experiments,  though 
attention  has  been  paid  chiefly  to  the  perception 
of  the  direction.  In  this  section  particular  con- 
sideration will  be  given  to  the  perception  of  distance  with  a  view  to 
determining  under  various  conditions  the  relation  between  the  intensity 
and  distance  of  a  perceived  sound. 

I.  Dependence  of  the  change  in  the  distance  of  a  perceived  sound  upon 
the  change  in  the  intensity  of  the  component  sounds. 

Two  telephones  were  situated  on  both  sides  at  r  90°  and  /  90®.  The 
wires  from  both  telephones  were  connected  with  the  secondary  coil  of 
the  sliding  inductorium.  In  this  experiment  it  was  requisite  to  make  the 
intensities  of  the  two  component  sounds  equal  in  every  respect  at  each 
distance  of  the  secondary  coil.  This  was  done  with  a  fair  approximation 
to  correctness.  The  subject  of  the  experiment  was  C.  W.  In  this  sub- 
ject th6  left  ear  was  sharper  than  the  right  ear.  Taking  this  fact  into 
consideration  we  could  not  expect  that  the  subject  would  locate  all  sounds 
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which  he  perceived  strictly  in  the  median  plane.     It  would  be  more 
probable  that  when  the  intensities  of  sounds  were  weakened  the  observer 

would  project  the  perceived  sound  a  little  towards  the 
left  of  the  median  plane. 

A  current  of  i  ^  amperes  was  used  in  the  primary 
circuit  and  the  sounds  were  given  in  an  arbitrary  order. 
The  average  results  of  three  experiments  on  each  point 
were  as  given  in  Table  XXIV.     Figure  20  shows  the 
^  results  graphically. 
Fig.  20.  When  the  same  experiment  was  repeated  with  a  cur- 

rent of  2  amperes  the  average  results  of  three  experi- 
ments on  each  point  were  as  given  in  Table  XXV. 
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Figure  21  shows  the  results  graphically.  In  both  experiments  the 
perceived  sounds  were  located  in  the  median  plane,  though  when  the 
sounds  grew  weaker  the  eflfect  of  the  left  sound  became 
relatively  stronger  and  the  perceived  sound  tended  to  be 
localized  a  little  towards  the  left  of  the  exact  median 
plane.  The  distance  of  the  perceived  sound  gradually 
increased  as  the  intensity  of  the  component  sounds  grew 
gradually  weaker. 

When  the  same  experiments  were  repeated  and  the 
sounds  were  given  in  ascending  or  descending  order  the 
results  were  more  regular,  but  not  much  different. 

The  results  show  that  in  the  case  of  a  familiar  sound 
the  judgment  of  its  distance  is  based  upon  the  difference  in  intensity. 

A  fact  analogous  to  the  results  of  these  experiments  is  foimd  in  optics 
where  the  difference  in  distance  is  judged  by  the  apparent  magnitude  of 
objects  familiar  to  the  sight  and  of  known  size. 
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Fig.  21. 
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2.   Relation  between  the  perception  of  distance  of  a  sound  ana  its  intensity. 

In  the  preceding  experiments  we  have  considered  the  change  in  the 
distance  of  the  perceived  sound  which  depends  upon  the  change  in  the 
intensity  of  the  telephone  sounds  owing  to  the  change  in  the  intensity  of 
the  electric  current.  By  this  method  the  quantitative  relation  between  the 
distance  of  a  perceived  sound  and  the  physical  intensity  of  the  sound 
cannot  be  found,  for  it  is  very  difficult  to  measure  the  change  in  the  in- 
tensity of  a  sound,  either  absolutely  or  relatively,  as  depending  on  the 
change  in  the  intensity  of  the  electric  current.  To  obtain  a  quanti- 
tative relation  I  was,  therefore,  compelled  to  change  the  intensity  of 
a  sound  by  changing  the  distance  of  the  sounding  body.  By  that 
method  the  relation  between  the  change  in  the  perception  of  distance 
and  the  change  in  the  intensity  of  a  sound  could  be  more  easily  es- 
tablished, for  the  intensity  of  sound-waves  diminishes  according  ta 
the  law  of  inverse  square  of  distance.  I  could  not  perform  the  ex- 
periment for  a  greater  distance  than  8  feet,  for  the  cloth  chamber 
within  which  I  was  compelled  to  execute  the  experiment  to  avoid  re- 
flection of  the  sound  was  a  cube  of  6  feet,  the  diagonal  being  about  8. 5 
feet  long.  The  subject  was  seated  in  a  chair  in  one  corner  of  the 
chamber.  A  tape  measure  was  stretched  from  that  corner  to  the  opposite 
comer  on  a  level  with  the  top  of  the  head  of  the  subject ;  the  head  was 
adjusted  by  a  support  in  such  a  way  that  the  tape  measure  would  run  in 
the  median  plane  of  the  head.  The  point  of  the  measure  at  which  it 
was  intersected  by  a  perpendicular  drawn  from  the  middle  point  of  the 
imaginary  line  connecting  the  openings  of  the  ears  was  regarded  as  the 
zero  point.  I  used  a  telephone  sound  which  was  connected  with  an 
electro-magnetic  fork  of  250  vibrations  per  second.  Between  the  fork 
and  the  telephone  a  short  circuit  key  was  inserted,  by  means  of  which  the 
duration  of  the  telephone  sound  could  be  regulated.  The  telephone  was 
to  be  moved  below  the  tape  measure  and  parallel  to  it,  so  that  it  was 
situated  in  the  median  plane  at  the  level  of  the  openings  of  the  ears. 

The  first  step  of  the  experiment  was  to  find  the  point  at  which  the 
subject  judged  the  sound  to  be  distant  just  one  foot.  Let  this  point  be 
called  A.  The  next  step  was  to  give  two  short  sounds  with  a  brief  in- 
ter\'al  between  them,  the  first  at  the  point  A  and  the  second  at  a  different 
point.  The  subject  was  to  judge,  with  his  eyes  closed,  whether  the 
second  sound  was  twice  as  far  distant  as  the  first  sound.  If  the  subject 
thought  that  the  second  sound  was  nearer  or  farther  than  twice  the  dis- 
tance of  the  first  sound  then  the  experiment  was  to  be  repeated  by  giving 
the  second  sound  at  a  farther  or  a  nearer  point.  After  many  experiments  a 
point  would  be  found  at  which  the  second  sound  appeared  to  be  just  twice 
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as  far  as  the  first  one.  In  a  similar  way  the  points  were  found,  at  which 
the  second  sound  was  judged  to  be  three  times,  four  times  and  five  times 
as  distant  as  the  first  sounds.  In  this  way  the  relation  between  the  dis- 
tances in  the  mental  and  physical  scales  was  established.  During  the 
experiment  the  intensity  of  the  telephone  sound  was  kept  constant,  so 
that  the  change  in  the  intensity  of  the  perceived  sound  would  arise 
only  from  the  change  in  the  distance  of  the  sound,  and  could  be  ex- 
pressed by  the  accepted  law  of  the  propagation  of  sound. 

I  made  the  experiments  on  the  two  subjects  I.  M.  and  K.  M.  More 
than  IOC  experiments  were  tried  for  each  point  of  the  scale  of  distance, 
care  being  taken  to  avoid  the  effect  both  of  practice  and  fatigue. 

Both  subjects  judged  the  sound  to  be  about  one  foot  (3.1*")  distant 
when  the  sound  was  given  at  the  point  40""  distant  from  the  o  point 
of  the  tape  measure.  For  the  subject  I.  M.  the  relative  mental  scale  of 
the  distances  i,  2,  3,  4,  5  corresponded  to  the  physical  scale  of  the  dis- 
tances 40,  80.9,  1 12.4,  159.3,  185.9  ^"^-j  ^^^  ^^^  ^^^  subject  K.  M.  the 
relative  mental  scale  of  the  distances  i,  2,  3,  4,  5  corresponded  to  the 
physical  scale  of  the  distances  40,  79.2,  117,  152,  193.5  ^™-  Now  as 
these  physical  distances  are  the  distances  between  the  middle  point  of  the 
auditory  axis  (connecting  the  ears)  and  the  telephone,  and  as  the  distance 
between  this  point  and  the  opening  of  the  ear  is  about  8'",  we  have 
for  the  square  of  the  distance  between  the  ear  and  the  telephone  the  sura 
of  the  squares  of  the  above  two  distances,  i.  e.,  the  distance  between  the 
telephone  and  the  middle  point  of  the  auditory  axis  and  the  distance  be- 
tween the  middle  point  and  the  opening  of  the  ear,  for  these  three  distances 
correspond  to  the  three  sides  as  a  right-angled  triangle.  Finding  the 
squares  of  the  distances  between  the  ear  and  the  telephone,  which  corre- 
spond to  the  distances  in  the  mental  scale,  we  have  for  I.  M.,  1664,  6609, 
1298,  25440,  34623.  Dividing  these  figures  by  1664  (to  get  the  relative 
distances)  we  have  the  ratios  i,  3.3,  7.5,  15.4,  20.8.  The  squares  of  the 
distances  for  K.  M.  are  1664,  6337,  13753,  23168,  37506.  Finding 
the  ratios  we  have  i,  3.8,  S.t,^  i3-9»  22.3. 

The  ratios  in  the  above  two  cases  are  nearly  equal  to  the  squares  of  the 
distances  of  the  sounds  in  the  mental  scale,  namely,  i,  2,  3,  4,  5. 
As  the  reciprocals  of  these  ratios  represent  the  relative  intensities  of  the 
sounds,  the  conclusion  appears  justified  that  when  the  intensity  of  a 
sound  diminishes  in  geometrical  progression  the  perceived  distance  of 
the  sound  increases  in  arithmetical  progression. 

3.  Continual  change  in  the  distance  of  a  perceived  sound  due  to  the  move- 
ment of  the  two  component  sounds. 

In  connection  with  the  question  of  distance  I  conducted  other  sets  of 
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exp)eriments  in  -which  the  objective  positions  of  the  two  component 
sounds  were  simultaneously  changed,  while  their  intensities  were  kept 
constant,  and  obtained  results  which  showed  again  the  dependence  of  the 
perception  of  distance  upon  the  change  in  the  intensity  of  the  perceived 
sound.     In  these  experiments  the  spherical  cage  (Figure  i)  was  used. 

a.  The  two  telephones  were  moved  along  the  radii  of  the  horizontal 
circle  of  the  cage.  The  directions  in  which  the  two  telephones  were 
moved  are  as  given  below.  The  arrows  indicate  the  directions,  and  the 
letters  indicate  the  points  of  the  spherical  cage  as  explained  on  p.  3  ; 
thus  the  expression  for  Number  i  means  that  the  two  telephones  were  placed 
at  first  very  near  to  the  ears  and  they  were  then  moved  simultaneously  to 
the  points  r  and  //  Number  3  means  that  they  were  started  at  the  front  and 
the  back  very  near  to  the  head  and  were  moved  to  /  and  b  ;  Number  5 
means  that  one  of  the  two  telephones  was  started  at  r  and  moved  to  the 
ear,  while  the  other  telephone  was  started  at  the  left  ear  and  moved  to  // 
etc. 

I.   /-♦Hsear  ears-*- r;  2.   /s-»"ear  ear-<-«sr/ 

3.  /<-«heada->-/^;  4.  /«»-^head-^-si/^/ 

5.   /-«-Bear  ear-^-ar/  6.  /»->-ear  ear»->-r. 

Five  or  eight  experiments  were  made  for  each  case  and  the  judgments 
of  the  observer  T.  N.  in  regard  to  the  directions  of  the  perceived  sounds 
under  the  conditions  were  as  given  below  ;  n  means  the  nose,  x  means 
doubtful,  k  means  within  the  head. 

1.  k-f,  k-x,  k-b(^x)y  k-b^x^y  kf  >^(/),  k-f  ami  i-^r-^km^^r,  k-f  and 

2.  /,  b-J^,  b-k,  b-k,  b-k,  b-k,f-n,  k{/)  ; 

3.  k-f,  n-f,  n-f,  k  {/)-/,  ft-/; 

4.  /-^,  f-nj-n,  f-n,  f-n,  f-n  ; 

5.  /-/-,  /-r,  /-r,  /-/-/ 

6.  r-/,  r-/,  r-/,  /--/,  r-I. 

In  Number  i  the  two  ears  of  the  observer  were  stimulated  at  first  by 
strong  sounds  and  he  felt  the  sound  in  the  interior  of  his  head.  As  the 
telephones  were  moved  along  the  auditory  axis  farther  and  farther  from 
the  ears  the  intensities  of  two  sounds  grew  weaker  and  the  i)erceived 
sound  emerged  from  the  head  and  receded  along  the  median  plane  more 
and  more  towards/.  But  it  receded  occasionally  towards  b.  This  result 
shows  that  the  continual  change  in  the  distance  of  the  preceived  sound 
arises  from  the  continual  change  in  the  intensity  of  the  sound.  In  this 
experiment  the  obser\er  perceived  sometimes  two  sounds  separately, 
though  at  the  same  time  he  perceived  a  third  sound  in  in  the  median 
plane.      Number   2  is  just  the  reverse  of  Number  i.     The  sound  was 
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perceived  at  first  in  front  or  back  at  a  certain  distance  and  then  it  grad- 
ually approached  towards  the  head  and  at  last  entered  the  head. 

It  is  interesting  to  note  here  that  in  Number  2  the  sound  seemed  to 
start  generally  at  b  while  in  Number  i  it  seemed  to  stop  generally  at  /, 
though  the  intensity  of  the  stimulation  of  the  ears  at  the  instant  of  start- 
ing in  Number  2  was  just  like  the  intensity  of  the  stimulation  of  the  ears 
at  the  instant  of  stopping  in  Number  i.  In  Number  i  the  observer  was 
sure  that  the  sound  was  in  front,  for  in  the  first  half  of  the  experiment 
the  perceived  sound  was  very  strong,  and  therefore  he  continued  to  think 
that  the  sound  was  still  moving  in  the  same  direction  even  when  its  inten- 
sity grew  weaker  and  weaker.  He  thought  only  occasionally  that  the 
sound  moved  towards  the  back,  but  he  was  very  doubtful  of  his  judgment. 
In  Number  2  the  case  is  a  little  different.  In  this  case  the  sound  was 
heard  with  less  intensity  at  the  first  moment  than  in  the  succeeding  mo- 
ments, and  the  observer  was  in  doubt  at  first  whether  it  was  in  front  or 
in  back.  It  was  his  usual  experience  that  when  a  sound  was  at  the  back 
he  was  generally  in  a  state  of  doubt.  So  in  this  case  he  judged  that  the 
:sound  started  from  the  back,  and  consequently  he  continued  to  think  that 
the  sonnd  was  still  moving  from  back  even  when  the  sound  grew  stronger. 
Thus  I  and  2  show  that  the  perception  at  a  certain  instant  is  influenced 
by  the  perception  of  the  preceding  instant. 

In  Number  3  the  sound  in  front  was  heard  with  greater  intensity  than 
the  sound  at  the  back  at  the  same  distance.  Moreover  the  sound  was 
heard  at  first  with  great  intensity.  The  observer  could  not,  therefore, 
doubt  that  the  sound  was  in  the  front  very  near  to  the  head.  As  the  in- 
tensity became  less  the  distance  of  the  perceived  sound  increased.  Num- 
ber 4  is  the  reverse  of  Number  3  and  needs  no  explanation. 

Most  interesting  results  were  given  by  Number  5  and  Number  6,  in 
which  we  found  striking  examples  of  the  dependence  of  the  perception 
of  distance  upon  intensity.  In  these  cases  the  two  telephones  were 
moved  in  the  same  direction  and  not  in  the  opposite  direction  as  in  the 
previous  four  cases.  Here  the  observer  perceived  the  sound  to  be  travel- 
ling in  a  direction  reverse  to  the  direction  of  the  movement  of  the  tele- 
Ijhones.  In  Number  5  one  telephone  was  moved  from  r  to  the  right 
€ar,  while  the  other  telephone  moved  from  the  left  ear  to  /,  so  that 
the  direction  of  movement  of  the  two  telephones  was  from  right  to  left. 
The  observer  i)erceived  the  sound  to  be  travelling  from  left  to  right. 
The  explanation  is  simple  and  clear.  At  first  the  sensation  of  the  left  ear 
was  relatively  stronger,  and  gradually  gfew  weaker,  whereas  the  sensation 
of  the  right  ear  was  at  first  relatively  weaker  and  gradually  grew  stronger. 
At  a  certain  point  the  intensities  of  the  two  sensations  became  equal.     Con- 
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sequently  the  sound  was  at  first  perceived  on  the  left  side  near  to  the 
ear,  then  it  was  perceived  in  the  median  plane,  and  at  last  it  was  per- 
ceived on  the  right  side  near  to  the  ear.  The  intermediate  points  were 
passed  in  succession.  As  a  whole  the  sound  seemed  to  have  travelled 
from  left  to  right.     Number  6  is  just  the  reverse  of  Number  5. 

All  the  six  cases  show  that  the  distance  of  the  perceived  sound  depends 
upon  the  intensity  of  the  sound.  The  change  in  the  former  is  continu- 
ous when  the  change  in  the  latter  is  continuous.  Continuous  change  in 
the  intensity  of  a  sound  is  always  perceived  as  a  change  in  the  distance  of 
the  sound,  i.  e. ,  as  a  motion  of  the  sound,  whether  that  change  in  in- 
tensity is  caused  by  actual  motion  or  not. 

b.  The  two  telephones  were  moved  along  the  circumference  of  the  hori- 
zontal or  frontal  circle  of  the  spherical  cage.  The  objective  path  along 
which  the  two  telephones  were  moved  were  as  indicated  below.  The  ex- 
])ression  for  Number  i  means  that  the  two  telephones  were  started  at  the 
front  and  were  moved  around  simultaneously  to  the  left  and  right ;  Num- 
ber 3  means  that  they  were  started  at  the  left  and  right  and  were  moved 
simultaneously  toward  the  front,  etc. 

1.  i^*r<i/m^r;  2,  iMr^b^Sr^r ;  3,  im-^/^^r^r ;  4,  /m^fi^t-mr ;  5, 
J'^-mom-^r;  6,  l-^r-^u^ssr^r ;  7,  i^s-^o-^-^r ;  8,  im^^u^r-mr. 

The  number  of  experiments  for  each  case  was  from  4  to  6.  The  judg- 
ments of  the  observer  T.  N.  in  regard  to  the  directions  of  the  perceived 
sounds  under  these  conditions  were  as  follows : 

I  •  /-«>  /-«>  /-«» A  f-fo-o. 

2.  b—ky  b-ky  b-f,  b-bo-  0  oxf-n, 

3.  k-fj,  k{b)  or  K/)-/,  b-x-f. 

4.  k-by  k-by  k-b,  n-b, 

5.  o-ky  o-ky  0  or/,  o-b. 

6.  //-//,  u-ky  u-uf—fy  u-uf-k, 

7-         n-fyf-byf-0yf-0yk-0(^b^yf-f0-0. 

8.   n-Uy  n-Uy  n-u,  k-u. 

In  all  cases  the  intensities  of  the  sounds  for  the  two  ears  were  equal  and 
the  i)erceived  sound  was  always  located  somewhere  in  the  median  plane. 
Special  results  were  obser\'ed  as  follows. 

Number  i.  When  the  telephones  were  moved  from  /  to  r  and  /,  the 
sound  was  perceived  to  travel  in  the  median  plane  from  some  distant 
point  in  front  inward  to  the  nose  or  the  head  of  the  observer.  This  de- 
crease of  distance  presumably  arose  from  the  increase  of  the  intensity  of 
the  perceived  sound,  for  under  these  conditions  the  perceived  sound  is 
stronger  on  account  of  the  action  of  the  pinnai,  when  the  objective  sounds 
are  situated  more  towards  the  auditory  axis  than  when  they  are  situated 
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more  towards  front.  But  as  the  tragus  has  some  influence  upon  the  in- 
tensity of  the  perceived  sound,  the  observer  was  sometimes  in  doubt 
about  the  direction  of  motion  of  the  sound  as  the  telephones  were  passing 
about  the  points  yf  and  ^r. 

Number  2.  When  the  telephones  were  moved  from  ^  to  r  and  /  the 
sound  was  perceived  to  be  travelling  from  ^  to  ^  or  from  b  to  /.  This 
needs  no  explanation,  for  it  is  analogous  to  Number  i. 

Number  3  and  Number  4  are  just  the  reverse  of  Number  i  and  Number 
2  and  the  sounds  were  perceived  to  pass  from  k  X,o  f  and  from  >&  to  ^  re- 
spectively. 

Number  5  and  Number  6  can  be  explained  in  a  similar  way.  On  ac- 
count of  the  pinnae  and  the  direction  of  the  external  meatus,  sounds 
coming  from  above  or  below  are  heard  with  less  intensity  than  sounds 
coming  from  the  direction  of  auditory  axis.  Accordingly  the  intensity 
of  the  perceived  sound  increases  gradually  as  the  telephones  are  moved 
from  above  or  below  toward  the  auditory  axis,  and  the  distance  of  the 
perceived  sound  seems  to  decrease. 

Number  7  and  Number  8  are  the  reverse  of  Number  5  and  Number  6. 

It  is  interesting  to  note  that  in  Number  7  the  sound  was  sometimes 
perceived  to  have  travelled  from  /  to  ^,  or  /  to  o,  or  n  to  /,  instead  of 
travelling  from  k  to  0,  From  this  we  can  see  that  in  discriminating 
directions  in  the  median  plane  much  depends  upon  the  interpretation  of 
the  observer.  In  number  7  the  stimulation  of  the  ears  was  strongest  in 
the  beginning  ;  then  grew  less  and  less  as  the  telephones  were  moved 
gradually  upward.  This  decrease  of  the  intensity  can  be  interpreted 
by  the  observer  as  the  effect  of  motion  of  sound  from/ to  b,  or/ to  o,  or 
//  to/. 

Finally  in  connection  with  the  question  of  distance  we  must  call  at- 
tention to  the  endocephalic  localization  which  we  have  already  noticed. 
When  the  intensity  of  the  two  sounds  opposite  the  ears  becomes  very 
great  the  perceived  sound,  which  is  localized  at  first  in  the  median 
plane,  approaches  the  head  and  at  last  enters  it.  This  endocephalic 
localization  is  sometimes  so  strong  that  the  subject  cannot  get  rid  of  the 
illusion,  though  he  knows  jierfectly  well  that  the  objective  sounds  are 
outside  the  head.  This  illusion  occurs  more  strikingly  when  the  tele- 
phones are  placed  against  the  ears  or  when  conducting  tubes  are  put 
into  the  ears.  Under  such  conditions  the  sound  is  heard  in  the  head 
even  if  the  intensity  is  not  very  great.  An  experiment  of  Schaefer' 
is  interesting  in  this  connection.     In  his  experiments  a  telephone  was 

^ScHAKlKR,  Zur  ititci'anrcalt:n  Localisaiion  diotisihcr  Wahrufhrnungcn^  Zt  f. 
Tsycbol.  u.  rhysiol.  d.  Sinn.,  1890  I  300. 
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brought  near  to  a  funnel  receiver,  which  communicated  with  the  two 
-ears  by  means  of  a  forked  tube  with  arms  of  equal  length.  The 
telephone  was  connected  with  the  secondary  coil  of  a  sliding  induc- 
torium.  At  the  start  the  secondary  coil  was  put  at  a  great  distance  from 
the  primary  coil  of  the  inductorium  and  then  the  secondary  coil  was 
gradually  brought  nearer  to  the  primary,  during  which  the  change  in 
localization  was  observed.  It  was  found  that  the  apparent  sound  ap- 
proached the  head  according  to  the  decrease  of  the  distance  between  the 
primary  and  secondary  coils,  so  that  the  sound  finally  crept  into  the  head 
and  occupied  a  position  between  the  ears.  If  one  of  the  arms  was 
closed  the  sound  would  shifl  to  the  auditor}'  canal  of  the  opposite  ear. 
If  the  secondary  coil  were  then  moved  farther  from  the  primary  coil  the 
sound  would  go  out  from  the  auditory  canal  to  the  space  on  the  side  of 
that  ear.  If  the  pressed  tube  were  then  opened,  the  sound  would  move 
to  the  median  plane  at  some  distance  from  the  head.  With  many  per- 
sons the  sound  entered  or  emerged  from  the  head  at  the  root  of  the  nose 
according  to  the  increase  or  decrease  of  the  intensity  of  the  telephone 
sound. 

VI.  The  least  perceptible  change  in  the  direction  of  a  sound. 

In  our  previous  experiments  we  found  that  when  two  telephones  were 
placed  on  opposite  sides  just  in  the  line  of  two  ears  and  the  intensity  of  one 
component  of  the  perceived  sound  was  changed  while  that  of  the  other  was 
kept  constant,  the  perceived  sound  was  located  more  toward  the  side  on 
which  the  objective  sound  was  stronger,  and  more  toward  the  median 
plane  when  the  intensities  of  the  two  component  sounds  became  more 
nearly  equal.  While  conducting  these  exi)eriments  I  noticed  occasionally 
that,  when  the  relative  intensities  of  the  two  sounds  were  in  such  a  relation 
that  the  perceived  sound  was  located  at  r  90**  or  /90®,  a  small  change 
( I  to  I J^  cm.  for  the  secondary  coil)  in  the  difference  between  the  relative 
intensities  of  two  sounds  was  not  usually  perceived  as  a  change  in  the 
direction  of  the  perceived  sound  and,  in  fact,  was  not  perceived  at  all. 
But  when  the  intensities  of  the  two  component  sounds  were  in  such  a 
relation  that  the  perceived  sound  was  located  just  in  front,  the  change  in 
the  difference  between  the  relative  intensities  corresponding  to  0.5""  or 
I*"*  was  usually  perceived  as  a  change  in  direction. 

The  explanation  of  the  difference  in  the  above  two  cases  seems  to  me  to 
lie  in  the  fundamental  fact  of  sensation  as  expressed  by  Weber's  law. 
For  the  initial  difference  between  the  relative  intensities  of  the  sounds 
heard  by  the  two  ears  was  greater  in  our  experiments  when  the  perceived 
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sound  was  located  more  toward  the  side,  and  it  was  smaller  when  the  per- 
ceived sound  was  located  more  toward  front.  Consequently  a  large 
change  would  be  necessary  in  the  former  case  if  the  change  is  to  be 
perceived. 

The  object  of  the  next  experiment  was  to  make  this  relation  clear. 
As  in  my  previous  experiments,  two  telephones  were  placed  on  opposite 
sides.  The  distance  between  the  ear  and  telephone  was  45  *™.  The 
intensity  of  one  component  sound  was  kept  constant,  while  that  of  the 
other  component  sound  was  varied  by  means  of  the  secondary  coil ;  the 
observer  localized  the  perceived  sound  at  a  certain  point  as  before  when 
the  two  components  were  given  simultaneously.  This  point  was  to  be 
regarded  as  the  initial  direction.  Then,  while  the  two  sounds  were 
given,  one  of  them  was  to  be  moved  from  its  original  pK)sition  slowly 
along  the  auditory  axis  till  the  point  was  reached  where  the  observer  just 
noticed  a  change  in  the  initial  direction  of  the  perceived  sound.  The 
distance  traversed  by  this  component  sound  was  measured  by  a  milli- 
meter scale  which  was  fixed  along  the  path  of  the  telephone.  This  dis- 
tance is  called  an  increment  distance  (J),  for  it  is  a  distance  which 
is  required  for  producing  the  least  change  in  the  initial  direction  of  the 
perceived  sound. 

The  results  of  the  experiments  on  the  relation  between  the  change  in 
the  initial  direction  and  the  corresponding  increment  distance  were  as 
given  in  Table  XXVI. 

Table  XXVI. 
The  right  component  sound  constant.    Observer  :  C.  W. 
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In  this  experiment  the  intensity  of  the  sound  produced  by  the  right 
telephone  (connected  with  the  primary  coil  of  the  inductorium)  was  kept 
constant  while  the  intensity  of  the  sound  produced  by  the  left  telephone 
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(connected  with  the  secondary  coil)  was  varied.  When  the  secondary 
coil  was  moved  away  from  the  primary  to  the  point  0.6*^  and  sounds 
were  given  from  both  telephones  at  the  same  time  the  observer  located 
the  single  resultant  sound  at  /.  The  resultant  sound  was  localized  at 
fr  30®,  fr  70°,  r  90®,  r  90®  {F)  respectively  as  the  coils  were  separated 

Mc    nCB   ^cm      >|Cai      _>eiB 
«S   2      ,3      ,4     ,5      . 

When  the  observer  located  the  sound  at  one  of  above  directions  the 
intensity  of  the  left  component  was  decreased  again  by  moving,  not  the 
secondary  coil,  but  the  left  telephone  itself  from  the  ear  along  the  auditory 
axis,  till  the  point  was  reached  at  which  the  sound  was  just  noticed  to 
shift  from  its  initial  position. 

As  we  find  in  the  table  the  increment  distance  was  least  when  the  per- 
ceived sound  was  initially  located  at  /,  it  increased  gradually  till  it 
reached  its  maximum  when  the  perceived  sound  was  initially  located  at 
r9o°(^).  W^hen  the  initial  difference  between  the  intensities  of  com- 
ponents heard  by  the  two  ears  was  much  greater  the  increment  distance 
became  greater  than  35*".  In  our  small  room  we  could  not  make  an 
arrangement  to  move  the  telephone  farther  than  35"".  The  reason  why 
the  perceived  sound  shifted  its  position  always  toward  the  right  in  this 
experiment  is  easy  to  find,  for  the  intensity  of  the  right  component 
became  relatively  greater  as  the  intensity  of  the  left  component  de- 
creased. We  must  notice  here  the  fact  that  the  perceived  sound  was 
located  at  r  90°,  but  a  little  backward  than  just  at  r  90®,  when  the  rela- 
tive difference  between  the  intensities  of  sounds  in  the  two  ears  was  very 
great.  A  similar  case  has  been  already  observed  in  our  previous  experi- 
ments. I  have  said  that  it  is  probable  that  what  we  call  commonly  right 
and  left  lies  in  the  line  drawn  tangent  to  the  front  surfaces  of  the  two  eye- 
balls. So  when  the  maximum  difference  in  the  intensities  of  the  com- 
ponents in  the  two  ears  is  obtained,  the  perceived  sound  is  not  located 
just  at  visual  right  or  left,  but,  being  referred  to  the  common  standard 
of  direction,  it  is  located  at  right  or  left,  a  little  toward  back.  Or  we 
may  say  that  the  difference  in  the  relative  intensities  with  which  a  sound 
is  heard  by  the  two  ears  is  greatest,  not  when  the  sound  is  situated  in  the 
visual  rl  line,  but  when  it  is  situated  a  little  behind  it.  On  this  basis 
the  fact  that  the  sound  seemed  to  shift  a  trifle  backwards  from  r  90 
when  the  intensity  of  the  right  component  became  relatively  very 
strong  does  not  disprove  the  dependence  of  the  least  perceptible  change 
in  the  direction  of  a  sound  upon  the  change  in  the  relative  difference  be- 
tween the  intensities  of  the  components  in  the  two  ears.  From  similar 
experiments  conducted  on  a  different  day,  results  were  obtained  in  which 
the  above  relation  can  be  seen  still  more  clearly  (Table  XXVII). 
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Owing  to  the  slight  changes  in  the  position  of  the  telephones  and  the 
head  of  the  observer  and  minute  changes  in  the  intensity  of  the  sound 
arising  from  the  fluctuaton  of  the  electric  current,  there  were  some  devia- 
tions in  conditions  for  different  days ;  and  consequently  the  results  of  the 
experiments  must  be  considered  for  each  day  separately. 

Table  XXVII. 
The  right  component  sound  constant.     Observer :  C.  W. 
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Notation  same  as  in  Table  XXVI. 


The    probable  error  of  J  varies    from 
±«A%tod=2j6. 


Some  experiments  made  upon  Dr.  Scripture  gave  similar  results  which 
are  given  in  Table  XXVIII. 
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Table  XXVIII. 

The  right  component  sound  constant.      Observer,  Dr.  Scripture. 
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Notation  same  as  in  Table  XXVI. 


The  probable  error  of  J  varies  from 
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In  these  experiments  the  perceived  sounds  were  sometimes  located  to 
the  rear.  In  such  cases  the  least  change  in  direction  was  also  made 
toward  /^  Again,  when  the  initial  direction  was  on  the  left  side  the  least 
j)erceptible  change  was  made  toward  the  median  plane.  The  shifting  of 
of  the  left  sound  toward  the  median  plane  is  really  a  shifting  toward 
the  right  side,  and  can  be  explained  by  the  relative  increase  of  the 
intensity  of  the  right  component  sound. 

Similar  experiments  were  made  upon  C.  W.  on  different  da)"^,  by  var}- 
ing  the  intensity  of  the  right  component  sound  while  keeping  that  of 
the  left  component  sound  constant,  and  similar  results  were  obtained, 
which  are  given  in  Table  XXIX  and  need  no  special  explanation. 


Researches  on  acoustic  space. 


69 


Table  XXIX. 
The  left  component  sound  constant. 
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Other  notations  same  as  in  Table  XXVI. 
The    probable    error  of  J  varies  from 
It:  A%  to  ±  2j^%. 

As  the  intensity  of  sound  is  inversely  proportional  to  the  square  of 
distance,  the  intensity  of  the  variable  component  sound  in  the  foregoing 

experiments  is  proportional,  other  things  being  equal,  to  y-p^ —^  where 

C  represents  the  initial  distance  (45*")  between  the  telephone  and  the  ear 
and  J  represents  the  increment  distance.  As  C  is  constant  in  our  experi- 
ments, the  value  of  the  fraction  depends  upon  J.  The  greater  the  change 
in  the  increment  distance,  the  greater  is  the  change  in  the  intensity  of  the 
component.  But  the  change  in  the  increment  distance  which  is  required 
for  producing  the  least  noticeable  change  in  the  initial  direction  would 
be  expected  according  to  Weber's  law  to  depend  upon  the  value  of  the 
initial  difference  between  the  intensities  of  the  two  components.  This 
expectation  was  realized  in  the  actual  results  of  the  foregoing  experiments. 
For  in  these  experiments  the  increment  distance  was  smallest  when  the 
sound  was  initially  located  in  front  or  behind,  that  is,  when  the  initial 
difference  between  the  intensities  of  the  component  sounds  in  the  two 
ears  had  the  smallest  value  possible  (namely,  zero).  The  increment  dis- 
tance increased  gradually  as  the  initial  difference  between  the  intensities 
of  the  component  sounds  in  the  two  ears  became  greater,  and  conse- 
quently as  the  perceived  sound  was  initially  located  more  towards  the 
right  or  left  side. 

VII.  Theoretical  conclusions. 

Sounds  are  located  both  as  to  direction  and  distance  from  ourselves  as 
the  center.    In  the  foregoing  experiments  we  have  found  that  the  judgment 
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of  the  direction  of  a  sound  depends  chiefly  on  the  relative  difference  be- 
tween the  intensities  of  the  component  sounds  heard  by  the  two  ears, 
while  the  absolute  intensity  of  the  perceived  sound  is  supplementary  to 
this  fundamental  factor.  The  judgment  of  the  distance  of  a  sound  de- 
pends, on  the  contrary,  chiefly  on  the  absolute  intensity.  To  these  fiaic- 
tors  in  the  localization  of  a  sound  we  may  add  other  cooperating  factors, 
such  as  relative  and  absolute  pitch,  timber  and  phase.  ^  With  these 
data  at  hand  it  becomes  necessary  to  inquire  how  they  bring  about  the 
localization  of  a  sound.  There  are  several  theories  of  the  way  in  which 
this  is  done  ;  these  will  be  briefly  discussed. 

I .    Theory  of  a  direct  acoustic  space. 

This  theory  assumes  that  a  sound  heard  by  the  right  ear  is  distinguish- 
able from  that  heard  by  the  left  ear ;  that  the  right  and  left  components  of 
a  sound  heard  with  both  ears  produce  an  effect  in  consciousness  which 
varies  with  the  relative  intensity  of  the  components ;  that  this  efl*ect  is  an 
experience' analogous  to  that  from  simultaneous  but  not  identical  sensa- 
tions of  sight  or  touch ;  that  it  should  be  considered  to  be  one  of  the  kinds 
of  space  analogous  to  visual  space  or  tactual  space ;  and  that  this  acoustic 
space  is  brought  into  relation  to  and  modified  by  visual,  tactual  and 
muscular  experiences. 

This  might  be  called  a  direct  theory  of  acoustic  space.  Although  no 
positive  objection  can  be  made,  it  seems  somewhat  artificial  and  not  well 
adapted  to  explain  the  methods  by  which  we  localize  sounds. 

2.    Tactual  theory. 

Some  psychologists  have  sought  the  ultimate  origin  of  acoustic  sj)ace 
in  the  tactual  sensations  of  the  tympanic  membrane. 

One  form  of  this  theory  assumes  :  i,  that  special  sensations  of  touch 
are  received  from  different  parts  of  the  tympanum  ;  2,  that  the  sound- 
wave arouses  the  sensations  from  the  tympanum  ;  and  3,  that   different 


>  Urhantschitsch,  Zur  Lehre  von  der  SchalUmpfimitinf^^  Archiv  f.  d.  ges.  Phvsiol. 
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Mac:h,  Bemcrkung  iiber  die  Function  der  Ohrmuschel,  Arch.  f.  Ohrenheilk.,  1S75 
n.  F.  Ill  72. 

Thompson,  On  binaural  audition^  Phil.  Mag.,  1877  (5)  IV  274;  1878  VI -^83; 
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parts  of  the  tympanum  are  affected  according  as  the  direction  of  the 
sound  is  different.^ 

The  first  assumption  is  in  all  probability  justified ;  the  tympanum  is  un- 
doubtedly sensitive  and  the  stimuli  applied  to  different  portions  can  be 
presumably  distinguished. 

The  second  assumption  is  not  so  readily  to  be  accepted  in  view  of  the 
fact  that  the  energy  of  the  air- vibrations  is  extremely  small,  in  fact  so 
small  that  a  most  complicated  apparatus,  the  internal  ear^  has  been  spec- 
ially adapted  to  transform  the  air-vibrations  into  nerve-currents.  There 
is  no  conclusive  experimental  evidence  to  support  the  view  that  sound- 
waves can  be  directly  felt  by  the  end  organs  or  the  nerves  of  touch.  In 
the  perception  of  sounds  the  tympanum  is  not  the  true  receptive  organ, 
but  only  a  part  of  a  mechanical  device  by  which  the  vibrations  are 
gathered  and  conveyed  to  the  internal  ear.* 

The  third  assumption  is  quite  untenable.  "^The  diameter  of  the  audi- 
tory canal  is  too  small  to  permit  of  different  degrees  of  pressure  at  differ- 
ent points  of  the  tympanum  at  the  same  moment ;  we  can  without  hesita- 
tion consider  the  pressure  as  equal  over  all  parts  of  the  tympanum.* 

A  second  form  of  this  theory  to  the  effect  that  the  touch  organs  of  the 
tympanic  membranes  in  the  two  ears  are  affected  differently  by  sounds 
coming  from  different  directions  would  be  consistent  with  observations  of 
cases  in  which  the  ability  to  localize  sounds  was  lost,  together  with  the 
sensitiveness  of  the  tympanum.*  In  spite  of  some  minor  observations 
that  may  be  interpreted  in  favor  of  this  theory  it  is  difficult  to  agree  with 
WuNDT*  in  accepting  it  even  partially  ;  at  any  rate  such  an  extremely  re- 
markable sensitiveness  of  the  tympanum  should  be  most  thoroughly  es- 
tablished before  a  final  decision  could  be  given  in  favor  of  it. 

3.    Theory  of  a  special  space  organ. 

According  to  Prever  the  semicircular  canals  are  the  organs  for  the  per- 
ception of  the  direction  of  a  sound.®    By  means  of  a  specific  energy  of  the 

1  KupPER.  Ueber  die  Bedeutung  der  Ohrmuschd  dcs  Matschen,  Archiv  f.  Ohrenheilk., 
1874  n.  F.  II  (3)  15&. 

Thompson,  On  the  function  of  two  ears  in  the  perception  of  space^  Phil.  Mag.,  1882 
(5)  XIII  406. 

•Helmholtz,  Die  Mechanik  der  Gehorknochclchen  und  des  Trommelfells^  Archiv.  f. 
d.  ges.  Physiol.  (PflUger),  1868  I  I. 

*GEi.Lfe,  Rdle  de  la  semibilitk  du  tympan  dans  f  orientation  au  bruit,  Soc.  de  Biol., 
1886  III  44S. 

*\Vi'NDT,  Physiol.  Psychol.,  II  94,  I^ipzig,  1893. 

*PREYER,  Die  IVahmehmung  der  Schallrichtung  tnittelst  der  Bogengangey  Archiv.  f. 
d.  ges.  Physiol.  (PflQger),  1887  XL  586. 
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ampullae  of  the  semicircular  canals  a  particular  kind  of  sensation  is  produced 
when  they  are  excited  by  a  sound  from  a  particular  direction.  The  sen- 
sation is  different  according  to  the  direction  from  which  the  sound 
comes,  because  a  sound  must  stimulate  more  strongly  one  canal  or 
pair  of  canals  in  a  way  depending  on  its  direction.  As  the  six  canals 
are  excited  with  different  relations  of  intensities  by  sounds  from  dif- 
ferent directions,  the  sensations  which  are  produced  by  the  specific  energy 
of  the  ampullae  are  different  corresponding  to  the  different  directions  of 
the  sounds.  These  differences  of  sensations  give  us  the  ideas  of  the 
directions  of  sounds.  **If  we  consider,'*  says  Preyer,  "that  by  the 
stimulation  of  an  ampulla  with  the  vibration  of  the  liquid  of  the  canal 
belonging  to  that  ampulla  a  sensation  of  sound  is  produced  which  is  dif- 
ferent from  the  sensation  produced  by  the  stimulation  of  another  ampulla, 
though  the  two  are  exactly  alike  in  respect  to  intensity,  pitch  and  tim- 
bre, and  if  the  difference  between  the  two  arises  simply  because  the  dif- 
ferent nerve-fibers  are  stimulated,  we  cannot  but  regard  this  difference  as 
spatial. ' ' 

Preyer' s  assumption  that  a  canal  is  most  strongly  stimulated  by  a 
sound  lying  in  the  plane  in  which  the  canal  lies  is  irreconcilable  with  the 
elementary  facts  of  the  physics  of  sound.  The  sound-waves  which  arc 
transmitted  through  the  air  reach  the  membrana  tympani  and  then  move 
the  chain  of  ossicles,  and  at  last  the  lymphatic  liquid  of  the  inner  ear. 
During  this  conduction  the  sound-wave  is  changed  into  a  movement  of  a 
membrane,  a  movement  of  a  set  of  bones,  a  movement  of  a  liquid,  etc. 
There  is  no  possibility  of  any  change  of  direction  of  these  movements 
for  changes  in  the  direction  of  the  sounding  body,  and  consequently  no 
possibility  of  a  varied  action  on  the  semicircular  canals. 

Preyer  may  have  thought  that  the  sound-waves  are  conducted  directly 
from  the  air  through  the  skull  bones  into  the  head  and  thus  to  the  semi- 
circular canals ;  at  least,  this  seems  the  only  possible  construction  of  his 
view.  The  conduction  of  sound-waves  by  the  cranial  bones  comes  into 
play  when  a  sonorous  solid  body  is  either  in  immediate  contact  with  the 
skull,  or  is  connected  with  it  by  a  chain  of  solid  or  fluid  bodies,  or  when  the 
medium  immediately  surrounding  the  head  is  not  gaseous  as,  for  instance, 
when  the  head  is  immersed  in  water.  With  aquatic  vertebrates  we  can 
not  deny  the  cranial  conduction  of  sounds,  but  for  most  sounds  it  is 
certain  that  in  the  case  of  human  beings  the  cranial  conduction  plays  no 
part.  The  sound  waves  are  mostly  reflected  from  the  surface  of  the  head, 
and  the  conduction  directly  through  the  cranial  bones  and  tissues  is  in- 
finitesimal. 

Preyer' s  theory  next  involves  the  assumption  that  the  sound-waves 
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affect  the  canals  difTerently,  according  to  the  direction  of  the  sound. 
He  evidently  viewed  the  sound  as  a  force  entering  the  head  and  being 
resolved  into  three  components  with  intensities  depending  upon  the 
angles  made  by  the  direction  of  the  force  with  the  planes ;  he  had  prob- 
ably in  mind  the  familiar  method  of  resolving  a  movement  or  a  velocity 
into  three  components  in  planes  at  right  angles  to  each  other.  The  ab- 
surdity of  such  a  position  is  at  once  evident  to  any  one  acquainted  with 
the  elementary  ideas  of  wave-motion.  A  sound-wave  passing  through 
the  air  consists  of  alternate  condensations  and  rarefactions — not  of  a 
line  or  of  a  plane — ^but  of  a  more  or  less  spherical  surface.  The  sound- 
wave passing  through  the  head  is  of  a  similar  sort.  There  is  not  the  re- 
motest reason  for  believing  that  the  molecules  of  a  liquid  in  a  curved 
tubular  bone  will  vibrate  differently  according  as  the  sound-wave  ap- 
proaches from  different  directions  in  the  mass  in  which  the  bone  is  im- 
bedded. 

This  theory  of  Prever's  was  accepted  by  MCnsterberg^  as  the  start- 
ing point  of  a  reflex -muscular  theory  of  acoustic  space.  **  The  different 
movements  of  the  head,  which  can  be  aroused  by  stimulation  of  the  semi- 
circular canals,  arouses — by  means  of  the  muscle  sense — that  threefold 
system  of  sensations  of  movement  which  forms  the  basis  of  our  acoustic 
space.*'  **To  localize  a  sound  means  to  assign  to  its  place  in  the  whole 
system  of  sensations  of  head-movements  the  sensation  of  that  reflex  head- 
movement  which  is  necessary  in  order  to  turn  toward  the  source  of  the 
sound." 

Concerning  the  possibility  of  the  direct  stimulation  of  the  semicir- 
cular canals  nothing  further  needs  be  said. 

As  for  the  results  of  MCnsterberg's  experiments  on  the  least  per- 
ceptible change  in  the  direction  of  a  sound,  they  cannot  be  regarded  as 
a  proof  of  his  theory.  It  has  been  made  clear  by  the  experiments  of 
Bloch*  and  by  mine  that  the  curve  of  the  least  perceptible  change  can 
be  explained  by  the  principles  of  relative  and  absolute  intensities. 

4.  Motor  theory. 

The  essential  factor  in  the  motor  theory  seems  to  be  this :  A  sound 
perceived  by  the  ear  brings  with  it  au  impulse — conscious  or  uncon- 
scious— to  move  toward  it ;  this  motor  impulse  and  its  results  are  what 
appear  to  us  as  the  localization  of  the  sound.  This  theory  assumes  that 
these  motor  impulses  are  aroused  in  definite  relations  by  the  factors  men- 

>MOnsterberg,  Raumsinn  des  Ohres^  Beitrftge  z.  expcr.  Psychol.,   1889  II  182. 
•BLOCir,  Das  binauraU  HZren^  Zl.  f.  Ohrcnheilk.,  1893  XXIV  25. 
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tioned  at  the  beginning  of  this  section  (p.  70),  namely,  absolute  in- 
tensity of  the  sound,  relative  intensity  for  the  two  ears,  etc.  The  form 
of  the  motor  space  is  derived  from  past  experience  under  influence  of  the 
visual  space ;  in  fact,  the  space  in  which  the  soimd  is  localized  is  our 
usual  visual -tactual-motor  space  with  which  the  sound  is  connected  by  the 
motor  impulses.  In  this  compound  space  the  visual  sensation  is  the  most 
important  element.  The  tactual  sensation  seems  rather  to  be  of  second- 
ary importance  except  in  the  case  of  the  blind.  Speaking  genetically  we 
can  recognize  the  position  of  a  sound  only  when  acoustic  and  visual  sensa- 
tions are  connected  with  each  other  in  a  definite  relation.  It  is  unthink- 
able that  we  can  recognize  the  position  of  a  sound  without '  connecting 
the  former  directly  or  indirectly  with  the  latter.  A  definite  connection 
between  these  two  can  be  accomplished  through  the  medium  of  a  definite 
muscular  action.  These  three  elements  have  occurred  in  connection  with 
each  other,  and  have  been  firmly  associated  in  the  course  of  time,  so  that 
when  one  of  them  is  present  the  others  will  be  necessarily  called  forth. 
When  the  visual  sensation  fails,  as  in  the  case  of  a  blind  person,  then 
tactual  sensation  takes  its  place. 

From  a  biological  point  of  view  this  theory  seems  quite  natural.  In 
the  course  of  natural  selection  the  survivors  have  obtained  the  power  of 
reacting  suitably  to  the  different  acoustic  sensations  which  they  receive 
from  the  surrounding  world. 

To  react  suitably  upon  an  acoustic  sensation  we  must  first  of  all  recog- 
nize the  direction  from  which  the  sound  comes.  To  recognize  the  di- 
rection it  is  necessary  that  the  auditory  sense  should  be  assisted  by  other 
senses.  But  as  the  auditory  sense  has  to  do  with  more  or  less  distant  ob- 
ject, it  must  be  chiefly  the  visual  sensation  which  is  combined  with  the 
auditory  sensation  to  assist  it  in  perceiving  the  direction  of  the  sonorous 
object.  To  perceive  an  object  in  a  certain  direction  the  head  must  be 
moved  so  that  the  object  will  be  brought  in  the  line  of  visual  fixation 
or  in  the  median  plane.  In  the  beginning  this  will  not  be  easily  done, 
but  after  practice  it  will  be  found  that  the  instant  at  which  the  sound  is 
equally  loud  in  both  ears  is  the  instant  at  which  the  source  of  sound  is 
found  in  the  median  plane.  Again  we  have  already  seen  that  a  sound 
situated  in  the  median  plane  will  be  best  heard  when  it  is  in  the  line  of 
sight.  Thus  after  the  source  of  sound  has  been  brought  into  the  median 
plane,  the  next  process  will  be  to  bring  it  into  the  line  of  sight. 

Again  we  must  notice  the  fact  that  by  practice  it  has  been  found  that 
the  instant  at  which  the  sound  is  perceived  with  greatest  intensity  by 
one  ear  and  with  smallest  intensity  by  the  other  ear  is  the  instant  at 
which  the  source  of  sound  is  situated  nearly  in  the  auditory  axis  or  little 
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behind  it.  Accordingly,  we  sometimes  try,  by  the  movement  of  the 
head,  to  bring  a  source  of  sound  into  this  axis  when  we  find  it  more  con- 
venient, as  for  a  sound  of  small  intensity. 

These  movements  of  the  head,  which  we  perform  in  order  to  connect 
visual  and  acoustic  sensations,  affect  our  sense  of  equilibrium,  by  means 
ot  which  we  become  conscious  how  much  we  have  turned  our  head.  By 
means  of  this  sense  of  equilibrium  we  are  enabled  to  estimate  the  position 
of  a  source  of  sound  in  reference  to  the  position  of  our  body. 

Again,  though  a  source  of  sound  is  usually  brought  into  the  line  of 
fixation  of  sight  by  the  motion  of  the  head,  we  can  effect  this  within  a 
certain  limit  not  by  moving  the  head  but  by  moving  the  eyeballs  alone. 
In  such  a  case  the  acoustic  sensation  is  connected  with  the  oculo-motor 
sensation,  by  means  of  which  we  can  feel  also  the  angular  direction  of  a 
source  of  sound,  for  we  have  a  fine  sense  for  this  movement  of  the  eyes. 
This  muscular  sensation  of  the  eyes  is  supplementary  to  the  sensation  of 
rotation  of  the  head,  by  means  of  which  we  can  chiefly  estimate  the  direc- 
tion of  a  sound. 

From  these  considerations  it  is  clear  that  by  long  practice  the  asso- 
ciation has  been  established  between  a  particular  acoustic  sensation — cor- 
responding to  the  stimulation  by  the  sound  from  a  particular  direction — and 
the  rotatory  sensation — which  is  required  for  bringing  the  source  of  sound 
into  the  visual  fixation  line  or  into  the  auditory  axis — and  moreover  the 
association  has  been  established  between  the  acoustic  sensation  and  the 
oculo-motor  sensation.  After  the  associations  between  these  factors  have 
been  established,  either  one  of  these  factors  by  itself  is  able  to  call  forth 
other  factors.  It  is  not  necessary  that  the  rotatory  sensation  or  muscular 
sensation,  which  gives  us  the  measure  of  the  angular  departure  of  a  source 
of  sound  from  the  fixation  line  of  the  eyes,  should  arise  always  by  an 
actual  movement.  Though  this  is  the  original  case,  the  sensation  of  in- 
nervation or  reproduced  motor  sensation  called  forth  by  association  with 
the  acoustic  sensation  may  take  the  place  of  the  actual  motor  sensation. 

Our  final  conclusion  is  thus  that  an  acoustic  sensation  receives  its 
spatial  form  primarily  from  the  space  idea  which  is  given  to  us  by  the 
visual,  tactual  and  motor  sensations.  Acoustic  space  presupposes  the 
existence  of  the  space  form  of  other  sensations.  We  have  only  to  give 
an  account  of  how  the  perception  of  the  position  of  sounds  arises  on 
the  basis  of  the  already  existing  space  which  was  given  to  us  by  other 
sensations.  As  to  the  further  problem  of  the  ultimate  origin  of  the 
space  form  of  perception,  its  solution  must  be  sought  in  the  visual  and 
tactual  perception. 


ON  BINAURAL  SPACE. 

BY 

E.  W.  Scripture. 

The  fundamental  fact  of  binaural  space  is  that  when  two  component 
sounds  heard  by  the  two  ears  are  perceived  as  a  single  sound  the  result- 
ant sound  is  "localized  in  space."  This  "localization  in  space  "is  a 
direct  experience  of  every  person  with  binaural  audition. 

Aside  from  such  problems  as  the  influence  of  visual  and  muscular  space 
on  this  localization,  the  fundamental  problem  is  that  of  the  localization 
of  the  resultant  sound  as  dependent  on  the  two  components.  The  sim- 
plest sounds,  tones,  vary  in  pitch,  intensity  and  duration.  The  only 
property  which  comes  essentially  into  question  in  the  case  of  the  ti^^o 
components  is  that  of  intensity.  The  following  paragraphs  will  present 
a  hypothesis,  in  respect  to  the  law  of  localization  as  dependent  on  the  in- 
tensity of  the  components. 

The  fundamental  observation  is  as  follows :  When  two  component 
tones,  e.  g. ,  from  the  telephones  opposite  the  two  ears,  are  heard  as  one 
tone,  this  tone  is  located  in  a  certain  direction  in  respect  to  the  obser\'er. 
When  the  intensities  of  the  two  components  are  equal,  the  resultant  ap- 
pears to  be  in  the  median  plane,  e.  g.,  directly  in  front.  As  one  of  the 
components  is  weakened,  the  resultant  appears  to  pass  toward  the  side  of 
the  stronger  one,  finally  reaching  a  line  nearly  opposite  the  ear — the 
auditory  axis — and  proceeding  outward  along  it.  The  localization  thus 
depends  on  the  difference  between  the  intensities  of  the  components. 
Various  observations  lead  me  to  believe  that  the  following  equations  ex- 
press this  dependence. 

Let  I^  and  /z,  be  the  intensities  of  the  right  and  left  components,  and 
let  d^=-  Ir  —  Ii^  be  the  difference  between  the  two  intensities. 

Let  the  plane  in  which  the  resultant  lies  contain  a  system  of  rectangular 
coordinates,  with  the  origin  in  the  median  plane,  the  axis  X  identical 
with  the  acoustic  axis,  and  the  axis  K perpendicular  to  X\  thus  Kraay 
lie  anywhere  in  the  median  plane.  Since  the  position  of  the  sound  with 
respect  to  these  axes  depends  on  the  difference  of  intensity,  we  have 
X  —f(^d)  and,  since  there  is  a  definite  relation  between  y  and  jr,  y  =y  (a). 

In  the  exi)eriments  it  is  obser\'ed  that  when  the  two  sounds  are  equal, 
i.  e.,  //  =  o,  the  resultant  is  located  in  the  median  plane,  i.  e.,  on  the 
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axis  yat  a  certain  distance  m  from  the  center.     Thus  for  d=.  o  we  have 

x=o,  y=:m.      As  the  sound   on  the  right  is  made   louder  we   have 

In  3>  II  and  d  positive  ;  when  the  sound  on 

the  left  is  made  louder  d  becomes  negative. 

As  one  component  becomes  louder  than  the 

other,  the  resultant  moves  toward  the  side  of 

the  louder  component ;  indicating  the  right 

side  by  +  and  the  left  by  —  we  have  +  x=. 

/(,+d)  and  —  X  =/( — a').     The  resultant 

lies  alwa)rs  on  the  positive  side  of  the  y  axis, 

which  we  can  express  by  considering  ^  as  a 

function  of  the  square  of  x,  or  y=.  J\x^) . 

The  path  described  by  the  resultant  sound 
appears  to  me  to  be  a  curve  of  the  form  given 
by  the  equation 


»• 


am 


y  =  me 

where  /;/  is  the  value  for  :t  =  o  and  a  is  a  con- 
stant of  proportionality. 

On  the  basis  of  these  observations  and 
considerations  I  venture  to  make  the  follow- 
ing two  hypotheses :  i.  that  the  distance 
right  or  left  of  the  median  plane  is  propor- 
tional to  the  difference  between  the  intensi- 
ties of  the  two  components,  i.  e.,  ^  =  r//, 
when  c  is  the  factor  of  proportionality  j  2. 
that  the  relation  between  the  distance  from 
the  median  plane  and  the  distance  from  the 
auditory  axis  is  expressed  by 


aw 


'J 


y  =inic 

where  m  is  the  distance  of  the  sound  when 
X  =  o(i.  e.,  //=o),  and  a  is  a  proportion- 
ality factor. 

The  values  ;//  and  a  depend  on  certain 
properties  of  the  sounds  used,  but  mainly  on 
the  absolute  intensity.  Sometimes  the  sound 
appears  to  remain  always  in  the  auditor}-^  axis, 
in  which  case  /;/  =  0.  A  series  of  curves  for  different  values  of ;//  is  shown 
in  Fig.  22.  The  values  from  which  the  cur\'eswere  plotted  are  given  in 
the  table. 
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There  still  remains  the  (act  that  the  plane  of  XY  (which  we  have  con- 
sidered) may  be  in  any  position  around  the  auditory  axis ;  thus  the  sound 
may  pass  in  front  of,  above,  behind  or  below  the  head,  or  in  any  inter- 
mediate position.     Four  such  positions  are  shown  in  Fig.   33.     To  fully 


define  the  apparent  position  of  the  sound,  we  must  introduce  a  system  of 
coordinates  in  which  ^V  is  the  auditory  axial  line  through  the  head,  Z  is 
a  line  perpendicular  to  this  at  the  central  point  in  the  head  and  extending 
in  the  direction  which  the  subject  considers  to  be  directly  in  front,  and 
y  is  perpendicular  to  both  X  and  Z.  We  thus  have  x=  cd  as  before. 
Then  in  a  case  where  the  sound  lies  in  the  XZ  plane  to  the  front  we  have 
y  =  0  and 


When  the  sound  is  upward  in  the  Xy  plane  we  have  x  =0  and 


So  E.    W,  Scripture. 

The  complete  relation  is  expressed  by 

x  =  cdf 

AM 

y  =me        •  sin  a, 

act 

am 

z=  me        '  cos  a, 

where  a  is  the  angle  of  elevation  above  the  plane  XZ. 

This  series  of  hypotheses  agrees  with  the  facts  reported  by  Mr.  Matsu- 
MOTo  in  the  preceding  pages,  but  cannot  be  proven  until  the  experiments 
are  repeated  with  tones  of  carefully  measured  intensities.  I  cannot  say 
that  I  expect  them  to  be  confirmed  just  as  they  stand ;  I  propose  them 
simply  as  an  attempt  to  give  definite  form  to  our  notions  of  one  of  the 
laws  of  binaural  localization. 


THE  SIZE-WEIGHT  ILLUSION  AMONG  THE  BLIND. 

BY 

James  F.  Rice,  M.A. 

It  is  a  well  known  fact  that  when  two  objects  of  equal  weight  but  dif- 
ferent size  are  lifted,  the  smaller  appears  heavier  than  the  larger.  The 
phenomenon  has  been  made  the  subject  of  experiment  in  various  ways.^ 

It  was  suggested  to  me  that  some  experiments  on  the  blind  might  be 
of  interest.  The  experiments  were  performed  at  the  New  York  Institu- 
tion for  the  Blind.  They  were  carried  out  under  the  direction  of  the 
Yale  laboratory  with  the  suggestion -blocks  formerly  used  by  Dr.  Sea- 
shore. Many  suggestions  in  regard  to  the  details  of  the  experiments 
were  received  from  Dr.  Seashore  personally. 

Apparatus. 

The  apparatus  consisted  of  two  sets  of  cylindrical  blocks  3x"**"  in 
length.  .  Each  set  consisted  of  1 7  blocks.  Set  A  varied  in  size  and  had 
a  uniform  weight,  while  Set  B  varied  in  weight  and  had  a  uniform  size. 
The  blocks  in  Set  A  varied  in  diameter  according  to  a  geometric  series 
in  which  the  regular  increment  is  one-tenth.  Those  in  Set  B  were  ar- 
ranged in  arithmetic  series  according  to  weight  with  a  successive  diflFer- 
ence  of  5*. 

In  the  following  account  the  blocks  will  be  dintisguished  by  the  names 
A  and  B  with  their  respective  numbers  in  the  series. 

>Fechner,  Ueber  die  CotUrasUmpfindungy  Ber.  d.  k.-sSchs.  Ges.  d.  Wiss.,  mAllL 
phys.  CI.,  i860  XII  76. 

Mueller  and  Schumann,  Ueber  die  p^ychologischcn  Grundiagcn  der  VcrgUichM^gff' 
hobener  Gewichte,  Archiv.  f.  d.  ges.  Physiol.  (PflUger),  1889  XLV  37. 

Charpentier,  Analyse  de  quelqiies  iUmmts  de  la  sensation  de  poids^  AfcWiM  4$ 
Physiol.,  1891  (5)  HI  X22. 

Dresslar,  S/udies  in  lAe psychology  oftotuh^  Am.  Jour.  Psych.,  1894  VI  Jf  Jr 

Flournov,  De  Vinfluefice  de  la  perception  visuelle  des  corps  sur  leur  pM$  ^/f0l00f 
L'Ann6e  Psychol.,  1894  I  198. 

Gilbert,  Researches  on  the  mental  and  physical  development  of  schMfMMfl0^Wlm* 

Yale  Psych.  Lab.,  1894  II  43-45»  59-63-  ^     ^^ 

Philippe  and  Clavi^re,  Sur  utu  illusion  musculaire^  RevtM  FbiiM.^i^PI%V^4, 
Van  Biervliet,  La  mesure  des  illusions  de poids^  L'Ann^  PiX^MLy  OTIf  H  71^^ 
Griffing,  On  the  sensations  of  pressure  and  impact^  Psycliol.  R««^#^U»«^pfl-  1- 
Scripture,  Remarks  on  Dr.  Gilbert's  article.  Stud.  Yale  ftfdkrlA»rfj4  II  t'/Z. 
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The  blocks  of  Set  A  were  of  a  constant  weight,  80',  and  of  diameters 
in  millimeters  as  follows,  beginning  with  the  smallest:  20.0,  22. o,  24.2, 
26.6,  29.3,  32.2,  35.4,  39.0,  42.9,  47-2,  51.9.  57- 1,  62.8,  69.1,  76.0, 
83.6,  91.9. 


Fig.  24. 

The  blocks  of  Set  B  were  of  a  constant  diameter,  42.9™",  and  of 
weights  in  grams  as  follows,  beginning  with  the  lightest :  40,  45,  50, 
55>  6o»  65»  70,  75»  80,  85,  90,  95,  100,  105,  no,  115,  120. 

It  is  to  be  observed  that  the  uniform  weight  for  Set  A  is  the  same  as 
the  weight  of  ^  (9),  the  middle  block  in  Set  B ;  and  the  uniform  size  in 
Set  ^is  the  size  of  ^  (9),  the  middle  block  in  Set  A.^ 

The  observer  placed  himself  by  the  table,  on  which  the  blocks  were 
arranged  in  order,  in  such  a  position  that  by  moving  back  and  forth  he 
could  lift  any  block  from  its  place  in  Set  B  and  still  retain  approximately 
the  same  angle  of  the  arm  and  hand.  He  was  requested  to  select  for  each 
block  in  Set  A  a  corresponding  one  in  Set  B,  by  taking  one  at  a  time 
from  A  and  placing  it  by  the  side  of  successive  blocks  in  B  with  which 
he  wished  to  compare  it,  lifting  one  at  a  time  until  he  found  the  one  in 
B  which  he  thought  had  the  same  weight  as  the  one  from  A. 

One  series  of  tests  D  was  made  in  which  the  size  of  the  weights  was 
learned  by  grasping  the  curved  surface  of  the  block ;  a  second  series  of 
tests  E  was  so  made  that  the  observer  could  only  judge  of  the  size  from 


'Skashork,  as  before;  ScKirTiRE,  New  Psycholog)-,  Fig.  65,  London  1S97. 
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the  area  of  pressure  when  the  block  was  placed  gently  upon  the  palm  of 
his  hand.  All  the  A  blocks  were  used  in  each  series.  Each  series  of 
tests  was  made  ten  times,  and,  to  eliminate  as  far  as  possible  the  error  of 
prejudice,  the  equivalent  B  for  each  A  block  was  approached  five  times 
from  above,  five  times  from  below.  That  is,  in  five  of  each  series  an  A 
block  was  compared  first  with  a  B  that  was  very  perceptibly  heavier  and 
then  with  the  B  of  next  lower  weight  until  apparent  equality  was  reached. 
In  the  other  five  the  steps  were  from  the  perceptibly  lighter. 


Fig.  25. 

To  eliminate  the  error  of  sequence,  the  obser\'er  lifted  the  blocks  in 
the  orders  A,  B,  B,  A,  and  B,  A,  A,  B  alternately.  The  position  of  the 
blocks  was  reversed  after  each  trial,  so  that  the  obser\er's  judgment  was 
not  affected  by  the  var}'ing  sensations  caused  by  the  slight  movement  ot 
the  forearm  to  the  right  or  left.  By  this  exchange  of  position  there  was 
also  to  a  slight  extent  avoided  the  fixing  of  the  observer's  attention  upon 
the  A  with  which  the  several  ^'s  were  being  compared  ;  his  judgment 
was,  without  explicit  reference  to  either  block  as  a  standard,  merely  a 
judgment  of  equality.  In  case  of  a  perceived  difference  he  indicated 
which  was  the  heavier. 

Subjects. 
It  is  desirable  for  experiments  on  the  psychology  of  the  blind  that  tbc 
subject  should  have  been  totally  blind  from  birth.     It  has  been  hcM.  v^ 
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deed,  that  with  the  congenitally  blind  we  should  class  as  competent  ob- 
servers those  who  became  blind  during  their  first  year/  and  many  who 
have  studied  the  blind  have  included  in  their  observations  those  who 
had  lost  their  sight  as  late  as  the  seventh  year.'  Obviously  the  mental 
life  of  those  whose  experience  includes  light  sensations  cannot  be  iden- 
tical with  that  of  those  totally  blind  from  birth.  The  assumption  that  the 
conditions  are  similar  cannot  be  established  until  the  psychology  of  the 
congenitally  blind,  who  have  never  seen  light,  has  been  first  studied. 
The  subjects  in  the  experiments  here  described  have  been  blind  from 
birth  and  have  never  seen  light. 

J/  is  a  college  graduate  and  university  professor  \  he  is  a  mathema- 
tician of  international  reputation. '  O^  his  brother,  is  in  business  in  New 
York.  They  are  both  graduates  of  the  New  York  Institution  for  the 
Blind. 

4 


Fig.  26. 


J/ was  from  the  start  quite  aware  of  the  illusion,  and  though  he  was 
kept  in  ignorance  of  the  purpose  of  the  tests,  he  repeatedly  spoke  of  the 
impossibility  of  correct  estimates  of  weight  when  the  objects  comjiared 
were  of  different  sizes.  It  was  his  opinion  that  of  the  two  tests  the  second, 
i.  e.,  with  the  weights  on  the  palm  of  the  hand,  was  the  least  accurate. 
His  custom  had  always  been  to  compare  weights  by  grasping  in  quick 


»  Hf.llkr,  Studii-n  ztir  Blhtdi'n-Psycholiy^ie^  Phil.  Stud.,  1895  XI  252. 
2  HociiEisEN,  Vcber  dai  Muskdsin  bei  BliudcHy  Zt.  f.  Psych,  u.  Phys.  d.  Sinn.,  1S93 
V  239. 
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succession  the  objects  to  be  judged,  and  dropping  them,  if  small,  from 
one  hand  to  the  other,  or  by  weighing  them  upon  the  tips  of  the  fingers, 
as  in  the  case  of  coins.  In  the  methods  of  these  experiments  he  had  no 
previous  experience. 

O  was  also  fully  aware  of  the  illusion.    He,  like  M,  considered  the 
third  series  of  judgments  the  least  satisfactory,  and  expressed  the  same 


Fig.  27. 

preference  for  grasping  rather  than  mere  lifting  upon  the  palm.      O 
thought  that  size  was  less  diverting  in  the  first  series  than  in  the  second. 

Experiments. 

(i)  The  first  series  of  tests  was  that  in  which  the  knowledge  of  size 
was   gained  through  the   muscle  sense,  corresponding   to   Seashore  s 
"  fourth  series,  H,  muscle  sense."     An  ^  and  a  ^  block,  resting  on  end 
upon  a  soft  pad,  were  lifted   in   succession,  being   grasped  around   the 
circumference  by  the  thumb  and  middle  finger  of  the  right  hand.     If  the 
weights  were  judged  unequal,  the  B  was  replaced  by  another  of  the  same 
set.     Because  the  obser\'er  did  not  have  to  make  any  choice  of  B  s,  but 
to  consider  only  two  blocks  at  a  time  (selected  by  the  one  conducting 
the  experiment),  he  could  fix  his  attention  upon  the  question  of  equality 
of  weight  undistracted  by  the  knowledge  of  the  number  of  blocks  that 
might  possibly  be  compared. 

(2)  In  another  set  of  experiments  the  block  was  laid  on  the  palm  of 
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hand ;  this  gave  an  idea  of  the  size,  the  height  being  known  to  be  con- 
stant.    This  corresponds  to  Seashore's  "  fourth  series,  I,  touch." 


Fig.  28. 
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Fig.  29. 
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The  results  are  given  in  the  table.  Each  result  in  the  columns  Dj  and 
Dji  is  the  average  of  5  original  measurements ;  the  probable  error  for 
these  results  never  exceeds  4%  and  is  generally  less  than  2%.  The  re- 
sults in  the  table  are  indicated  graphically  in  Figures  24,  25,  26,  27. 
Figure  28  shows  the  average  results  for  both  observers  together  with  the 
curve  H  of  Dr.  Seashore's  experiments. 
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M^  Of  subjects. 

C,  number  of  millimeters  by  which  the 
diameter  in  Set  A  differed  from  that  in  Set 
B  (having  a  weight  of  80s). 

^h  ^ih  ^i  number  of  grams  by  which 
the  estimated  weight  of  the  block  in  Set  A 
differed  from  its  true  weight,  the  block  be- 
ing grasped. 


Ejf  Eji,  E,  same  as  Djf  Du,  D,  the 
block  resting  on  the  skin. 

Z>jy  El,  experiment  begun  with  the 
lighter  blocks. 

^ih  Ejif  experiment  begun  with  the 
heavier  blocks. 

Z>,  Ef  averages  of  Dj  and  /?//,  and  of 
Ej  and  Ejj  respectively. 


For  the  sake  of  comparison  the  curves  obtained  by  Seashore  for  the 
same  senses  in  the  seeing  are  reproduced  in  Fig.  29  from  Fig.  5  of 
Seashore's  monograph. 


Conclusions. 

The  results  seem  to  justify  the  following  conclusions  : 

1.  The  size-weight  illusion  obtains  among  the  blind. 

2.  It  follows  the  same  general  law  as  among  the  seeing,  but  is  not  so 
great  either  for  the  muscle  sense  or  for  touch  as  for  the  same  senses 
among  the  seeing. 

3.  The  illusion  tends  towards  the  side  on  which  the  weight  is  ap- 
proached. 


CEREBRAL  LIGHT.* 

BY 

E.  W.  Scripture. 

In  darkness  or  with  closed  eyes  we  can  always  see  irregular  forms  of 
light  in  our  visual  field.  These  forms  are  of  various  kinds,  series  of 
waves,  successive  rings  that  spread  and  break,  etc.  In  addition  to  these 
definite  figures  there  is  always  more  or  less  definite  irregular  illumination 
over  the  whole  field.  These  phenomena  are  generally  called  **  the  retinal 
light  "  or  the  **  Eigenlicht  of  the  retina.*'  They  are  usually  supposed  to 
arise  from  chemical  changes  going  on  in  the  retina.  I  wish  to  record 
some  observations  that  apparently  prove  them  to  be  cerebral  and  not  re- 
tinal processes. 

1.  With  closed  eyes  there  is  only  one  illuminated  field,  not  two,  as 
there  should  be  from  the  two  retinas  if  the  light  were  retinal.  Two  re- 
tinal figures  might  appear  as  one  under  the  conditions :  {ja)  of  suppres- 
sion of  one  field,  which  is  not  the  case  here,  because  it  is  impossible  to 
keep  one  field  suppressed  for  many  minutes,  whereas  I  have  watched  the 
retinal  figures  in  uninterrupted  continuance  for  a  long  time  ;  {b)  of  per- 
fect identity  of  form,  which  is  hardly  a  possible  supposition  in  the  case 
of  these  irregular,  volatile,  chemical  phenomena ;  (r)  of  suflficiently  sim- 
ilar construction  for  union  by  stereoscopic  vision,  which  also  is  not  the 
case,  as  there  is  no  relief-effect  in  the  picture. 

2.  The  figures  do  not  change  in  position  when  the  eye  is  moved. 
They  are  localized  in  front  and  remain  in  the  same  place,  even  if  the 
eyes  are  directed  to  one  side.  I  find,  however,  that  if  the  eyes  are 
turned  to  a  new  position  and  kept  there,  the  central  figure  (a  spreading 
violet  circle  with  a  phosphorescent  rim)  will  soon  afterwards  follow  the 
movement ;  there  is  thus  a  tendency  for  this  figure  to  occupy  the  spot  of 
sharpest  vision. 

3.  The  figures  do  not  change  in  location  when  the  eyes  are  displaced. 
When  the  eyes  are  looking  at  some  definite  object,  e.  g.,  this  page,  a 
pressure  of  the  finger  on  one  of  them  will  cause  the  page  apparently  to 
move.  This  is  true  whether  the  other  eye  is  open  or  closed.  Likewise, 
if  an  after-image  is  obtained,  it  will  move  upon  pressure  of  the  eyeball. 
The  pressure  displaces  the  eyeball  and  changes  the  projection  of  the  re- 


» This  account  was  first  published  in  Science,  1897  N.  S.  VI  138. 
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tinal  picture.  This  displacement  does  not  occur  with  '*  retinal  light." 
I  have  repeatedly  observed  these  figures  and  have  manipulated  the  eye- 
balls ;  I  have  found  that  they  are  not  in  the  slightest  degree  affected  by 
the  manipulations.  In  order  to  avoid  all  possibility  of  errors  of  obser- 
vation, I  have  made  the  experiments  in  a  series  alternately  with  eyes 
open  and  eyes  closed.  With  the  eyes  open  I  observed  a  dimly  illumi- 
nated window;  with  them  closed  I  saw  the  ** retinal"  figures.  The 
former  always  followed  the  displacements,  the  latter  never. 

These  observations  are,  I  believe,  sufficient  to  establish  the  proposition 
(which  I  have  not  seen  elsewhere)  that  the  phenomena  of  vision  usually 
known  as  **  retinal  light  "  and  **  retinal  figures  "  are  not  originated  in 
the  retina,  but  in  the  brain.  They  should,  therefore,  be  termed  **  cere- 
bral light"  and  ** cerebral  figures." 

The  following  hypothesis  seems  also  justified.  The  cerebral  light  is 
located  in  those  higher  centers  of  the  brain  which  are  connected  with 
visual  memories  and  imaginations.  While  watching  the  cerebral  figures 
I  find  that  my  visual  memories  or  phantastic  figures  appear  in  the  midst 
of  the  cerebral  light  and  frequently  cannot  be  distinguished  from  them. 
The  close  connection  of  these  cerebral  figures  with  the  contents  of 
dreams  has  been  repeatedly  noticed  by  Johannes  Mueller  and  a  series  of 
later  observers.  There  is  also  the  possibility  that  the  hallucinatory 
visions  produced  by  hashish,  mescal  and  other  drugs  may  be  simply  mod- 
ifications of  this  cerebral  light. 


RESEARCHES  ON  MEMORY  FOR  ARM-MOVEMENTS. 

BY 

E.  W.  Scripture,  W.  C.  Cooke  and  C.  M.  Warren. 

In  the  arm -space  board^  a  wooden  scale  carries  along  its  upper  edge, 
a  small  glass  rod.  At  the  zero  point  in  the  middle  there  is  a  fixed  metal 
plate.  On  each  side  there  is  a  movable  slide  carrying  an  adjustable 
pointer.  Before  the  experiments  the  pointers  are  pushed  forward  as 
far  as  possible. 

The  apparatus  is  placed  on  a  table  with  the  scale  away  from  the  subject. 
The  subject,  seated  with  eyes  closed  or  covered,  places  his  forefingers 
against  the  zero-plate,  one  on  each  side. 

The  experimenter  moves  up  the  two  slides  to  the  fingers  rill  they  press 
gently.  The  pointers  strike  the  zero-plate  and  are  pushed  back  auto- 
matically. This  eliminates  the  errors  due  to  the  vidths  of  the  finger,  as 
all  readings  are  to  be  taken  from  the  end  of  the  pointer. 

The  subject  places  himself  directly  in  front  of  the  zero-mark  and  closes 
his  eyes.  The  experimenter  places  the  left-hand  (referring  to  the  sub- 
ject) slide  at  a  certain  distance,  d.  The  right-hand  slide  is  moved  out  of 
the  way.  The  subject  moves  his  left  fore-finger  evenly  outward  till  it 
strikes  the  slide,  and  then  returns  it  to  zero.  The  experimenter  quietly 
moves  the  slide  out  of  the  way,  and  after  an  interval  of  /  seconds  the 
subject  moves  his  finger  again  till  it  seems  to  be  in  the  same  place  as  be- 
fore. The  experimenter  now  moves  the  slide  up  till  it  touches  the  finger 
and  reads  the  record  at  the  end  of  the  pointer.  The  tenths  of  a  centi- 
meter are  estimated  by  the  eye.  The  result  in  millimeters  is  placed  in 
the  record  blank. 

In  a  set  of  experiments  carried  out  by  Mr.  Cooke  in  1896—97  on 
four  college  students  as  subjects,  the  distances  100"",  300""  and  500"°" 
were  investigated  for  the  intervals  2",  10"  and  20'.  The  constant  and 
probable  errors  were  calculated  in  the  following  way.  If  a^,  <?j,  ••• ,  a^ 
are  the  observations  for  given  values  of  /  and  ^/,  we  have  for  the  average 

a  4-  a  -f  •••  4-  a 


from  which  we  obtain  the  constant  error  C^^a  —  d. 


•ScKll'TURE,   EUmentary  course  in  psychological  measurements^  Stud.    Yale  Psych. 
Lab.,  1896  IV  97;  ScRirruRE,  New  Psychology,  187,  London  1897. 
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For  the  variations,  or  errors,  we  have  2^  =  «,  —  «,  2^,  =  tf,  =  a, —, 
z',  =  fl^  —  tf ;  from  which  we  obtain  the  probable  error  for  a  single  meas- 
urement by  the  shorter  method 


/'=o.8 


'^^\^r\vA^ \r\v^ 


«—  I 


where  |  v  I  means  that  the  sign  of  v  is  disregarded.  The  results  for  four 
subjects,  A,  B,  C  and  D,  are  given  in  Table  I ;  five  experiments  were 
made  on  each  point. 

Table  I. 
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10 
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— 

2 

8.1 
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15 

14.8 

1 20 

— 

I 

7.3 

— 

5 

7.5 

+ 

6 

II. 0 

— 

24 

21.7 

The  table  seems  to  justify  the  conclusion  that  th^  law  according  to 
which  the  constant  error  varies  in  relation  to  the  elapsed  inter\'aly  is  a 
purely  individual  matter,  as  was  first  pointed  out  by  Scripture  (New 
Psychology,  189). 


Fig.  30.  Fig.  31. 

The  probable  error  also  seems  to  follow  no  general  law,  although  there 
are  more  cases  in  which  it  increases  with  the  increase  in  inter\'al  than  in 
which  it  decreases  or  remains  constant  or  fluctuates. 
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For  comparison  with  these  experiments  on  untrained  observers  another 
5et  was  undertaken  by  Mr.  Warren  in  March,  1898,  in  which  the  sub- 
feet  was  the  laboratory  janitor,  A.  Fisher, 
a  trained  observer*  with  no  interest  in  the 
results.  The  constant  error  was  calculated 
as  before,  but  the  probable  error  was  de- 
rived by  the  more  accurate  formula 


^=«j^^^^^^ 


+  v:' 


The  results  for  the  intervals  1 5%  30',  45* 
and  60'  and  for  the  two  distances  200"* 
and  300™"  are  given  in  Table  II.  The 
first  division  for  2oo"*~  and  that  for3oo"" 
give  the  results  when  the  experiments  were 
made  in  the  following  order :  15'  —  200, 
300,  300,  200  ;  30'  —  200,  300,  300, 
200,  etc.  The  other  experiments  on 
200""*  were  made  on  successive  occasions, 
the  distance  being  constant  but  the  in- 
tervals of  time  being  varied  irregularly, 

thus  200"^  —  15,  60,  45,  30,  etc.     The  values  of  the  table  are  expressed 

in  Figures  30,  31  and  32. 


Fig.  32. 


Table  II. 
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« 
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15 

—30 

21.8 

17 

30 

+   2 

30.2 

17 

—21     18.5 

IS 

—37 

15-9 

17 
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— 20    15. I 

15 
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12 

60 

+  I 

37-2 

12 

—  9    23.6 

15 

—47 

157 

12 

These  experiments  seem  to  justify  the  conclusion  that  even  for  the  same 
person  the  law  of  the  constant  error  changes  with  the  distance  and  with 
the  method  of  the  experiment.  The  probable  error,  however,  is  quite 
evidently  an  increasing  function  of  the  time-inter\'al ;  the  experiments 
are,  however,  not  extensive  enough  to  justify  an  attempt  at  determining 
its  law. 


1  Stud.  Vale  Ps>xh.  Lab.,  1896  IV  24. 


PRINCIPLES   OF   LABORATORY  ECONOMY. 

BY 

E.  W,  Scripture. 

One  of  the  most  difficult  portions  of  the  work  of  the  experimental 
psychologist  is  the  development  of  the  technical  methods  required  by  the 
science.  One  set  of  these  methods  comprises  those  involved  in  manag- 
ing a  laboratory.  The  followmg  results  of  an  experience  of  four  years 
as  a  student  in  the  laboratories  of  Leipzig  and  Worcester  and  of  six  years 
as  director  of  the  Yale  laboratory  may  be  of  value  to  others.  The  material 
comprises  the  substance  of  what  I  am  accustomed  to  say  on  this  subject 
in  a  few  lectures  of  the  regular  technical  course  for  specialists  in  psychology. 

General  plan. 

Two  distinct  kinds  of  work  fall  upon  the  laboratory ;  they  may  with 
£ciirness  be  characterized  as  :  i,  college  work  ;  2,  university  work. 

College  work. 

In  a  college  the  aim  is  to  provide  an  outline-knowledge  of  the  subject 
sufficient  for  general  culture.  Research  or  advanced  courses  are  quite 
out  of  the  question. 

In  a  small  college  the  resources  must  necessarily  be  limited.  With  an 
appropriation  of  a  few  hundred  dollars  the  instructor  can  get  along  with 
one  or  two  rooms,  an  equipment  of  tables  and  chairs,  apparatus  for  time- 
records,  sight,  hearing,  etc.  What  can  be  done  on  the  subject  of  the 
senses  at  small  expense  is  shown  in  Saxford*s  Course  in  Experimental 
Psychology,  Part  I,  Boston  1898.  However,  it  must  be  borne  in  mind 
that  the  book  covers  only  a  portion  of  the  science  and  it  is  very  im- 
portant that  the  instructer  should  not  give  the  impression  that  this  is 
all  of  psychology.  In  a  laboratory  with  moderate  means  the  mechanical 
skill  and  ingenuity  of  the  instructor  come  especially  into  play.  With  a 
fair  supply  of  tools  the  trained  man  can  give  a  more  interesting  and 
valuable  course  at  a  small  exi>ense  than  an  unskilled  man  with  far 
greater  facilities.  The  frequent  incjuiries  concerning  the  amount  requisite 
for  starting  a  college  laboratory  may  be  met  with  the  statement  that  it 
all  depends  on  the  man  employed.  Success  with  only  5300  or  $500  a 
year  is  possible  for  a  skillful  man  who  has  had  a  thorough  training,  and 
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sCmctioii.  Moreover^  if  the  otlier  depamnenbs  siich  as  |vh\^c$  can 
show  better,  brighter  and  more  numerous  pieces  of  a[:«paratu$  the  sIihWuI^ 
are  apt  to  draw  disparaging  conclusions.  The  students  ai^  no  lon^^enr  a 
**  class"  to  be  taught ;  they  are  an  "audience'*  that  must  l>e  leit  When 
a  speaker,  whether  on  account  of  himself  or  on  aciHMmt  of  n^e^t^r 
eqtiipment,  loses  the  interest  or  the  respect  of  his  audiem^e,  the  in^j^tnu^ 
tion  ceases  to  be  effective. 

Laboratory  courses,  like  those  already  mentioned*  should  also  )M^  gh^n. 
For  the  special  students  in  psychology  a  course  of  lectures  on  the  theory  of 
statistics  and  measurements  should  also  be  given  in  connection  with  prar* 
deal  exercises  in  the  laboratory.  These  exercises  should  be  most  careAilly 
planned  to  show  the  development  of  the  final  methoils  of  measurement 
fix>m  the  fundamental  operations.  For  example,  the  subject  of  time  n\lght 
begin  with  timing  and  regulating  a  clock ;  thereupon  would  follow  the  tim^ 
ing  of  a  tuning  fork,  the  determination  of  the  errors  of  markers,  kcy«,  ct(\ 
When  this  has  been  learned  simple  reactions  can  be  mcasuretl  uiulrr  the 
various  conditions  of  stimulation,  attention,  etc.  Finallyi  the  ntoivtom* 
plex  processes  are  to  be  recorded.  Similar  methoiln  ttiultl  l>e  folloNM^I 
for  sight,  hearing,  volition,  emotion,  etc. 

The  object  of  the  laboratory  instruction  is  of^cn  miMundrt^tood  \{  in 
not  to  teach  facts  of  psychology;  these  should  be  livrtlrd  iu  a  IimIuh* 
course.  The  objects  are  :  (i)  the  cultivation  of  the  pownnof  lnthVi|uM 
tive  and  external  observation;  (2)  the  (lfvc*lu|»n\rnt  of  ilostiMllv  Ih 
carrying  out  psychological  ex|)orimenis  and  niramirrnirnh  ;  {  \)  \\t\\\\\\\^ 
in  the  computation  and  adjustment  of  mcasurcMuonts.  Shutrnl'i  w  ho  in«iU> 
a  specialty  of  psychology  should  also  be  trained  in  \\\v  1  (»hfilni«  ilnn  .nid 
care  of  apparatus,  in  machine-design,  use  of  tools,  lailu*  wmk,  \hv  \^»mIi. 
etc. 

Another  department  of  university  work  lies  in  rcscanh.  'VUv  ati  of 
research  is  probably  the  most  difficult  thing  to  teach.  Some  persons  \\a\c 
the  notion  that  anybody  can  successfully  undertake  rosean  hcs  with  no 
preliminary  training.  Research  is  an  art,  as  much  an  art  as  painting  or 
singing.  Any  one  can  daub  paints,  sing  tunes  and  investigate  the  mind, 
but  the  results  differ  from  a  painting  by  Correggio,  a  song  by  Patti,  or 
an  investigation  by  Helmholtz.  The  director  of  a  laboratory  for  research 
must  be  a  man  with  an  inborn  tact  at  overcoming  obstacles  of  apparatus 
and  in  extricating  himself  from  intricacies  of  method.  He  must  be  a 
man  of  vivid  imagination  ;  just  as  a  painter  must  compose  and  constmitff 
modify  the  ideal  picture  in  his  mind's  eye,  so  the  scientist  must 
invent  and  modify  mentally  the  whole  apparatus  and  method 
before  he  begins  the  actual  work.     Just  as  a  painter  must 
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self  with  the  minutest  details  of  preparing  and  mixing  paints,  of  per- 
spective, shading,  varnishing,  etc.,  so  must  the  psychological  investi- 
gator have  in  mind  just  as  many  kinds  and  combinations  of  apparatus, 
manipulations  and  methods  as  he  can  possibly  learn.  This  is  the  ideal 
which  the  special  student  should  always  have  in  mind.  The  young 
investigator  should  go  through  a  preliminary  apprenticeship  in  assisting 
more  advanced  workers,  and  should  prove  himself  a  well  qualified  man 
before  attempting  to  conduct  work. 

Building. 

If  possible  the  laboratory  should  be  situated  in  a  building  back  from 
the  street,  preferably  in  the  suburbs.  If  it  is  in  a  building  with  other 
departments  it  should  have  the  top  floor,  and  the  smaller  rooms  for  ob- 
servation should  be  at  the  back.  Just  as  freedom  from  shaking  is  the 
indispensable  condition  for  many  physical  experiments,  so  freedom  from 
noise  is  the  fundamental  requisite  for  the  successful  prosecution  of  many 
psychological  investigations.  Of  course,  where  only  demonstrational 
work  is  required  such  conditions  are  unattainable  and  unnecessary. 

In  regard  to  the  general  plan  of  a  scientific  building  reference  may  be 
made  to  Durm*s  Handbuch  der  Architektur,  IV.  Theil,  6.  Halb-Band, 
2.  Heft:    Gebdudefilr  Erziehung^  Wissenschaft  und  KunsL 

Lecture-room. 

One  of  the  first  cares  of  the  instructor  will  probably  be  the  lecture- 
room.  Although  one  like  that  to  be  described  will  seldom  be  attainable, 
the  main  requirements  are  the  same  for  most  cases  and  they  can  be 
met  in  ways  as  nearly  like  the  ideal  ones  as  possible.  All  seats  in  the 
room  should  command  a  good  view  of  the  experiment  table.  In  a 
small  institution  a  large  table  in  an  ordinary  lecture-room  would  be 
sufficient.  With  large  classes,  however,  the  seats  must  rise  toward  the 
back  ;  the  rise  should  be  about  12'''"  at  the  second  row  with  a  regularly 
increasing  rise  for  each  succeeding  row.  If  the  seats  are  arranged  in 
curves,  a  rather  flat  hyperbola  ought  to  be  chosen.  Before  the  windows 
black  shades  or  shutters  for  darkening  should  be  placed.  The  many 
elaborate  arrangements  in  use  are  generally  very  costly  ;  recourse  is  gen- 
erally had  to  cpmmon  spring  rollers.  For  further  suggestions  see  Wein- 
hold's  Physikalische  Demonstrationen  and  Frick-Lehmann's  Physika- 
lische  Technik. 

The  ceiling  and  walls  of  the  room  should  be  as  white  as  possible. 
The  researches  in  school -hygiene  have  shown  that  dark  colors,  panelings, 
rows  of  blackboards  and  any  other  arrangement  that  lessens  the  difl"usion 
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of  light  must  be  most  scrupulously  avoided.*  The  daylight  should 
come  from  the  left  and  back.  Artificial  illumination  should  be  indirect 
or  semi -indirect ;  that  is,  the  light  from  the  luminous  body  should  not 
fall  directly  on  the  books  of  the  students,  but  should  be  diffused  by  being 
first  sent  against  the  ceiling  or  by  passing  through  translucent  globes.' 

The  method  of  completely  indirect  illumination  can  be  perhaps  best 
used  in  the  case  of  an  arc  light.  The  reflector  beneath  the  lamp  hides 
it  completely  from  view  and  sends  the  light  to  the  ceiling,  whence  it  is 
dispersed  around  the  room.  The  ceiling  should  be  newly  whitened  each 
year  ;  a  special  reflector,  however,  may  be  used  above  the  lamp  instead 
of  the  ceiling.  In  the  combined  method  of  illumination  part  of  the 
light  passes  directly  through  a  lower  globe  of  translucent  glass  while 
part  is  reflected  upward.  For  lecture-rooms  the  completely  indirect 
illumination  seems  preferable. 

Other  sources  of  light,  such  as  the  Auer  gas  incandescent  lamp,  the 
electric  incandescent  lamp,  etc.,  may  be  treated  in  like  manner.  Fur- 
ther details  and  literature  may  be  found  in  the  article  by  Bavr.  A  good 
account  of  arc-lighting  is  given  in  a  pamphlet,  CW^er  Bogenlampen  fUr 
terstreutes  Licht,  published  by  the  manufacturers,  KOrting  &  Mathiesen 
in  Leutzsch,  near  Leipzig. 

A  fundamental  piece  of  apparatus  for  the  lecture-room  is  the  lantern. 
A  general  sketch  of  the  principles  involved  has  been  given  in  these 
Studies,  1896  IV  82-88 ;  further  details  may  be  found  in  Wright's  Op- 
tical Projection. 

Another  fundamental  factor  of  the  lecture -room  is  the  experimenter's 
table.  This  should  be  a  table,  or  rather  a  counter,  about  5  x  0.9  X  0.9 
meters  in  size.  Better  than  one  table  are  two  tables,  each  two  meters  long, 
placed  endwise  with  an  intervening  space  of  about  a  meter  which  can  be 
covered  by  a  hinged  leaf ;  this  allows  very  tall  apparatus  to  be  set  up  on 
the  floor  between  other  apparatus.  The  space  under  the  table  is  utilized 
for  drawers  and  open  closets  where  tools  and  apparatus  of  constant  use 
are  kept. 

The  fundamental  rule  in  regard  to  the  use  of  the  table  is :  never  allow 
any  projection  to  be  fastened  to  the  top.  Nails  must  not  be  driven  in  ; 
they  are  sure  to  be  forgotten  and  to  get  in  the  way  at  some  critical  mo- 
ment, perhaps  to  overturn  or  scratch  some  valuable  piece  of  apparatus. 
All  nails  and  screws  should  be  driven  into  blocks  of  wood  which  are 
fistened  to  the  edge  of  the  table  by  clamps.     This  rules  applies  to  all 

*BURNHAM,  Outlines  of  school  hy^i f tie ^  Pedagog.  Seminary,  1892  II  9. 

•Bayr,  Ueber  Bi'leuchtungsversuchcy  etc.^  Zt.  f.  Schulgesundheitspflegc,  X898XIM9- 
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tables  in  the  laboratory  except  when,  after  trial,  it  is  decided  to  set  up 
some  permanent  piece  of  apparatus. 

Workshop. 

As  the  progress  of  psychology  depends  to  a  great  degree  on  the  way  in 
which  this  department  is  managed,  money  invested  in  a  proper  equipment 
of  tools  will  often  bring  better  returns  than  if  spent  in  ordering  instruments 
from  dealers.  In  fitting  up  this  room  we  should  take  into  consideration 
its  purpose  and  that  becomes  clear  when  we  take  note  of  a  few  fects 
about  apparatus.  Apparatus  in  use  industrially,  such  as  electric  motors, 
telegraph  keys,  batteries,  etc. ,  can  be  obtained  readily  and  cheaply  in 
America.  On  the  contrary,  apparatus  that  is  in  use  only  for  scientific 
purposes  can  be  obtaind  here  only  at  exhorbitant  prices  if  at  all,  and 
owing  to  the  lack  of  trained  workmen  it  is  generally  of  the  poorest  qual- 
ity. All  such  instruments  already  in  use,  e.g.,  kymographs,  tuning-forks, 
time-markers,  etc.,  must  be  gotten  directly  from  the  European  makers. 
In  addition  to  these  two  classes  there  is  apparatus  for  special  purp>oses  which 
must  either  be  ordered  from  instrument  makers  or  made  in  the  laboratory 
workshop.  The  difficulty  and  delay  in  sending  designs  to  Germany  or 
France  and  the  great  disadvantage  of  not  being  able  to  supervise  the  vari- 
ous stages  of  construction  are  readily  apparent.  It  is  highly  desirable  in 
a  large  laboratory  to  set  up  a  workshop  and  to  provide  a  proper  artisan 
to  take  charge  of  it.  The  work  to  be  done  will  be  the  making  of  all 
special  research-apparatus,  also  the  repairing  and  testing  of  all  instruments 
received  from  elsewhere.  This  course  is  the  one  followed  by  nearly  all 
European  laboratories  of  physics  and  physiology  ;  the  high  wages  and 
lack  of  skill  of  the  American  mechanic  tend  to  throw  the  psychologist 
more  on  his  own  resources. 

The  size  and  equipment  of  such  a  workshop  depend  on  the  character 
of  the  instructor  and  the  importance  of  the  part  played  by  research. 

The  first  necessity  of  the  workshop  is  sufficient  light,  both  by  day  and 
by  night ;  that  is,  there  must  be  sufficient  windows  and  lamps  so  arranged 
that  there  are  no  deep  shadows  into  which  the  work  in  hand  can  happen 
to  get.  Nevertheless,  no  very  bright  or  blinding  lights  are  to  be  per- 
mitted. The  room  is  preferably  placed  on  the  north  side,  othen^-ise  the 
south  windows  must  be  well  provided  with  curtains.  The  lamps  are  not 
to  be  placed  in  the  middle  of  the  room,  but  to  be  scattered  over  the  walls 
and  around  the  tables. 

The  most  important  and  essential  article  in  the  workroom  is  the  work- 
bench, which  should  be  placed  on  the  lightest  side  of  the  room,  preferably 
in  the  corner.      It  is  to  be  a  very  strong  table  of  oak,  or  ash,  which  is 
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fastened  by  braces  built  into  the  wall,  so  that  in  filing,  sawing  and  chisel- 
ing in  the  vise  no  noticeable  shaking  of  the  bench  occurs.  The  size 
should  be  about  2°*  x  0.7°* ;  the  height  should  be  0.75""  to"*  0.80.  The 
regular  mechanic's  height,  0.9°*,  is  to  be  reduced  because  this  requires  con- 
tinual standing,  which  is  a  great  hardship  to  persons  of  sedentary  habits, 
such  as  will  necessarily  often  be  at  work  at  the  bench.  The  vise  is 
to  be  placed  at  the  right  front  corner  of  the  table  and,  if  possible,  oppo- 
site the  middle  of  the  window.  A  smaller  vise  may  be  placed  on  the 
left-hand  side  of  the  table.  Next  in  importance  to  the  work-bench  is  the 
lathe.  It  is  to  be  placed  before  the  window  on  the  north  side  of  the  room. 
There  should  also  be  a  grindstone,  with  pulley  in  case  power  is  at  hand. 
In  one  comer  there  may  be  a  forge  beside  which  is  a  heavy  anvil  on  an 
oaken  block.  By  the  eastern  wall  of  the  room  there  should  be  a  carpen- 
ter's bench  unless  a  separate  room  is  to  be  given  over  to  carpenter-work. 
Around  the  walls  are  the  tool  cases.  The  tools  should,  as  far  as  pos- 
sible, be  put  in  straps  or  leaned  up  against  grooved  boards  or  laid  in 
order  on  the  shelves  of  the  cases.  The  cases  and  the  walls  of  the  room 
are  to  be  painted  with  a  light  color  for  sake  of  illumination.  The  floor 
is  to  be  varnished ;  this  protects  it  against  too  rapid  wear,  lightens  the 
cleaning,  and  avoids  the  odors  that  arise  from  the  absorption  of  gases  by 
unvarnished  floors.  A  stone  floor  is  inadmissible.  Further  details  in  re- 
gard to«the  workshop  may  be  found  in  Lehmann's  Physikalische  Technik. 

Electrical  connections. 

An  essential  for  first-class  work  in  psychology  is  the  protection  of  the 
person  experimented  upon  from  all  sources  of  disturbance.  This  generally 
involves  the  separation  of  the  experimenter  from  the  one  c\|K'riincntcil 
on  and  often  involves  the  use  of  two  or  more  separate  rooms  between 
which  the  only  connection  is  by  means  of  electric  wires. 

The  experience  of  telegraphy  and  telephony  has  shown  that  the  proper 
method  of  connection  is  by  means  of  wires  to  a  central  station  from  each 
point  involved.     Wires  should  be  brought  from  each  room  to  a  switch- 
board in  some  convenient  place  where  they  can  be  connected  in  any  ^ay 
desired.     A  switchboard  on  the  plan  of  a  telephone  switchboard  witi. 
56  terminals  is  used  at  Yale  ;    each  wire   is  joined   to  a  tcrniiual  ***< 
numbered.     By  means  of  flexible  connectors  any  combination  d«ftAiM< 
can    be    made   and  yet  any  unused  wire  left  untouched.     The  Wii*!^ 
should  be  done  strictly  in  accordance  with  the  regulations  oi  tfae  M**** 
of  underwriters,  a  copy  of  which  can  be  obtained  from  tlie  iHatfy-  -** 
insurance  office.     It  is  not  advisable  to  use  wire  of  a  diaiiMsM^ . Jl^ 
2.7"°  (No.  12,  American  gauge). 
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Collection  of  apparatus. 

On  account  of  moisture  and  dust  the  apparatus  should  not  be  kept  in 
rooms  frequently  used.  It  is  best  to  devote  a  special  room  to  this  pur- 
pose. The  floor  should  be  of  wood  and  the  cleaning  should  be  done 
with  a  moist  cloth.  The  cases  for  holding  the  instruments  are  to  be 
furnished  with  glass  doors  which  should  be  kept  tightly  closed.  Each 
piece  of  apparatus  should  have  a  name  or  a  number  and  a  specified  place 
in  the  case  or  cases ;  small  gummed  labels  or  jeweller's  tags  are  useful  for 
this  purpose.  Small  cards  with  the  names  of  the  pieces  are  festened  on 
the  shelves  of  the  cases  by  card-pins. 

E^ch  piece  of  apparatus  should  be  entered  under  its  name  in  the  in- 
ventory and  the  apparatus  book.  The  latter  should  contain  for  each  piece 
a  complete  record  of  its  purchase,  its  use,  its  constants,  where  it  is  to  be  sent 
for  repair,  where  to  obtain  parts,  where  to  find  literature  on  its  use,  etc. 
For  this  purpose  a  regular  letter  file  can  be  used  ;  all  the  data — ^bills, 
printed  descriptions,  etc.— can  be  filed  with  the  rest  of  the  account. 

Isolated  room. 

To  obtain  the  quiet  necessary  for  most  psychological  investigations  an 
isolated  room  may  be  provided,  where  the  person  experimented  upon 
can  be  kept  indefinitely  in  perfect  external  darkness  and  quiet.  A  de- 
scription of  the  Yale  room  and  suggestions  for  improvement  -may  be 
found  in  these  Studies,  1893  I  271,  1896  IV  16,  and  in  Scripture\s 
New  Psychology,  136,  London  1897. 

Other  rooms. 

The  other  rooms  will  vary  so  much  in  arrangement  with  the  construc- 
tion of  the  laboratory  that  little  can  be  said  definitely.  I  would  suggest : 
I.  an  optical  room  with  black  walls,  heliostat  window  and  photometer 
arrangements;  2.  a  time  room  with  clock,  chronograph,  chronoscope 
and  other  equipment ;  3.   a  photographic  room. 

Selection  of  apparatus. 

Let  us  suppose  that  the  appropriation  has  been  obtained  and  that  the 
director  has,  after  carefully  planning  an  ideal  laboratory,  made  up  his 
mind  to  adjust  himself  to  the  actual  situation.  The  next  thing  to 
do  is  to  select  apparatus.  For  this  purpose  he  should  obtain  catalogues 
from  the  chief  makers  and  also  lists  of  the  apparatus  possessed  by  other 
laboratories.  The  catalogues  should  be  carefully  studied.  The  di- 
rector must  at  any  time  know  just  where  to  obtain  each  piece  at  the  low- 
est price  for  the  best  quality.      For  example,  electrical  tuning-forks  will 
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be  described  and  illustrated  in  1 5  or  20  catalogues,  whereas  there  are  not 
more  than  two  places  from  which  they  can  be  bought  to  the  best  ad- 
vantage. The  list  of  needed  apparatus  is  finally  made  out ;  when  added 
up,  it  will  be  found  to  be  four  or  five  tiroes  the  entire  appropriation. 
A  process  of  selection  must  now  be  instituted.  I  venture  to  propose  a 
rule,  almost  self-evidently  proper,  yet  often  neglected :  select  those  pieces 
that  for  each  dollar  of  cost  will  bring  a  maximum  return  in  time  of  use 
and  in  results  obtained.  For  example,  let  us  suppose  it  necessar)-  to 
choose  between  the  Ellis  harmonical  ($65),  a  color-apparatus  for  ex- 
centric  parts  of  the  retina  ($15),  and  a  kymograph  ($175). 

It  would  hardly  be  justifiable  to  occupy  more  than  half  an  hour  of  a 
lecture-course  in  experiments  for  which  the  harmonical  can  be  used.  Let 
us  suppose  that  the  class  includes  forty  persons.  The  time-value  of  the 
harmonical  can  then  be  said  to  be  J^  x  40  =  20  efficient  hours  per  year. 
Let  the  deterioration  and  interest  on  investment  on  all  the  instruments  be 
placed  at  10%  per  year.  The  cost  of  the  harmonical  is  thus  $6.50  for  20 
hours,  or  about  $0. 33  per  hour  per  student.  The  color  apparatus  would 
be  used  for  about  the  same  time,  giving  a  cost  of  $0. 08  per  hour  per  student. 
The  kymograph  is,  as  we  all  know,  in  constant  demand ;  in  a  busy  lab- 
oratory where  research  is  going  on  it  will  probably  be  used  not  less  than  2 
hours  per  day  for  35  weeks  of  the  academical  year,  or  over  400  hours  for 
research.  For  lectures  on  time,  memory,  motion,  etc.,  it  will  be  used  for 
a  total  of,  say,  5  hours  per  year  for  40  persons,  or  200  hours  more. 
This  makes  600  hours  per  year  for  $ 1 7. 50  or  about  $0.03  per  hour.  Thus 
the  kymograph  is  ten  times  as  profitable  as  the  harmonical,  and  nearly 
three  times  as  profitable  as  the  color  apparatus. 

This  method  can  be  applied  to  every  piece  of  apparatus,  every  tool, 
every  piece  of  furniture,  etc.,  yielding  a  definite  answer  in  each  case. 
The  trouble,  of  course,  lies  in  estimating  beforehand  the  amount  of  use 
to  which  an  instrument  will  l>e  put.  The  success  with  which  this  is 
done  is  what  is  known  in  the  commercial  world  as  **  business  sagacity, 
*'  business  tact  and  experience,**  etc. 

Perhaps  in  this  connection  it  may  be  desirable  to  state  the  results  of 
experience  at  the  Yale  laboratory  with  a  few  of  the  more  important  parts 
of  the  equipment.     One  of  the  most  profitable  parts  is  the  lantern  eciuip- 
ment,  representing  an  investment  of  about  S400,  and  used  on 
occasions  per  year  for  periods  of  10  to  30  minutes  for  classes  ^      ^ 
students.      Fully  as  profitable  is  the  lathe  equipment  C5100)  ^^lt    ^^^^^ 
(J150),  shafting,  belting,  grindstone  and  the  various  '''^''^^'''^"j^^^^^^   Jj. 
circular  saw  is  also  of  creditable  efficiency.     The  extensi\e    ^^    ^  . 

small  tools  and  supplies  of  all  sorts  is  of  special  value  where  appara  us  is 
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made.  The  total  workshop  equipment  is  worth  about  $400  exclusive  of 
the  constantly  replenished  supplies ;  it  is  in  use  eight  hours  a  day  by  the 
mechanic  and  approximately  four  hours  a  day  by  workers  in  the  labora- 
tory. When  we  consider  that  much  of  our  best  research  work  and  many 
of  our  demonstrations  would  be  impossible  without  the  aid  of  the  work- 
shop, we  are  forced  to  conclude  that  this  equipment  is  very  profitable  in 
spite  of  the  large  expense  for  wages  and  materials.  Moreover,  in  a  new 
science  where  new  pieces  of  apparatus  are  required  for  every  important 
advance,  the  cheapest  way  of  getting  such  apparatus  is  by  making  it  in 
the  laboratory.  In  regard  to  apparatus  such  high  returns  for  investments 
are  not  to  be  expected ;  our  most  profitable  pieces  have  been  the  record- 
ing drum  for  hand  or  motor,  100  v.  d.  electric  fork,  spark  coil,  multiple 
key,  chronoscope,  kymograph,  piston  recorder,  etc.  Apparatus  used  for 
research  should  be  judged  by  the  value  of  the  results  obtained. 

In  business  there  are  losses  as  well  as  profits ;  in  managing  a  laboratory 
we  cannot  always  make  the  most  judicious  selections.  Nevertheless,  by 
applying  these  principles  of  laboratory  economy  we  can  make  the  money 
invested  bring  much  larger  returns  than  by  spending  it  hap-hazard.  The 
difference  between  an  economically  managed  business  and  a  loosely 
managed  one  is  the  difference  between  success  and  failure.  Labora- 
tory economy  does  not,  after  all,  differ  fundamentally  from  business 
economy.  High  grade  efficiency  cannot  be  attained  anywhere  unless  the 
man  at  the  head  knows  his  business  down  to  the  minutest  details.  The 
best  laboratory  is  not  the  one  on  which  most  money  has  been  expended, 
but  is  the  one  that  yields  the  largest  net  result  in  scientific  research  and 
in  instruction  for  each  dollar  expended. 

Economy  in  investigation. 

In  a  large  laboratory  with  many  investigations  going  on,  it  becomes  a 
very  difficult  task  to  adjust  matters  economically.  Each  investigator 
thinks  only  of  his  own  needs  and  is  generally  oblivious  to  the  fact  that 
when  a  piece  of  apparatus  is  monopolized  by  him  it  is  lost  to  every  one 
else.  He  is  likely,  for  example,  to  set  up  the  kymograph  in  such  a  way 
that  no  one  else  can  use  it,  whereas  with  just  the  same  labor  it  might  be 
arranged  for  every  one.  He  should  be  taught  to  choose  and  arrange  his 
apparatus  so  as  to  produce  a  minimum  disturbance.  Suppose  that  he 
wishes  to  produce  a  click  for  a  warning-signal  and  that  there  are  two 
sounders  and  only  one  relay  in  the  apparatus  case.  The  relay  is  generally 
the  easiest  to  adjust ;  by  taking  it,  however,  he  would  get  no  better 
sound  and  would  render  it  impossible  for  any  else  to  use  relay  currents. 
The  investigator  should  learn  to  use  the  cheapest  materials  at   hand.     If 
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for  example,  he  wishes  to  conduct  a  telephone-current,  he  »Jwtjl<l  »«• 
follow  his  first  impulse  to  use  very  large,  silk-covered,  cx|>«:n»ivc  < U-xiliU- 
cords  made  for  incandescent  lamps,  but  should  content  himself  with.oitt 

mon  office  wire.  , 

Still  more  important  is  it  for  the  student  to  learn  how  to  plan  aii.i 
execute  his  researches.     The  ignorant  method  of  piling  up  »^J'^|^*|^^^^^^ 
measurements  in  large  quantities  leads  to  nothing.      1  nc  i)  o  > 

vestigation  should  be  first  definitely  stated.     As  soon  as  the  ^^^^1"^^^**  ""^^ 

ciently  advanced  to  involve  measurements,  the  investiga             t*  i  </  i 
clear  to  himself  whether  the  work  is  to  consist  in  a  dctcnnma  lo  i       - 

•     1  *•♦  r  11  •        *•     *•  «       Tn   the  former  case  \^  »*"* 

single  quantity  or  in  a  full  investigation.     In  ^"^  '"    ^^.^^^^  ^jl  y^^^^ 

before  making  his  final  measurements,  examine  and  co  i  «j  **•   *' 

sources  of  error,  and  should  careftilly  estimate  ana  a  j  ^^^  ^^^ 

obtain  the  required  degree  of  accuracy.     The  instnic  Wwn»»i*>*^ 

and  for  carrying  out  the  measurements  are  to  he  lou  ^^  ^^ 

Ph3rsikalische  Maassbestimmungen,  Berlin  i886,  vo  i  i,/iJi*r4>i^  .^  ^ 
omitting  certain  parts  that  refer  to  full  investigations.  ^^  ^  f^^,;!^^, 
full  investigation,  where  the  object  is  the  detertnina  -.|iti«t>  U^  *^ 
pressing  the  dependence  of  one  quantity  on  other  ^  ^^  liiiiujir,^Mt 
becomes  much  more  complicated.     The  student   s  Wju*#*<i^  0 

the   whole  first  volume  of  Weinstein.     This   ^^        ...,.Uk    j  j«^.^ 
rather  voluminous  and  it  contains  no  psychologic^     .  .   ^^  %A^mt*  ^-V 
hoped  that  a  smaller  work  on  the  subject  will  ^^  ^ 
use  of  psychologists,  economists  and  biologists.  itiMM^t  >VM^VifW 

Any  attempt  to  carry  out  serious  investigations  lu^^igigi^.^^ 
of  the  principles  involved  results  in  a  wasteful  P*  *  ^  --«-*-' —  ^^^ 
out  any  adequate  return  in  the  way  of  laws  or 
an  extravagant  procedure  has  become  impossible 
it  must  soon  become  so  in  experimental  psycholotJJ^* 

The  proper  understanding  of  methods  of  measu 
requires  a  familiarity  with  at  least  the  elements  o     ^  "r^fl^jifcfc^ifa^ 
calculus.     The  student  can  get  along  with  what 
ScHOENFLiEs's  Einfuhrung  in  die  niatheniatiscne       ^^^^^^^^^^^^^ 

ivissenschaften,  or,  in  regard  to  calculus,  with  Fi»     \!W^$'iMHHk^\ 

lus,  although  a  more  extended  study  like  that  *  ^ ^     Mi«MBl^Tii?w  "  ' 

such  familiar  books  as  STEOEMANN-KiEPKR'r'^    *        1    ii,^  g     '     ''>'-- 

rechnung  or  Schlokmilch's  Compendium  def  ^ 

given  by  Fuhrmann,  Naturwissenschaftliche  A»*  g 

imd  Integralrechnung,    is  highly  desirable. 

mentary  acquaintance  with  ( alculus  and  a  fantii* 

the  science  of  measurements  higher  scientific 

ligible  and  inaccessible  to  the  student  of  exp^** 
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NOTES. 

In  reply  to  requests  for  the  colors  of  the  glasses  em 
sight  tester  described  in  these  Studies,  1895  III  103, 
plete  list  is  given:  (i)  dark  gray  ;  (2)  ground  j 
gray;  (A)  red;  (B)  ground  glass;  (C)  blue; 
green;  f^  brownish  yellow  ;  ( C)  ground  glass ;  ( 
green;  (/)  bluish  green ;  (A')  red;  (Z)  violet, 
made  for  reasons  that  will  become  evident  to  the  ■ 
When  the  test  is  being  made,  the  subject  should  be  m 
off  the  colors  in  the  order  1,  2,  3.  The  dichrom: 
(Seebeck),  or  the  so-called  green-blind,  make  misU 
and  dark  red  ;  those  of  the  second  class,  or  the  red  b 
on  the  light  red  and  dark  green.  Both  classes  almos 
violet  "blue."  Plain  dark  grays  will  be  frequently 
first  class,  and  red  by  the  second.  These  results  hok 
weak  of  both  classes,  provided  the  instrument  is 
moderate  light,  for  example,  not  in  sunlight. 

In  order  to  advance  psychological  work  at  this 
special  instruments  are  hardly  obtainable,  the  Di 
Laborator>'  offers  to  furnish  to  e\iierimental  psyc 
may  be  practicable — blue-prints  of  the  working-drav 
special  Yale  pieces,  A  nominal  charge  of  ten  cents  i 
cover  the  cost  of  paper  and  mailing.  The  instrumen 
these  drawings  by  any  laboratory  possessing  a  mechan 
will  not  be  supplied  to  apparatus -makers  or  other  per 
gists  except  in  special  cases. 

The  following  changes  and  corrections  are  to  be  mai 
course  in  piyehohgical  measurements  published  in  ' 
IV. 

Page  89,  in  line  9  from  bottom  read  "  for  about 
each. ' ' 

Page  102,  the  formulas  in  the  middle  of  page  shou 


lines  3  and  7   from 
nstead  of  Ex.  VI. 
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